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DETAIL. DES REVENUS ET DES DEPENSES 


Part ‘V—2Z 


PUBLIC WORKS DEPARTMENT 


DETAILS OF REVENUE AND EXPENDITURE 


(A summarized statement of the Revenue and Hxpenditure detailed herein will be found in 
Volume I under “ Departmental Summaries ” ) 


MINISTERE DES TRAVAUX PUBLICS 


DETAIL DES REVENUS ET DES DEPENSES 


(Un état sommaire de ces revenus et de ces dépenses parait au Volume I, 
* Sommatres des Ministéres’’) 


DETAILS OF REVENUE—DETAIL DES REVENUS 


Ferry Licences — Permis de bateaux-passeurs 


Licence fees, 12 m. to April 30, 1931: Buckingham-Cumberland, $200; Calumet- 
L’Orignal, $107; Cornwali-Messina, $1; Courtwright-St. Clair, $10; Cross Point- 
Campbellton, E. Morin, $1,660; Fassett-St. Thomas d’Alfred, $10; Fitzroy- 
Onslow, $200; Froomfield-Marysville, $10; Gananoque-Clayton, $25; Kingston- 
Cape Vincent, $25; La Passe-Fort Coulonge, $204; Norway Bay-Sand Point, $10; 
Pembroke-Allumette, $30; Point Albino-Buffalo, $50; Rainy River-Beaudette and 
Spooner, $50;. Sault Ste. Marie, $100; Walkerville-Detroit, $1................ 2,693 00 
Licence fees, 12 m. to dates indicated: Aultsville-Louisville, Sept. 30, 1931, $1; 
Brockville-Morristown, Mar. 31, 1931, $1; Fort Erie-Buffalo, Jan. 31, 1931, 
$50; Morrisburg-Waddington, June 30, 1931, $25; Port Lambton-Robert’s Land- 
ing, Jan. 1, 1932, $1; Prescott-Ogdensburg, Sept. 30, 1931, $1; Rockport- 
Miexandria( Bay; June 30; 1931, SRa Ate. cae ene ee hs os vis etree sh oma sits Ge 104 00 
Licence fees, 2 y. to date indicated: Montebello-Alfred, May 31, 1932, $20; 
Sombra-Marine City, Oct. 31, 1931, $2; Walpole-Algonac, Apr. 30, 1932, $2; 
WinosorsWetroit, debs 9, E9S2 So meter eee sane wb ce oie oc en ee gale tice ee 26 00 


Nakai eas Win eb Pisses o: ae) a locke ig MSP REDE ee ho 6 200, b te co oh Re sc ce $ 2,823 00 


Graving Docks — Bassins de radoub 


Quebec, Champlain Dock: dockage, 165 d., $34,666; pumping out dock, $5,800; 

water, $282.25; penalty, $200; wintering vessels 1930-31, $10,700; sundries, 

BLOTS. hss Ce ee MANS Gy «o> ehlases Were ate ote hce eh Seated. Cees Mannnte ohne ae ame 51,834 03 
Quebec, “Lorne Dock: dockage, 162 d., $24,957.50; pumping out dock, $2,000; 

water, $181.50; penalties, $800; wintering vessels, 1930-31, $600; less $200 entry 

PAE VOTO i HAPs 5-5: & lain ee 6 IIR a exe WM od lp cee eae ac le 28,339 00 
Selkirk, Man., repair slip: dockage, 59 d., $2,200.50; wintering vessels, $544.50.... 2,745 00 
Esquimalt, B.C., dry dock: dockage, 124 d., $17,772; pumping out dock, $8,700; 

wharfage, $1,038.75; compressor service, $3,645; crane service, $2,380; light, 

$603.50; water, $496.71; sundries, $192.65....:......... ie dU Shetet Sil ces aiae Staae as rn 34,828 61 
Esquimalt, old dock, fresh water supplied to Radio Telegraph workshop.......... 12 00 


Part V—3 


DETAILS OF REVENUE-Con.— DETAIL DES REVENUS-Suite 


Telegraph Lines — Lignes télégraphiques 


; Revenue— Revenus Arrears 
Arrears to | (excluding excise tax— to 
‘| March 31, non compris la taxe March 31, 
Lines ; 1930 d’accise) 1931 
Réseaux Arrérages For Collected’ in Be Arapws 
au 1930-31 1930-31 au 
31 mars {Pour 1930-31] Percus en 31 mars 
1930 1930-31 ‘1931 
Western Lines — Lignes de l’ Quest— 
Alberta and’ Saskatchewan? yi...) Os ek. $ 829 18/$ 35,678 68/$ 35,186 48/$ .1,321 38 
British Columbia, Mainland..................... S SOSA SORA ees 302) 12 
Vancouver Teland :.)..2 fH ieee 4 ARTE 4 iz-2 2,035 16} 68,660 57 69,301 41 1,394 32 
Yukon (including Northern BO) tt. he TS, _ 1,204 02} 98,667 60) 98,603 98 1,267 64 
Eastern Lines — Lignes de l Est— 
Bay of Fundy Veo, Rae ee RY. stark SRR. CII) Ss Re bg 1,848 65 Le a he ee 
CAape Breboniai ek.’ BHoaseT os BOP. CS «A RS As co 347 98 9,484 24 9, 607 37 224 85 
Magdalen Tslatd asta... eek OF. 55 id US ae Wiig gh asians 3,411 47 3.411 Ae tone ae ley ahaa 
QE BEE) FE OD Ce IE ince ndash We «0 1,136.08), 23,602.21)’ 23:663°14 1,075 08 
PeleetlPslangs Mew iccisia le ahr WER) he 5 46h UR EMRE, te, at 8 32 195 60 A Sp gO ayes ile a a 
5,846 15} 241,549 02} 241,809 78 5,585 39 
Tijtaie wet Wy EE O00 | OR oh cctes OL OR oot" desu ah AE 241,809 78 


* Line sold in 1929-30 — Réséau vendu en 1929-30. 
** Amount over-deposited by agent — Montant deposé en trép par l’agent. 


Nore — RemMarque.—The arrears on March 31, 1930 ($5,846.15) and on March 31, 1931 ($5,585.39) 
include items totalling $2,048.16 which are reported by the Department as uncollectible.—Les arrérages. 
au 31 mars 1930 ($5,846.15), et au 31 mars 1931 ($5,585.39), comprennent diverses sommes formant un total 


de $2,043.16, considerées irrecouvrables par le ministére. 


Casual Revenue — Revenu casuel 


Miscellaneous Revenue — Revenus divers:— 
Rents, buildings and sites:— 

Nova Scotia: Antigonish, Corporation, 13 m., $260; Arichat, Dept. Marine and 
Fisheries, $24: Dartmouth, D. A. McDonald, $125; Halifax, 109-111 
Gottingen St., J. L. Power, 138 m., $585; Inverness, Miss E. Campbell, 13 m., 
$52; Shelburne, Maritime Tel. Co., $144; Springhill, Maritime Tel. Co., $240 

New Brunswick: Fredericton. Canada Construction Co., 15 m., $450; N.B. 
Liquor Control Board, 10 m., $250; Thos. D. Titus, 5 m., $25; Hampton, 
Bank of Nova Scotia, $5; L’Etite, M. C. Matthews, $5; Moncton,: J. H. 
Arthur, 14 m., $630; St. John, land, Dominion Rubber Co., 2 y., $24, space 
in old P.O. building, St. John Harbour Commission, 3 m., $1,075, 9 m., 
SSO7 5 ks OLE DUG. oy WY Ve DINiEia uN) OLOn SUMMIT uals ia Sere comedy: 

Quebec Province: Granby, Can. Nat. Tel., $120; Knowlton, Can. Legion, m., $6; 
Lennoxville, P.O. block, Bank of Montreal, $480, Havelock Lodge, Oddfellows, 
13 m., $260, J. E. Jamieson, $180; Montreal, L. J. Gaboury, postal station 
“B,’ 15 m., $625, Leamy Cartage Co., Prince Arthur St., 15 m., $202.50, 
Montreal Tramway Co., postal station “A,’ 16 m., $80, "Mrs. P. Murphy, 
kiosk light in P.O., 15 m., $75, I. Rennie, postal station “ D,”’ 13 m., $325, 
Ad. Tremblay, postal station “ F,” 13 m., $325, M. Wickham, postal station 
“ C,” 13..m.,,.$260, St... Jean Baptiste Soeiety,. postal station “R,’).13 ‘mi, 
$341.25, Williams-Thomas Ltd., advertising privileges, 2 y., $400; St. Sauveur, 
Mrs. E. H. Therrien, $420; Shawinigan Falls, Prov. Revenue Collector, 
$240; Verdun, Mrs. A. Gravel, 13m. $246. 22; Westmount, D. MclL. Brophy, 
13 m., $455, sundry, SA Tie a en aed thar, 2 at Uy Beare, et 

Ottawa City, Laverdure Block: F. Cossette, J. A. Z. Decelles, J. E. Fev ticket 
F, X. Gravel, J. A. Guimont, E. A. O’Connor, W. Seguin, A. Therriault, 
J. C. Trepannier, each 13 m. at. $22;:A.Guindon, 14 m.; $308.00... 2200. cen 


31857—1Av 


1,430 00 


5,950 00 


5,044 97 


2,882 00 


‘Part V—4 
PUBLIC WORKS —TRAVAUX PUBLICS 


Casual Revenue—Con. — Revenu casuel-Suite 


Miscellaneous Revenue—Con—Revenus divers-Suite 


Rents, buildings and sites—Conc. 
Ottawa City, Wellington St. area: Mrs. Archbold, on account, $60; Mrs. Black, 


on account, $305; Mrs. Byrne, on account, $16; J. J. Callaghan, 15 m., $300; 
Capital Brewing Co., $8,000; Miss Cleave, $240; C. Cummings, 5 m., $25; 
J.. Ferguson, on account, $8; J. 8. Fraser, 5¢ m., $336; Mrs. Goyette, on 
account, $193.25; Miss Graham, m., $30; F. Johansen, 23 m., $25; Mrs. 
LeBlanc, on account, $6; Mrs. Lefevre, on account, $9.50; Mrs. McCarthy, 
2 m., $120; Mrs. McDougall, m., $50; J. McNally, 9 m., $225; A. H. Mathie, 
14 m., $210; Miss Pearce, 5 m., $75; L. Rogers, on account, $154; G. Trudeau, 
13 ma, $325: H.| Varolo, balance Weben tes... . ..cebimad<s sin semis etnenes 10.717 45 
Ottawa City, sundry rents: clock line service, H. Birks and Sons, $13.33, 
Ottawa Electric Co., $13.33; City of Ottawa, Wellington St. mileage, 
$406.24; G. R. L. Potter, Cranston property, 4 m., $15; Rideau Curling Club, 
Wittomia (St) S100 Sumer yi) Se eee bocce sine +» + tin ep ttere, «le oe lb cg SCR 549 90 
Toronto, site for public building: Allport Bros., 44.m., $202.50; Beaumont 
and Barker, 13 m., $585; J. H. Beynon, 5 m., $60; P. Bistrey, 5 m., $275; 
Geo. Brimstin, on account, $1,300; Callow Bros., 13 m., $2,145; Can. Society 
of Graphic Arts, on account, $315; H. Cartwright, 13 m., $143; W. T. 
Clarke, Sr., $1,200; W. T. Clarke, Jr., on account, $283.68; Direct Agencies, 
on account, $730; V. L. Giamou, 8 m., $440; E. Hahn, 123 m., $312.50; G. 
Hahn, 24 m., $50; Geo. Hardy, 13 m., $260; Lowe-Martin Co., $1,755; 
T. McDonald Co., $660; J. Manson, 13 m., $715; R. J. Pierce, 9 m., $108; 
S. M. Ross, 13 m., $195; W. Ross, 10 m., $100; J. Sagar, 13 m., $1,560; L. C. 
Smith & Corona Typewriter Co., 13 m., $1,300; J. W. Thompson, on account, 
$535; F. Waddington, m., $40, 10 m., $1,150, 2 m., $200; B. Williams, on 
aeconnt. SLo07 TE. A. Hi WGrid st Lae ol 10. «sos ce etnies 6 «lee a cieee ate ee 17,044 68 
Toronto, sundry properties: Mrs. Moran, Front St., 14 m., $140; E. L. Ruddy 
Co., advertising privileges, Lombard St., $50, Oxford St. and Spadina Ave., 
STD ac voce ie eo aio e's «SAR MDRIS 4 Relies ef aiaeeeaee ey ube tise Le onion cfeaeemetaertaueh «Po adie cael hele ik apace 265 00 
Ontario, Generally: Almonte, W. C. Pollock, 13 m., $97.50; Brussels, P.O. 
Dept., $85.33; Burlington, H. R. Denike, 6 m., $120; Cardinal, E. V. Dodge, 
$24; S. McPhee, on account, $100; Dunnville, Gould-Leslie Ltd., 2 y., $40; 
Hamilton, R. J. Hanna, 13 m., $650; Kenora, Ontario Government, $630; 
Kingston, W. R. Davies, 16 m., $400, Ontario Government, Agriculture 
Dept., $300, Labour Dept., 15 m., $300; London, F. Millar, $480; Pigeon 
River, L. Thornton, 4 m., $32, G. F. Gibbs, 74 m., $58.32; Port Arthur, Can. 
National Rys., $2,500; Port Colborne, J. Root, $40; Prescott, W. H. B. 
Dowsley, 13 m., $325; Seaforth, F. G. Neelin, 9 m., $45; Sudbury, Public 
Library Board, 11 m., $132; privileges, advertising, $50, sundry, $5........ 6,414 15 
Manitoba: Boissevain, F. Brooks, 6 m., $30, Dr. Bird, 6 m., $30; Brandon, 
Fares-Larone Ltd., 8 m., $120; Elmwood, Mrs. McIntosh, arrears, $50; 
Minnedosa, Harrison and Burgess, on account, $199.85, Manitoba Govern- 
ment, 15 m., $787.50; Neepawa, North West Business College, 4 m., $280; 
Norwood Grove, W. A. Leslie, 2 m., $60; The Pas, J. Thorliefson, m., $50; 
: Winnipeg, Despatch Garage, 5 m., $2,500, 4 m., $1,600; Lindsay-Walker Co. 
Ltd., $70, Suburban Rapid Transit Co., $50; advertising privileges, Ruddy- 
Kasteritie S00 oon eae ee TOTS SRR.” SB OR ACRES 5,897 35 
Saskatchewan: Battleford, Can. N.W. Historical Society, 9 m., $90; Melfort, 
Public Library, $100; Moose Jaw, J. H. Grayson. $5, Lindsay-Walker Co., 
S20: “Reena Gyaodern Motors Tid. 0 tn SLO ramh. «o's cae olsen ere le ce 402 50 
Alberta: Calgary, Alberta-Nash Co., $102, E. Willis Ltd., $100; Coutts, W. 
Elliott, $180; Edmonton, W. Nobbs, 14 m., $140, A. M. Tennant, 3 m., $30; 
Viermihoate at. Dell UST tate ele Ske § Rene ee SOV OR 562 00 
British Columbia: Chilliwack, W. H. Kipp, 5 m., $125; Cranbrook, Public 
Library, $60; Esquimalt, E. Game, $180, J. M. King, $48, J. Knowles, $180, 
K. Tink, $180; Kamloops, B.C. Government, 43 m., $573.43, Public Library, 
Apr. 1-Nov. 20 at $5 per m., Nov. 21-Mar. 31 at $12.50; Vancouver, Grain 
Commission, Apr. 1-May 17 at $75 per m., May 18-June 30 at $25, Harbour 
Commission,’ $180; Home Oil Distributors, $350; Victoria, J. Gillies, arrears, 
$5, Hall & Son, $18; Yale, F. H. Creighton, 2 y., $10; advertising privileges, 
Okanagan Advertising? 'Co., °2.272>'640 0. REO IPs. «od eke aie 2,194 35 
Rents, Engineering Properties:— ; 


Mitchell, and McNeilly $10 > :sundryy $1.64 2015 eae . eC a Ee 2 3886 00 


Rothesay. Boat Club, $10; sundry privileges,/ $209 wis oii 2am ode eeers 523 00 


: Part V—5 


DETAILS OF REVENUE-Con.-—-DETAIL DES REVENUS-Suite 


Casual Revenue—Con. — Revenu casuel—Suite 


Miscellaneous Revenue—Cone.—fevenus divers—Fin 
Rents, Engineering Properties--Cone. 
Quebec Province: Lake St. John, Price Bros., $30; Lauzon Dry Dock, land, 
~ Davie Shipbuilding Co., $437; Little Chaudiere, slides, Booth & Ahearn, $25; 
St. Maurice River, Ile St. Christophe, Brown Corporation, $300, St. Maurice 
River Paper Co., $200; St. Roch Nord, Anglo-Can. Pulp & Paper Co., $4,225; 
Sundry amr ieves Ba1 5 SOLES... Cer = Ae. oak tte bed os mepein he «. syAndreeaeepiees « D201 40 
Ottawa, Chaudiere Falls: J. R. Booth Co., land at Union bridge, 19 y. to 
May 11, 1931, $9,077.10,. part. reserve, $304, water lots. 3900; Bronson 0.; 
water lots, $270; Ottawa Electric Co., water lots, $1,215, slides, $1; Ottaw a 
Electric Railway Co., water lots, $600; Upper Ottawa Improvement Co., 
See, Os frt S iret rane N° RiP ee pee gay CR = BREN COMER OGM StT og 12,368 10 
Ontario: Burlington Beach, gas main, $20; Kensington Point, wharf site, $10; 
Kingston, rent dry dock, ¥ Toto April 30, 1930, Kingston Shipbuilding Co., 
Ltd., $10,000, telephone cable over Cataraqui Bridge, $56; Owen Sound, 
dock, $25; Toronto, land at east entrance to harbour, W. Anderson, $100, 
A. R. Whitten, $100, Spadina Ave. dock, British American Fuel Co., account 
arrears, $400, Can. Crushed Stone Co., April 15-Oct. 5, $3,384.50, Ontario 
Ready-Mix Concrete, 6 m. to Apr. 5, 1931, $3,750; Wiarton, wharf, C.N. Rys., 


: eeeow muUunUKy privilewesy SF ¢./ 6227 Sere RTOs eR) Leh 17,827 50 
Manitoba: Killarney, hay permit, $15; sundry privileges, $1l.............. 26 00 
Saskatchewan: Last Mountain Lake, Ay HPOTUNtS. eres ee Ree es ae 842 57 
Alberta: Edmonton, C.N. Rys., privilege DEN URIS so) 3h. n ional Gratays “<M ney ~ Sees i 60 
British Columbia: Esquimalt, machine shop. Yarrows Ltd., $100; Victoria, 

lots, Lemon-Gonasson Co., $12.50, Taylor-Mills Co., $12.50; William Head, 
pipe” Me weI2o UO SUNOLY | DOI VILCHRS Meee oc ales wae kc sty Ais 6 wae ates e ocoiee aes 455 69 

Rents, Telegraph Branch: buildines, Forty Méle. $19, Whitehorse. $12; pole 

rentals, Alberta-Saskatchewan, $52, British Columbia, $36.................. 1i2 00 


Rents, equipment, ete.: concrete mixer and tools, $235: diving plant, $315; 
dredges, No. 302, $57.04, No. 309, St. John Dry Dock Co., $1,852.07; pile drivers, 
$194.25; pontoons, $269.29; scows. Island Tug & Barge Co., $1,536, St. John 
Dry Dock Co., $855, Freshwater Sand and Gravel Co., $555, sundry, $931.33; 
test boring equipment, $151.90; laboratory tests, City of Ottawa, $884.50, 
Cees OS acne, batts 618): SO ese els 5, «4 aera RAIN alts BE Mtg AL e Mere eh en Siore e.g 7,922 38 
Commissions on receipts from telephones in public buildings: Maritime Provinces, 
$100.22; Ontario and Quebec, $3,012.73; Manitoba, $80.61; Saskatchewan, 
$119.76; Alberta, $54.06; British Columbia, SOOO OO GNOME Ue Ms Seu terac Pare wrote a) 3,766 88 
108,418. 27 
Proceeds from Sales — Produits de ventes:— 
Real Estate (authorized by Order in Council), land, Three: Rivers, E. Balcer, 
$1,200, Chaudiere Falls, J, R. Booth, $9,237, Last Mountain Lake. A. Sweet, 
Pes vite Ab Wok rik cade > ensue apape bore raat onal Ante Meetings lit ard bye oe oe RN sa 10,660 75 
Sundry Sales:-— 
Old buildings: Engineering Branch, Nova Scotia, $10, Quebec Province, $36, 
Ontario, $50, British Columbia, $137; Telegraph Branch, Peace River, $259, 
Yukon, $20. NOE SP ETE "00 ROR soe US, Se MN Oe LE RS oa 503 00 
Water craft: Rock Breaker, No. 8, St. John Dry Dock Co., $20,000; scows, 
NOSs107, 160, 167, 3. P. Porter Co., $15,000, sundry, $250; stonelifter No. ts 
EK. A. Leahey, $6, 250; tugs, Storm King, Morton Engineering Co., $6,890, 
Point Garry, $200, Roma, $2002. tworworle boa tege- G1 5.06 decree becca ncavare 48.715 00 
Sundry surplus materials: brewine eauinment. Canital Brewing Co., $620; 
building supplies, Baker Bros., $1,640, Victoria Pile Driving Co., $2,571.32, 
other firms, $595.60; cinders, $150; furniture, $1,012.72; gas engines and 
machinery, $1,575; heating and plumbing fixtures, S. L. Dobbie Co., $700, 
other firms, $174; map rack. $150; Natinnel Gallery catalocues, etc.. $204.30; 
P.O. boxes, $647.25; scrap metal, $1,342.12; telegraph poles, $83.25; waste 
paper. slo O0veeincary samatie foennes, SO8.40. seer ei IG eke ec ese ees 11,579. 56 
Blue prints, photographic WORR ICCC. « o2 eee Ole cies checere etd Ghee ee ee on MAG AT 3,467 O01 
29 


Sundry Receipts -— Receites diverses:—Conscience money, Cape Breton, $5, Port 

Fi ames DUTy, oa, SOULCE ATIDIENOW Le l55.10 tate isis chews fad ad aes ate a bee ap oe dace ore 291 50 
Refunds of Expenditure — Recouvr ements sur dépenses :— 

National Gallery of Canada, refund of previous year’s expenditure, Can. Pacific 


TCX DE CHMEO OT ce teRE SD ches seat di Me hd «sb REIN stot lay», «ous, Md abcd hoiaidae hah oo aubmhate eS 7 30 
Salaries: T. Désprés, compensation for injury, $123.33; R. McNeil, $15.08; 

_ A. Marchand, $79.91; C. H. Meade, $15; A. Myr, $48; N. Patterson, $1.... 282 32 

Public Buildings Generally, local improvements, Shawinigan Pea Lis ges bo. oaths awe 312 30 


Ottawa Buildings: char service, $411; heating, P. Lyall Co., steam heat supplied, 
Phd. es PCV SINE WOOO MOS ees ot TRE, A es rk rials... elude. neenowal? 6,229 04 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Casual Revenue—Conc. — Revenu casuel—Fin 


Refunds of Expenditure-Cone—Recouvrements sur dépenses—Fin 
Dominion Buildings, Maintenance: Maritime Provinces, $23.25 ; Quebec, $1,670.53; 
Ontario, $334.94; Manitoba, $20.25; Alberta, $217; British Columbia, $20.58; 


Generally; S165 7) ee hs UR etal ets oo! o's ial loth og WANS ei ol oie) «ilaln Sania He nee 2,303 05 © 
Harbours: Nova Scotia, $54.66; Prince Edward Island, $1.39; New Brunswick, " 
$4,264.67 :* Generally, S39 0 05.08 5d eS soo ai ale RRR al cle /_f at stoner plea edelneinta atte 4,359 72 


Telegraphs: construction, Peace River to Fort Vermilion, $3.30; maintenance, 
Lower St. Lawrence, ete., $55.25, Saskatchewan and Alberta, $7.89, Yukon 


Tires, BQ te EO ERR ACTER Ce REAR eaiier a's. +t. Son Lane ii lsNipn ib ie» We NE fem 68 44 
13,562 17 
Tota sa Oi A i 5 oR SS a os vw ss flGoie Wo RRMMe Ne pap aiis co PAS ys ae eee $ 197,197 26 


Fines and Forfeitures — Amendes et confiscations 


Cleghorn and Beattie, security deposit on contract forfeited................0045- $ 98 80 


Special Revenue — Revenu extraordinaire — War Appropriation, 1919-20 — 
Crédit de Guerre, 1919-20 


SALE OF PROPERTY — VENTE DE BIENS-FONDS 


Toronto:—St. Andrews College property, sold to Suydam Realty Co. for $325,000 
and interest; principal paid to March 31, 1931, $298,491.25, less $259,986.25 
credited in previous years (see page V—6, 1929-30); interest on balances 
1930-34, (at G per cont) "S8.485.73 . Tye OTe a Rita his OCLs Ghent Ae ous OO REE, EIR ee $ 41,990 73 


DETAILS OF EXPENDITURE—DETAIL DES DEPENSES 


(A summary and classification, by vote, of these expenditures appears on page V—167 
Un sommaire de ces dépenses, classifiées par crédit, parait, page V—167) 


Salaries at Ottawa Amount Traitements 4 Ottawa Montant 
Vote-Crédit 24—Civil Government PERMANENT EMPLOYEES 
Salaries — Gouvernement PERSONNEL PERMANENT 


civil: Traitements 
Deputy Minister’s Office 


Minister—Ministre— Under Statute— Bureau du Sous-ministre 
Hon. J. C. Elliott, April 1 to Aug. 6 
SLO O00 Hie ewe eG $ 3,494 61 ||Baker, E. G., clk., gr. 4, 6m. to Mar. 31 
Hon. H. A. Stewart, Aug. 7 to Mar. 31 SO ff tee cities ce oe een $ 960 00 
AGL OLO00: LF: Spee etties a. acs... Wy, 6,505.39: || BelanperA.'T,. Clk:, gr. 4.) -0. beet 1,920 00 
Deputy Minister — Sous-ministre— Burtorm..” A. Sven. et. oe ee ae 1,320 00 
“URW GMP RET pea cee DS, RA maa 10,000 00 |}Dumoulin, J. A., confidential messenger 1,440 00 
Asst. Deputy Minister — Sous-ministre Foster, B. H., sten., gr. 2, Mar. 1 to 31 
adjoint— at PI USO OU Sane), eek of, 90 00 
S. E. O’Brien, 9 m. at $4,620, 3 m. at Green, W. G., confidential messenger, 
BESO ooo ates @ Cl eae cE Od 4,695 00 12 m: at $1,200, less 93 d........0.... 1,166 31 


Nore: Unless otherwise stated, all Salaries are for the 12-month period ended March 31, 1931. 
Remarque: Sauf indication contraire, tous les traitements sont donnés pour la période des 12 mois terminés 
le 31 mars 1981. 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Salaries at Ottawa 


Vote-Crédit 24—Civil Government 
Salaries—-Con.— Gouvernement 
civil: Traitements-—Suite 


. PERMANENT EMPpLOYEES—CoOn. 
PERSONNEL PERMANENT—Suite 


Harrell, W. P., 
Harrell, W. P., private secy’s allowance 
Johnston, A. E., elk., gr. 4 
Mclntyre, E:, private secy., April 1 to 

Aug. 6 at $3,960, chief clk., Aug. 8 to 

Mar. 31 at $3,120 
.O’ Neil, A., confidential messenger, Apr. 

te tue. Gat S120; nee es os. 
Pinder Gy prins eb, Ol Yee sath V5 «35200, 
Plunkett: 1: head cles 9 eRe). eee. 
Pratt, C. H., office boy, 3m. to Mar. 

iret wae ier ee hc ea urement es is 
Sauriol, R. A., prin. clk., 12 m. at $2,400 
- less 514d 
Savoy Ls. Ki, Sten. , £P.i2e0a. ee se 8 


ey 


alien wleiie le) dyiele is (@ 0101 6 6 6 0 16 


Ora Ww 6 ie pies [ss e. 6 8).s 01 @) ele ye: 60si ss 0 6:8 <6 


Secretary’s Branch — Secrétariat 


Belanger, A., photographer............ 
Bell, TT. G.,. spt photographer’.30" 00.5 
Belliveau), stenii grid. eee. Uo. 
Bessttesd. bs, clk., gr264 69.004 2 
Bouchard, A., process printer.......... 
ibeucher, We Oarclky) ot. Sess. edt 
Broderick, J.B. elk «(ars 210 
Carter, T. J., deptl. solicitor, 12 m. at 
$4,M0, less 93 d.. WAPOA ooo. 
Champagne, 1 elk. 
Charette, J. ie clk., er. 23m 0! ae 
$1,140, 9m. at $1, DOOR. be 110 ove oe 
Cherryholme, T., messenger.......... 


Cooke, M. ob sten. , ger. 2,9 m. at $1,200, 
Bea Ab O15 260 RR IFO, Poh. POI 
Crerar, A. ri deptl. solicitor....... 


vA.; elk.,. gry 4 
Eee photographer OS20 re Ber 
Deruchie, J. H., prin. clk.. 
Desjardins, M., secy., 9 m. at $4, 140, 
OT). BU SL GLO re Ome Se PT 
Dibkin, L., clk., gr. 1, 3m. at $720, gr. 2 
9m. at $1, 080. dntibont hbk: 33 ne dhs 
Deawimee1.,)elkis gep.4'4.5 AA? 89,1 2 
‘Drouin, J. A., 
Darantya..:0, ,clko. gro 4. vas et 
Fahey, J., process printer.............. 
Farrington, T., clk., gr. 3.. 
Foy; J. P:, clk.err2"2 m. at $1, 080, 
gr. 1,10 m. at $1, 020, less 30 d.. 
Gosselin, G., sr. trans., 3 mi. at $2, 160, 
9m. at $2,200! a4 cag oes oie ee 2 OO 
Gosselin, W., process printing foreman. 
Guilmont, AJ, sten. gry Qe: 2 Ps oe. 
Hancox, #G:) Tavelk., er.82,'9%m.at 
$1,200, 3 m. at $1,260................ 
isrt. By Fo prin, CLE Oe DAWE, «G 
Hebert, IB. ‘typist, Puc Nets ist 1 Se 
Hill, a. prin. elk 
Lacasse, Ss. P., elk., gr. 3, 9m. at $1,500, 
3m. at $1,560 Hid ALES na 3s Re RU or Sex 
Lachapelle, B., photostat opr., 3 m. at 
©) DG0Re: mat $1,320,409 Leorilowe. . 
DLaveetiee.. Re, elkiy, eri3.. ho @ oti! 
Lafontaine; Li print ele mve ye). 02 
Laframboise, A., photostat opr........ 
Laramee, G., sr. messenger............ 
Legault, O., elk., gr. 2 


ho BOneL alte erie, B SOee eS: im 0) if) otis te be 


Sietels 0 ee ae 6 6 416 8 SP 6 


CHiSp SLRs. Le $ 


Pore ree oe ee eevee ely 


Amount 


3,240 00 
600 00 
1,920 00 


3,405 16 


461 29 
2,400 00 
2,520 00 


105. 00 


2,061 72 
1,200 00 


1,800 00 
2,220 00 
1,380 00 
1,480 00 
1,440 00 
1,500 00 
1,140 00 


3,064 56 
1,680 00 


1,185 00 
1,200 00 


1,215 00 
. 2,640 00 
1,920 00 
2,220 00 
2,400 00 


4,185 00 


990 00 
1,800 00 
3,000 00 
1,920 00 
1,440 00 
1,620 00 


945 69 


2,250 00 
1,500 00 
1,380 00 


1,215 00 
2,400 00 
1,380 00 
2,400 00 


1,515 00 


1,305 00 
1,680 00 
2,400 00 
1,380 00 
1,380 00 
1,260 00 


Traitements 4 Ottawa 


PERMANENT EMPLOYEES—Con. 
PERSONNEL PERMANENT—Suite 


Leveduemin. clk .jerc3). ica denote. 
MacDonald, M. A., sten., gr. 3......... 
Mackay, LisJ., prinselk Steere. 
MacMartin, G. C., clk., gr. 1,3 m. to 
Mare Ss Liatie (2000). ot Serene Aah se 
Miller, J., sten., gr. 2, 9 m. at $1,140, 
gy.-3? 3m sjat $1,440... vee PO ee 
O’ Halloran, J., clk., gr. 4, 9m. at $1,740, 
Slr at SPS00. yi. 4 Cy te 
Poulet, P. E., typist, gr. 1, 6 m. at $840, 
6 m. at $9 


2] 


Scrim, W. H., sr. messenger........... 
Somerville, J. M., asst. secy........... 
St. Denig; N;, clk.; eri 4ei nee i, 
Leilictens V¥.iA.,.clkiy atid. ioe ume! 
Tremblay, A.;, prin. trans. .2 oo 82. 
Viau, E., clk., gr. 1, July 7 to Dec . 12 

at $1,200, less 4 d. (superannuated).. 


Accountant’s Branch — Comptabilité 


Alten Ma K... olle., pr. C20, JOC abs, 
Anderson, EF.) I. elk., or) 4.) i. bd nee. 
Bateman, D., clk., gr. 4, April 1 to 
Aug. 6 at $1,740, sten., gr. 1, Oct. 1 
SONAL Ss OLS Ath Ol AO) tale Reins eae nN. 
BradleyeH. iM yelklige cao aN 
Brown, J. L., office boy, June 1 to Dec. 
31 at $420, Jan. 1 to Mar. 31 at $450.. 
Druchesit)., elk. .eraAgiied. i 2oe 
Buckingham, H. C., elk., gr. 4........ 
Burns, M. S., office app. opr., gr. 2, 6m. 
at $1,080, 6m. at)$U 140225... 
Cadogan, M., travelling paymaster, 
gr. 2, 3 m: at $2,880, 9 m. at $3,000. . 
Calder, C. M., sten., gr. 3 
Chenier, M. B. L., typist, gr. 2........ 
Cote, M. Che. ‘er. BEER DS pa | 
Craig, F. B., clk., gr. 2,6 m. at $1,200, 
5 m. at $1, 260, grid, 1m. at $1,380... 
Currie, G. F., clk., gr. 4, 6m. at $1,620, 
6 m. at gs 1 A ae 1k ahs el es SR 


io @ 38) wi6h ey wie eC ee 6: 6: 


an G. F., office app. opr gr. 3... 
Forget, S. A., elk., gr: 
Gagnon, P. E., ater oe URED gl WSR 
CSauthiers J. Echt.) ero Qy Neo, COM « 
Gimblett, R. J., elk., gr. 4, 6 m. at 
oL, 740,06 mm, -at-$2,800. .c.echeecc ce 
Groulxi Av: clk er. 2 ores 8s ee 
Guertine As ¢licis giweh..i4e tee kee, 
Johnstone, J., deptl. acct., gr. 3........ 
Joubarne, J. Z. P. E., office boy, 4 m. 
$0 Mari 3liat. S420: eee 
Jowitt, D., typist, gr. 1, 1 m. at $780, 
etkUior 2.11 m..at $SEOSOA Sie Sehe9. 
Keating,, N. A., prin. clk., 3 m. at 
Sr-920,. 904 at $2,040) 4. chs ates. 
Kingston, A. G., deptl. acct., gr. 6..... 
Laperriere, J. M. H., typist, gr. 2...... 
Lemay, J. H., deptl. acct., gr. 1 
Lesperance, E., clk., gr. 4 
L’Heureux, R., office SPER 3m. at $450, 
2 m. at $480, clk., gr. 1, 7 m. at $720, 
WSOPARAY iis 6 hea de Peco bee E BRE 
Marchand. HB 


corer ee 


ey 


Montant 


$ 1,620 00 


1,620 00 
2,400 00 


180 00 
1,215 00 
1,755 00 


870 00 
3,000 00 
3,420 00 
1,380 00 
3,720 00 
2,100 00 
1,680 00 
2,880 00 


506 45 


1,920 00 
1,920 00 


968 06 
1,920 00 


357 50 
2,100 00 
1,620 00 


1,110 00 


2,970 00 
1,680 00 
1,380 00 
1,800 00 


1,240 00 
1,650 00 


3,120 00 
1,500 00 
1,200 00 
3,120 00 
1,380 00 


1,770 00 
1,140 00 
1,320 00 
2,700 00 


140 00 
1,055 00 


2,010 00 
4,620 00 
1,200 00 
1,980 00 
1,860 00 


602 82 
1,920 00 


Part V—S8 


~ PUBLIC WORKS— TRAVAUX PUBLICS 


Salaries at Ottawa 


Vote-Crédit 24—Civil Government 
Salaries—Con. — Gouvernement 
civil: Traitements—Suite 


PERMANENT EiMPLOYEES—Con. 
PERSONNEL PERMANENT—Suite 


McDonald, M. T., clk., gr. 4, 9 m. at 

91,620, 3 mm) aap ole680. ..0+ 8. os. . ae 
Moon, G., clk, or. 3....... cable a 
McMullen, As Hs clk., gra 3, 9 m. at 

$1,500, 3 m. at 1, B00. |. eee ee 
Minard, D. McR.., deptl. ACCte, Stet ee. 
INseliolgon, AL, CI. OT. Qos acne valeetneed 
Prattejrs., deptl. acct., or, 3tlq tae 
Raye, D. M. E., typist, gr. 2, 6 m. at 

mi.008, 6.0) Ab $1,200. nacnaenenpe cae « 
Schagel, M. E., sten., 

21,200, 6 mi at $1,320... cco. ies. 
Schofield, C. A., 
Slack, G. H., 
Slonemsky, Mei clk.; er2: -dat..t. es - 
SmitiveL. J.; 
BiCanleN EUR, OTs oie ik ae 5s cake wes 
Stewart, 0. de, head chk)... ss cdae ess 
St. Jean, E. R., typist, gr. 2, 9 m. at 

PLAAQ orIMeeat ol A200 eetee anit tee 
St. Laurent, J. B., deptl. acct., gr. 3... 


Architect’s Branch — Architectes 


Anderson, A. D., asst. architect....... 
Babeook, M.tiH.y) Sten 4 Gb. .¢nch eee: 
Barclay, A. J., supervising architect. . 
Baudry, C., architect (fittings)........ 
Berton, V. R. F., asst. architect, 9 m. 
at $2,220, 3 m. at $2040 ion tu.e oa teO 
Boucher, C. S., prin. clk., 6 m. at 
$2,160, 6 m. at Boe oO ies. syn Poe, «s 
Brault, i . C. G., sr. construction archi- 
tect, 6 m. at $3,000, 6 m. at $3,180.... 
Canoe TM: elk.) or as eka cei t 
Chalmers, W. C., 
Charron, We te elk, STs Ow sw. alte 
Clancy, M. D., sten., gr. 1, 6m. at $720, 
OTN. Rie OOM PP ie. soplts Bios CaS 
Colquhoun, G., sten.; er. 2.0002..22. 88 
Corbeil, L. E., jr. architect, 3 m. at 
$1,800, 9 m. at $1,920, less 4.d........ 
Davidson, W., jr. architect, 3 m. at 
21-800. 9 Te sete 1920 eB owe. alles. 
Davis, A. S., asst. architect........... 
Dionne, J. G., asst. architect.......... 
Doherty, L., sten., gr. 2, 9 m. at $1,080, 
Hiner atrGl T40n so. oa ee oa 
Doherty, V. M., sten., gr. 2, 9 m. at 
$1,080, 3 m. at Me EO Wed AY ian, UE! 
Dube, W. ae. 
Dubois, Az, Oki @f ade cattics.. 02.62 «2 
Ferguson, ie Be, eA ah (fittings). . 
French, M., sten., Bia cee Gh cave keer 
Fuller, T W., chief architect.......... 
Gagnon, aan. P., MeC@SONMOT. nei «oes: 
Goldman, R., sten., SEZ, ROE is 
Graham, eee it ‘architect eet ee 
Grant, J. R., sr. quantity surveyor.... 
Gregory, P. S., supervising architect... 
Guilmette, B. S. M., typist, gr. 2, July 
29 to Mar. 3hat $1,080. &: -ccci esse... 
Hamel, F. O., sr. mech. eng. (heating 
MAUMGHENACION ) oy 3.5. ania we ning tnanigses 
Hearnden, A... clk. gro 4... ch .thes 


Amount 


1,635 00 
1,440 00 


1,515 00 
3,780 00 
1,440 00 
2,820 00 


1,230 00 


1,290 00 
1,920 00 
1,920 00 
1,140 00 
1,686 00 
1,620 00 
3,000 00 


1,155 00 
3,120 00 


2,700 00 
1,380 00 
3,780 00 
3,120 00 


2,250 00 
2,220 00 


3,090 00 
1,440 00 
2,700 00 
1,080 00 


750 00 
1,380 00 


1,887 42 


1,890 00 
2,700 00 
2,700 00 


1,095 00 


1,095 00 
2,100 00 
1,920 00 
2,880 00 
1,380 00 
6,499 92 

780 00 
1,380 00 
2,160 00 
2,520 00 
3,780 00 


728 71 


3,480 00 
1,920 00 


Traitements 4 Ottawa 


PERMANENT HMPLOYEES—Con. 
PERSONNEL PERMANENT—Suite 


Heisler, J. A., head clk., 6 m. at $2,760, 
6 m. at. $2,880) n\n eee eee. ee 
Hewitt, D. A., appraisal architect... . 
Hickey, W. J., asst. electrical eng...... 
Huber, W., architectural specification 
writer...) sme as yee FIG << 
Hunter, D. H., asst. architect......... 
Hutchison, G. N., asst. chief architect. 
Kenny, T. Wisistensy er. 215. ford Ge | 
Went, oH ¢ P., elle, per. 4... 95 ok eee 
Kerr, W., heating and plumbing insp... 
Krock,.E. A. B., typist, gr. 2.098. 78-is 
Lafrance, J., sten., gr. 1, July 15 to Dec. 
22, noon, at $720 (transferred to Pen- 
sions and National Health)......... 
encher, Merce. et. 3. : oc esos eee 
Lavoie, J. T. E., asst. structural eng.. 
Lefort, P. A., construction architect.. 
Legg, ie. Gale, sr. asst. eng.. 
Liston, D.., office boy, 6 m. “at $420, 
6 m. at $450 es SEE mae. acta 
MoGeée, Ma Ce tsten., or..2.:. eee 
McLean, B. P., clk., gr. 4..... Les 
McLean, W. L., head elk., 
$2,000, 9 m. at $2.880......2 oem. wade. 
MeWade, A.tclk; er, 3... Qive salle 4 
Merrill, A. P., sten., gr. 1, April 24 to 
Marvsl at $720.0. .5...<, Sete ih wide 
Merrill, H. W., asst. architect, 6 m. at 
$2220) (Om wat $2,540 Wee eee 
Mitchell #A. C.,.stemevere 12.5.0 
Montandon, E. E. U., asst. architect.. 
Moore, H. clk. of works, er, 2. 
Mullarkey, D. duelk, of works, er. 3, 
April 1 to Aug. 15 at $2,520 (super- 
annuated). | GG Pe tn) ce eS ee. eee 
Officer, R., office boy, 3 m. at $450, 
6 m. at $480, 3 m. at $540............ 
Owen, J., construction architect........ 
Pelletier, J. A. H., structural eng...... 
Pennoek ob. Fa; elk.,, er. 2a Riese wok 
Platt, E. A., asst. mech. eng.. 
Price, F. P., carilloneur, 3 m. at $3, 240, 
9 m. at $3, S60. O0SS.26.. a Sb es 
Purvis, M.., typist, a i ee core 
Ralph, J. H., electrical eng............ 
Randall, J., clk. of works, gr. 3, 6 m. 
at $2, 400, 6 m, at $2.90 ds 30s a 
Rankin, T. D., supervising architect, 
3m. at $3,780, 9 m. at $3,960........ 
Reinhardt, P. D., deptl. purchasing 
awent) OT. 256s. de See eee 
Reynolds, A. W., asst. architect, 9 m. 
at $2:220,.3 m.at $2,340. 200.6000. ae 
Richard, A. nelkusoereiiie tied 
Robinson, W. hing sr. messenger. . 


Rocque, see sten., gr. 1, Jan. 10 to Mar. 
Gl at S720 tie ois cee. eet Re oe 
Rogers, G. G., head clerk, 12 m. at 


$3/000;. Jess 163 do 5s. oh. oa... Dae 
Ross, F. W., clk. of works, gr. 4....... 
Rouleau, R., clk., M4. iD Brie Aes 
Roathier) J. 8. J., prin.celK.y ... cue 
Schryburt, as typist, De itt eC ee 
Scott, A., asst. electrical eng........... 
Scrim, W. J., elk. 
Shearer, d.; supt of Government bldgs. 
Skillicorn, a . L., student carilloneur, 

April 1 to June 17 at $900............ 
Smith, W. L., asst. architect .......... 


Montant 


2,820 00 
2,820 00 
2,700. 00 


2,820 00 
2,700 00 
4,560 00 
1,380 00 
1,920 00 
1,860 00 
1,380 00 


314 49 
1,620 00 
2,700 00 
2,820 00 
3,060 00 


435 00 
1,380 00 
1,740 00 


2,850 00 
1,680 00 


674 00 


2,280 00 

720 00 
2,340 00 
1,980 00 


941 61 


487 50 
2,820 00 
3,000 00 
1,260 00 
2,340 00 


3,000 00 
1,380 00 
3,120 00 


2,460 00 
3,915 00 
2,880 00 


2,250 00 
1,300 00 
1,260 00 


162 58 


2,483 01 
2,760 00 
1,680 00 
2,800 00 
1,380 00 
2,700 00 
1,860 00 
3,720 00 


192 50 
2,700 00 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Salaries at Ottawa 


Vote-Crédit 24—Civil Government 
Salaries—Con. — Gouvernement 
civil: Traitements-—Suite 


PERMANENT EMPLOYEES—Con. 
PERSONNEL PERMANENT—Sutte 


Steele, R., asst. architect.. 
Sutherland, Gabe , supervising rarchitect 
Temple, E. E., construction architect. . 
Thompson, J. W. D., asst. architect, 
3 m. at $2,340, 9 m. at $2,460...... 
Tompson) MuTs., Sten ST Boa wise ys 
Tremain, H. S., jr. architect.......... 
Von Staffeldt, O. B., architectural 
RIVERS ODAD Aopen Fits inary sh Hv FOS PLOTS 
WatteyeC... Ta2 jr, oe 3 m. at 
$1,800, 9m; at $1,920:.). 0.20.8. ol can. 
Whittingham, J. W., mech. draftsman. 
W., asst. supt. of Government 


Wilkinson, T. G., clk., gr. 1.. 
Williams, D., asst. architectural | speci- 
fication writer Ser ec oo rte. LIS: 
Williamson, D. A., structural eng...... 
Wilson, F, Hi mech. eng. (heating, ven- 
tilation and sanitation), 12 m. at 
$2:820; less(Sid... dad -dd BE CHAK. UR or 
Wood, S. eg BASU NCCU ONO S90 ss ca4 
Woods, C., messenger. .: sievain%). odd wu 
Wright, A. B., asst. architect, 6 m. at 
$2,340, 6 m. at $2,460 


er er 


Engineer’s Branch — Ingénieurs 


Ball, C. W., tester of bldg. materials... 
Bancen rt. ;’ chief clerk.) 08 8. ae ce 
Belanger, M:/L.) clkuper: 4 8S alt. 
Blais#B), cll. Jeritl ew seth. Gee 
Brousseau, C., chief draftsman, 9 m. at 

$2,760;8 mi .at $2:880.. 2)... tena v ah 
Brousseau, E. J., sr. draftsman......... 
Cagnat, G. Hie tehe:s arid. ..2us soe. 
Camps) srs messenger.) 05005... ea os 
Caldwell, T. D., draftsman............ 
Cameron, K. M., ehiéf engte: dite cd: 
Carriere, J. P., draftsman, 3 m. at 

$1,500, 9 m. at $1,560, less AG:d. tae 
Carwardine, B,, mech. eng., July 21 to 

Martial at $2,820...) -cu. > ited Adee 
Casey, L. D., sten., gr. 2, 3 m. to Mar. 

1 BtS1,080.8 sel G4 LE stoO. 048! 
Cétemshins BaP clkrere3esi le ek 
Chalifour, J. M., auditor, chief eng’s 

branch }...13 598Gb of.4 opel of ed ..: 
Chaloner, C. F. X., precise levelling eng 
Chapleau, S. J., eng., gr. 2 
Connery, Mi M., elk, oer 8ic.4: 60.2.0: 
Corriveau, R. de B., asst. chief eng.... 
Coutlee, C. R., eng., gr. 2 
Currell, W. J., lab. helper, 6 m. at $780, 

6 m. at $840, Iddsel A eM a OD. 
Day wis Mieke eri o 
Dumoulin, Ro prin. cleus, nal4..8. 2. 
Disney iH... J.j.086t eng ot $1. 105).,3..0% 
Evans, J. E., 
Farrell, W. K. . office boy, "4 m. at $420, 

6m. at $450, 3m. at $480............ 
Fortier, M. Ge sten., gr. 1, 3 m. to 

Mar. 31 at $720 


ey 


Cr 2 2) 


Amount 


2,340 00 
4,140 00 
2,820 00 


2,430 00 
1,380 00 
2,160 00 


1,800 00 


1,890 00 
1,800 00 


3,180 00 
1,020 00 


2,700 00 
3,360 00 


2,797 O01 
2,700 00 
1,020 00 


2,400 00 


2,160 00 
3,120 00 
1,680 00 
1,800 00 


2,790 00 
2,160 00 
3,720 00 
1,200 00 
1,800 00 
7,500 00 


1,339 52 
1,963 39 


270 00 
1,380 00 


3,720 00 
3,420 00 
4,620 00 
1,680 00 
5,400 00 
4,620 00 


807 67 
3,720 00 
2,400 00 
2,700 00 
1,800 00 


450 00 
180 00 


Traitements 4 Ottawa 


PERMANENT HMPplLoOYEES—Con. 
PERSONNEL PERMANENT—Suite 


Gates, J. H., clk., gr. 3, 6 m. at $1,440, 
iy Ah el spUOY crs - Gra hetipadebee t eee 
Grant, H., clk., gr. 4, 3 m. at $1,620, 


9m. Ab $1680. wilt .ciarsnae cena as «die 
FiuoL, Hi. deptl. acct., 26. 2G. gaan sn: 
Jamieson, Dy W., ir: eng... 22 cae 
Jetic, M. A., isten., STi Qra jah ie aad: 
Keenahan, E. M., messenger, 12 m. at 

$1,140, lesglInds, (ka iw & Blea. 
Lacoureie re, J., sten., gr. 2, Nov. 8 to 

Mar. 31 at $1,080, less 193 kifie Seats 
Lafram boise, M., elk. et 4 
Lamoureux, ie t, eng., RV icdoy 12_IDeypat 

$057.20) lesstNowse -ii BES des fe tek - apes 
Langlois AC..iclk ver. 8.8 oi. Gores ee. 
Lapointes Ri jlsstetes, 2hatataal ase -. 
Larochelle, J. E., mech. supt. of dredges 
Lambie 169 Chemisti 7 icc abi eeelececls 
Marion, J. B., asst. tester of bldg. ma- 


Cr 


Marion, J. E., deptl. acct., gr. 2........ 
Matheson, C.S., sr. draftsman......... 
Matte, J. E. R., prin. draftsman....... 
MeBlroy, J> Hivetenser jane 5 don. 
Milne, W. C., asst. chemist............ 
Mineau, A. T., clk., gr. 3, 2m. at $1,800, 
prin. clk., 10,m qati$1,920, «.. dis. .2.. 
MaOKe AW « lng IL mONEediecacks ubeing Deby 
Mucllette, Lis A; Clu.s Gt. 25.01. at 
$1,200, 9 m. at $1,260 
Pilgrim, F. L., tester of bldg. materials 
Ridgway, J. H., prin. draftsman...... 
Rondeau, R., ship draftsman.......... 
Scharfe, A. E., clk., gr. 4 
Sister, M. Babl:, stent!) green sree sce: 
Slinn, L. A., sten., BF D8 ha) Gree Ge een 
Smith, A.; sten., gr. 2, 6 m. at $1,440, 
elk., gr. 3, 6m. at SESE Meee eet 
Smith, 
Tobin, A el ee STN SALE eles Bn Ati A lh Mee tad 
Valade, A. elk., 8 an! Peete can ae Mele 
Viens, Hs supervisor of bldg. materials 
lab 


Ce ee ee 


Ce 


O16 © she eum e. epe 0 (0 6 ¢, 


Walmsley, F. T., 
Yarrow, D. K., ‘elk., "gr. iy April 1 to 
Dec. 12 at $1,320 (resigned) mer Cale i 


Parliamentary Estimates—Budget 


Bartony. 3B: Vi, Sten.c@0s 2eanioull2h eh au 
Broom, W. H., clk. 
Cantin, J. A“, 
Cardill, P. J., clk., gr. 4, 9 m. at $1,680, 
3m. at $1,740 a SMEs Sere ener Ce 
Davies, pe elk., gr. 1, 6m. at $720, 6m. 
at $780 
tl i ai M., typist, gr. 3... 2. +04 
M.,. typist, gr. 2, 9 m. at 

‘$1 080, 3m. at $1,140 
Narraway, CL UAG, chielclk Bh. aa.dateu. 
O’Brien, W. E., clk. of estimates....... 
Stewart, A. G., typist, gr. 2, 3 m. at 
$1,080, 9 m. at $1,140 
Stewart, WEIN: PFA OLR d, oc wate cca cose 2 
Sylvain, Be CUS ET Are les itt nica wits 


score ere er oe eee eos eee oeeereesese 


see eee eee eee eeee 


i 


Montant 


1,470 00 


1,665 00 
2,700 00 
2,160 00 
1,380 00 


1,136 83 


366 32 
1,860 00 


3,410 00 
1,440 00 
1,140 00 
4,620 00 
2,940 00 


1,740 00 
2,460 00 
1,800 00 
2,220 00 
1,620 00 
2,340 00 


1,900 00 
2,160 00 


1,245 00 
2,160 00 
2,700 00 
1,800 00 
1,800 00 
1,440 00 
1,380 00 


1,440 00 
3,540 00 
1,680 00 
1,680 00 
3,960 00 


580 00 
1,620 00 


922 58 


1,380 00 
1,140 00 
2,400 00 


1,695 00 


750 00 
1,620 00 


1,095 00 
3,120 00 
4,140 00 


1,125 00 
2,400 00 
1,920 00 


Part’ V—10 


PUBLIC WORKS—TRAVAUX PUBLICS 


Salaries at Ottawa 


Vote-Crédit 24—Civil Government 
Salaries—Conc. — Gouvernement 
civil: Traitements—Fin 


PERMANENT EMPLOYEES—Conce. 
PERSONNEL PERMANENT—F in 


Telegraphs — Télégraphes 


Bouchard, L., 
9 m. at $1,140 
Braye: Bo. prin. elle. 25 CAs. Sek eee 
Burgess, P. G., deptl. acct., gr. 3...... 
Gobeil, J. E., general supt. (telegraph 
service), 5 m. to Aug. 31 at $4,920 
(deceased) Baise digge s Zamk gos hae erg 
Macdonald, A., insp. (telegraph service) 
Mackie, C. M., sten., gr. 2,6m. to Mar. 
Be ect S080. 2, spins Se os oe 
Ore. Ts, Clk Srages: eh ea eee 
Riendeau, E. V. M., clk., gr. 1, 6m. at 
SLSO, GUM Abi GS 4O eek eee ED 
Ruddy, K., clk., gr. 3, 6 m. at $1,380, 
GC naw Aat SL 4a Oy eS Be 
Sims, F. G., asst. general supt. (tele- 
graph service), 5 m. at $3,600, general 
auptes 7.3. Bt: S4:020! A eee? 
Watterson, F. G., clk., gr. 4, 6 m. at 
$1,620;-6 mat $1,680. ..02 2 5 oe. 


See St erie fe [a © Cpe: 6.1988 66 ee esiLe Tels 


National Gallery — Musée national 


Baker, D. H., museum helper, 8 m. at. 
$1,080, clk., gr. 2, 4m. at $1,080..... 
Bipot A Cw cle er Sin, Gea. ane 
Brown Le IRE CEOND 26. «ue shia hs cues +s as 
d’Ornano, M. V., clk., gr. 2, Sept. 2 to 
Mar. 31 at $1, a Hae ap) Ae 
Fenwick, K. M., OK Wer. 0d: Oita AG 
$1,380, 3 m. at $1,440 BRU Ue ate! eee, 
Ingall, G., clk., gr. 3, 6 m. at $1,380, 
FTG el AA en eee Oe a 
McCurry, H. O., asst. director and secy. 
Mountain, E. P., clk., gr. 2, April 1 to 
Aug. 6, noon, at $1,200 (resigned).... 
Schnobb, V. A. P., museum asst....... 
Wardlaw, W., museum helper.......... 


Purchasing Staff — Achats 


Dawson, G. W., deptl. purchasing agt., 

gr. 5, 12 m. at $4,320, less 13. d......; 
Dawson, He FF. :G.; deptl. purchasing 

AOC OTS Oa suc Me neem a, 2s PERS 
Gorman, P,, eli; ar: 3 wes SPB Re. 
Hutchinson, M. W., deptl. purchasing 

BOT: OT. Does ee eee ee ria fel, ee 
Kingsley, A., office boy, 9 m. at $540, 

atta SOO. < «sa bere OM OHS. en 
Larose, M., stén.,/er) lee. PP. 
Mineau, J. A., deptl: aoot., er: 2.5) 7.62. 
Nothing,‘C., typist etude. Soe ts 
Rioss4C.;sten. sor. Sete ice. Fe Pen 
Rutherford) Ps clivers1.'% Fe oe! 
Seraute,1i., Gk. ore Bones ite ¢.80, 


elk., gr. 2,3 m. at $1,080, : 


Amount 


1,125 00 
2,280 00 
2,700 00 


2,050 00 
3,000 00 


540 00 
1,680 00 


810 00 
1,410 00 


3,845 00 
1,650 00 


1,080 00 
1,620 00 
5,160 00 


627 00 
1,395 00 


1,410 00 
3,600 00 


417 74 
1,320 00 
1,260 00 


4,169 03 


3,420 00 
1,620 00 


2,820 00 


555 00 
1,020 00 
2,460 00 
1,380 00 
1,680 00 
1,020 00 
2,400 00 

670,243 39 


os 


Traitements 4 Ottawa 


Vote-Crédit 24—Civil Government 
Contingencies — Gouvernement 
civil: Dépenses contingentes | 


TEMPORARY EMPLOYEES 
PERSONNEL TEMPORAIRE 


Clerks, Typists and Stenographers unless 
otherwise specified — Commis aux écri- 
tures, sténos et dactylos, sauf indication 


contraire. Gr. 1—$720: Gr. 2—$1,080. 
Ade, G. K., office boy, Dec. 4 to Mar. 
31 at $420 rey eee tonne eR eer 


Barber J., Claaitreul.. os eusecs se eee 
Barnes, E. E., gr. 2, Nov. 17 to Mar. 31 
Bateman, D., gr. 1, Aug. 7 to Sept. 30. 
Bourke, A. A., jr. architectural drafts- 


Mat S420)... dae Geek Cinco +. CMe ne 
Bryan, J. A., office boy, Oct. 29 to 
DeCM OM Basie ee as |. . Moe Re AL eee 
Casey, L. D., gr. 2,9 m. to Dec. 31.... 
Cleland, J. F. M., gr.2, May. 28 to Mar. 


Copping, A., gr. 2, Nov. 24 to Feb. 24, 
less 1d 
de la Durantaye, R., translator, July 21 
to Auge. 9 ateZ and. oC ee. 
Deschamps, T., gr. a April 1 to July 7. 
Devine, R. M., gr. 2, April 1 to June 8. 
Dickey, Pag Bye a 2, 7m. to Oct. 31.. 
Edwards, E., gr. 2, July 30 to Mar. 81: 
Fortier, H., gr. 1,9 m. to Dee. 31..... 
Foster, B. H., gr. 2, 11 m. to Feb. 28.. 
Gardner: Bou. ot, Bact. os.) eee ree 
Garon, H., gr. 2, May 23 to June 20.... 
Gauthier, R. C., gr. 2, July 9 to Mar.31, 
less 4.0". SOR OVW a nt eee: 
Girara).G., lab aasst.. cc)... eee oie 
Golden, D., 
Guilmette, B 
2, 


Oa \akel'e Oh elie) ee on 66H Yea e we Boe reliowe lame @ teKe ty 


Joubarne, P., office boy, April 1 to 21 


$ 


at $420; gr. 1, April 22 to May 29;) 


office boy, May 30 to Nov. 30 at $420 

LOSES. |i Lh came eek ea one 
Kapinsky, N., gr. 1, April 1 to Aug. 6; 

er. VovAug, (7 tOMAT. 01. os eee 
Lewis, E., gr. 2, Nov. 21 to Feb. 20.... 
Lister, E. D., gr. 2, Oct. 31 to Mar. 31. 
Tica) WW BS Oa es Te ee 
Mackie, C., gr. 2, 6 m. to June 30...... 
a ie G. C., gr..1, June 1 to Dee. 
MeGabirey Ki. gr. 2, June 1 to Mar. 19. 
McIntosh, J. Ee: gr. 2, April 1 to Feb. 18 
McKinistry, D. G., jr. architect, April 

iitouMiar. 2iat $1: S800....-.6 ee eee ok 
McLeod, M. E., gr. 1, July 14 to Aug. 13 
Meldrum, M. C., gr. 2, May 28 to Mar. 


Moran, M. M., gr. 2, Nov. 20 to Mar. 23 
Moyle, M. J., gr. 2, Oct. 14 to Mar. 31.. 
Payne, F. 8., office boy, 2 m. to Sept. 

30 ati $420. | AS Te CAE OO OE 
Petigorsky, M., gr. 1, Jan. 26 to Mar. 31 
Plouffe, A., gr. 2,3 m. to June 30...... 


Montant 


136 61 
1,620 00 
402 00 
108 39 


1,140 00 
70 00 


44 03 
810 00 


911 61 
275 03 


129 03 
193 55 
204 00 
630 00 
725 81 
540 00 
990 00 
1,080 00 
86 13 


785 32 
1,140 00 
69 00 


351 29 


309 72 


954 19 
274 29 
452 90 
96 77 
540 00 


420 00 
865 16 
957 86 


1,659 68 
60 00 


911 61 
369 77 
502 26 


70 00 
131 61 
270 00 


Part V—i11 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Salaries at Ottawa Amount ' Traitements 4 Ottawa Montant 
Vote-Crédit 24—Civil Government TEMPORARY EMpPLOYEES—Conc. 
Contingencies—Conc.—Dépenses PERSONNEL TEMPORAIRE—Fin 
contingentes du gouvernement 
civil-Fin Ryan, M. M.., gr. 2, April 1 to Sept. 17./$ 499 50 
Swerdfager, C. K., architectural drafts- 
TEMPORARY EMPLOYEES—Con. BUOY Mtoe PA ioe cc 2 ane ie eRe a a’ Zh 1,500 00 
PERSONNEL TEMPORAIRE—Suite oe E. P., gr. 2, Nov. 17 to Mar. reat 
Pratte, C. H., office boy, 9 m. to Dec. Wilking D.O., gr. 2, Nov. 17 to Mar. 31 402 00 
MRR a ere Aree aitaid oe des tos Sire $ 315 00 26,158 12 
Prindiville, Moet e2? UK oe bP. 1,080 00 oo 
Roodman, B. | er. 2: ees 1 to Nov. 14 672 00 LOTR Ress o0y, « Gach RPA ORGY 6 dat 696,401 51 


Charged as follows — Imputées comme suit:— 
Under Statute — En vertu de la Loi—Salary of Ministers. ..(Page V—167)$ 10,000 00 


Vote-Crédit 24: Civil Government Salaries................ (Page V—167) 660,243 39 
ee 670,243 39 


Vote-Crédit 24—Civil Government Contingencies............ (Page: Vl bei aes. 26,158 12 
$ 696,401 51 


Vote—Crédit 24 — Civil Government Contingencies — Gouvernement civil: 
Dépenses contingentes 


Salaries and Wages — Traitements et salaires:—Temporary employees (Page V—11) 26,158 12 
Travelling Expenses — Frais de voyages:—Hon. H A. Stewart, $800; Hon. J. C. 

Elliott, $800; H. Bance, $66.05: J. Barber, $84.29; A. J. Barclay, $440.60; C. 

Baudry, $622.66; H. M. Bradley, $32.70; J. C. G. Brault, $873.87; M. Cadogan, 

$337.75; K. M. Cameron, $379.29; J. M. Chalifour, $629.73; W. C. Chalmers, 

$14; S. J. Chapleau, $197.82; C. R. Coutlee, $605.45; R. de B. Corriveau, 

$240.50; “RipO-e Cralls $705 07270 A.) Day,..$30.29; (Nov Desjardins, $10,753 J..,A. 

Ethier, $2,367.63; J. A. Ferguson, $25.05; T. W. Fuller, $188.67; P. I. Gagnon, 

$148; J. E. Gobeil, $62.10; P. S. Gregory, $794.28; F. O. Hamel, $549.50; W. P. 

Harrell, $485.99; J. A. Heisler, $9.80; W. J. Hickey, $433.10; J. B. Hunter, 

$16.20; D. H. Hunter, $6.80; E. Huot, $80.65; W. Kerr, $788.65: A. G. Kingston, 

$42.90; J. E. Larochelle, $770.95; J. T. E. Lavoie, $3.17; P. A. Lefort, $34.35; 

H. G. Legg, $460.10; J. H. Lemay, $48.95; A. Macdonald, $89; P. MacLuckie, 

$1,152.10; D. McR. Minard, $247.95; W. L. Moore, $190.85; J. A. H. Pelletier, 

$234.05; F. L. Pilgrim, $180.35; H. Pratte, $27; P. Price, $23.60; J. H. Ralph, 

$627.60; T. D. Rankin, $79.95; J. S. J. Routhier, $44.55; A. Scott, $4.80; J. 

Shearer, $147.44; F. G. Sims, $123; J. M. Somerville, $44.30; F. G. Smith, 

$142.20; R. Steele, $72.65; J. H. Stewart, $60.40; C. D. Sutherland, $127.80; 

E. Viens, $444.66; D. A. Williamson, $83.45; S. J. Wood, $14.35............... 18,355 67 
Materials, Supplies, Repairs, etc.— Materiel, fournitures, réparations, etc.:— 

Photographie work and supplies, $682.21; to. reli $239.91; uniform for chauffeur, 

BUOYS BUNALICS, ADO Mr. As ADs, HEAT its Jats Jeri teed ome aed hl let At ho 986 62 
Printing and Stationery — Impressions et nbipchers aK tnetd Printer, supplies.... 21,380 59 
Miscellaneous — Divers:—Car tickets. $1138.95; postage, $245.54: subscriptions to 

newspapers and publications, $631.37; subscription to The Mercantile Agency, 

$125; telegrams and telephone messages, $8,119.43; washing towels, $225.83; 

MUTT AG I on tT RD ta ice ead goa REI p a ait a 4 icon MUL yates wally due @ig.g My «eta bet, 9,666 72 


Total (see Summary — voir Sommaire, page V—167)............++555- $ 76,547 72 


Part V—12: 


PUBLIC WORKS—TRAVAUX PUBLICS 


PUBLIC WORKS CHARGEABLE TO INCOME 
TRAVAUX PUBLICS IMPUTABLES SUR LE REVENU 


Votes-Crédits 118 & 362 — Public Buildings — Edifices publics 


Nova Scotia — Nouvelle Ecosse 


Amherst Public Building, improvements and repairs:—Rhodes Curry, Ltd., on 


account repairs, $988.40; C. V. Wood, painting and decorating, $1,750.......... 2,738 40 
Annapolis Public’ Building, improvements and repairs:---C. B. Foster, repairing 
NAPE | PELL SELON ENOL Kia are eee te ara hice euels, cea MEIN Micon poo MB ate eeateneen © ob henekstin wares 2,000 00 


Antigonish Public Building, addition:—Clerk of works, $500.80; J. W. Taylor 
Woodworking Co., contract complete for addition and alterations, $9,006.50, 
xin work, $508.25; King’s) Printer! $2.0s-,aavertising, S4050ic. .. 2.52552 esas 10,057 63 
Arichat Public Building, improvements to lighting:—W. W. Hoyt, supplying and 
installing electric light plant, $1,484.50; JXing’s Printer, $1.52; advertising, 


00.02: sundriés: $3.08700+.4, Qo t. . RMN, Soe tele Ae tay OE ee ee 1,539 07 
Canso Public Building, improvements and repairs:—J. L. Talbot, painting, repairs, 
Ee aL aks. ociele Wl ay RUMOR ce EERE. «| UMMERAR go 1d bao see a meee ee 0, EAE meet 1,545 85 


Dartmouth Public Building, improvements and repairs:—Gates and Hilton, on 
account repairing doors, $140.40; J. F. Lahey, on account repairing and painting, 


>it200> accounts under SL.O0O mroot repairs, col)... .. tub es ceed sss se a eelaamee 1,910 40 
Halifax Naval Establishment, new buildings:—King’s Printer, $2.12; advertising, 
STS5 D0. SAT CHILCCT S PECL VICES TOO LO: TO te omer ee Ce Lee eee RE Ee Sey ore eee 756 42 


Halifax Public Building, improvements and repairs:—W. J. Christie, 2 hot water 

boilers, $1,156; D. A. Cummings & Co., heating repairs, $1,287.52; P. Kelly, 

changing drain, etc., $85, on account general repairs, $1,120; Martin & Moore, 

on account painting first and second floors, $3,435; D. Roche, on account painting 

basement and ground floor, $1,700; accounts under $1,000, sundry painting, $141.. 8,924 52 
Halifax Quarantine Station, improvements, repairs, etc.:—Brookfield Const. Co., 

repairs, $1,855; accounts under $1,000, lumber, $676.61, plumbing and heating 

Pepa ire. St UDO. BANCLICS, ep eo veo a Gc els dw wees tle ea Se aie ahaa RD ee oe 2,950 66 
Halifax, repairs to buildings and wharves at R.C.N. Barracks and H.M.C. Dock- 

yards:—Labour, $4,804.16. Materials. supplies, repairs, etc.: Dept. of National 

Defence, rebuilding chimney, $110, repair work, $1,806.16; H. Hemming, carpentry 

repairs, $827, removing buildings, $2,963; Hemming Lumber Co., lumber, 

$1,536.03; McDonald Const. Co., ditching and installing drain pipe, $1,112.58; 

M. H. McManus, grading and surfacing roads, $2,448.50; D. Roche, painting, 

$1,084.25; accounts under $1,000, building 2 chimneys, $345, hardware and tools, 

$494.49, lumber, $120.83, painting, $666, sanding and polishing floors, $110, 

BUNGTICH SL SOOAS ccth occu ote Wea Oe wR, Rie TAA hy PEM A RURIOAT SEMe ng ow a, OMe a Ghee TORR 18,558 80 
Hantsport Public Building:—Clerk of works, $462.50. Materials, supplies, repairs, 

ete.: Office Specialty Mfg. Co., post office boxes, $1,153.26; Wood Specialties 

Ltd., interior fittings, $1,005.74; accounts under $1,000, bronze receivers and 

plates, $112.75, office furniture, $279.80, sundries, $1035.74, King’s Printer, $2.11. 

Miscellaneous: advertising, $14.51. Construction: John 8S. Parker, contract com- 

plete, $20,000, extra work, $281.55, less $12,800 paid in 1929-30, page V—12.... 10,617 96 
Kentville Public Building:—C!erk of works, $187.50. Materials, supplies, repairs, 

etc.: M. A. Condon & Son, contract complete for addition and alterations, 

$16,660, extra work, $1,655, replacing hardwood floor, $460. King’s Printer, 

$2.43, “Miseeianeous’: advertising. © SLO l.00 «6 pis shat eles alos nest ara he srttalal atest 's wheter 19,132 52 
Middleton Public Building:—Clerk of works, $270.16; King’s Printer, $2.73; 

advertising, $94.12; construction, Gates Construction Co., on account contract, 


$9 260s. 20 Steet Be SRR Ses. BORIS ASRS Pak ORE hese. «eet eas ees 9,627 01 
New Glasgow Public Building, addition:——King’s Printer, $1.93; advertising, $118.67 120 60 
New Waterford Public Building:—Dominion Coal Co., purchase of land.......... 3,500 00 


Sherbrooke Public Building:—-Clerk of works, $750. Materials, supplies, repairs, 
ete.: Canadian Office and School Furniture Co., interior fittings, $1,220; accounts 
under $1,000, brass grilles and plates, $213.99, post office boxes, $868. King’s 
Printer, $2.59. Miscellaneous: advertising, $61.36; legal services, W. Chisholm, 
$125.60; postage, $1.06. Construction: W. E. Landry, contract complete, $24,780, 


extra work, - $500. fyetitte oe vi aie cn oat ee ae Se eke Maas de ae Rs oe), Se 28,527 60 
Shubenacadie Public Building:—King’s Printer, $2.43; advertising, $117.19...... 119 62 
Sydney Public Building, improvements and repairs:—R. G. McDougall, on account 


BUPA Diu Ss co Ala PENT eras Ulla sal fad Sh 4 tow Sy Se dtetapin eeu Weeds aire ci eters Ge aa oe penta ani geen 4,300 00 


Part V—13 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits' 118 & 362 — Public Buildings — Edifices publics 


Nova Scotia—Conc. — Nouvelle Ecosse—Fin 


Classifiées comme suit:— 


Classified as follows 


PAP IGS QTY Rees oe ee. DOC ee Ete en gale eee « akiee seen 6,975 12 
NMaterialePonuppies,  Avepaivay CLOWN siete nee sis oleh stttete ote Ma aecat 72,861 03 
PENS PAU RPA ULOTIC OY Pv. sa co Nte Me Ree of weg a et sites! SE Sota) ee allen ago Sh 19 94 
ineee TAMOOUISE ite wie sia oc ae OREO, a ee eae Fee ate tate ete ete as 1,544 42 
PORE GCE y cients Sek eer reg ta hc Le ai ay ticeat cra chor cb Maute aie alec dl ots 45,526 55 


$ 126,927 06 


Votes—Crédits 119 & 363 — Public Buildings — Edifices publics 


New Brunswick — Nouveau Brunswick 


‘Atholville Public Building:—Salaries and wages: clerk of works, $245.97. King’s 
Printer, $5.71. Miscellaneous: advertising, $131.96; postage, 54c. Other out- 
lay: construction, J. & D. Harquail, contract complete, $10,600, extra work, 


Soar Aimlcchase price Of TANG, S200 Hi. siiadaeel. cx sslecr EE cet katie als enarbine went cts, « wos 11,469 18 
Forest City Building for Immigration and Customs-Excise purposes:—King’s 
Pinter, -Sascet A VEL RISING, $04.46 sic aa eions Ih ois didlo Rah « s) ede dion cull say arp pais ord es E 56 71 


St. John Quarantine Station, Partridge Island, improvements, alterations, repairs, 
ete.:—Jas. E. Kane, contract complete for repairs to Medical Officer’s resi- 
dence, Main Hospital, Auxiliary Building, Engineer’s and Assistant’s cottages, 
$4,780 less $4,588.49 paid in 1929-30, page V—13; accounts under $1,000, in- 
stalling 2 furnaces, $229, hardware, paint, etc., $587.24, oil, $130.50, plumbing 
and heating repairs, $260.40, repairs to schoolhouse, $394, sundries, $139.64; 
Kings (Printer; (32,.45s71ad vert igitigs wi S0d al On parte ccsrsl Liniene Aso «Sole bk ol aackyeiehE + sykusyy 1,995 82 

St John Quarantine Station, Partridge Island, new pipe line and repairs to 
existing line:—Salaries and wages: clerk of works, $603.60; labour, $168.80. 
Materials, supplies, repairs, etc.: City of St. John, supplying material and 
laying 6-in. water main, $2,344.30; accounts under $1,000, lumber, $105.76, motor 
boat, $75, repairs to line, $582.75, stone, $71.25, sundries, $100.49. Mis- 
cellaneous: advertising, $29.48; auto and boat hire, $133.50; inspection, $176.78; 
storage, $25. Other outlay, supplying and installing new pipe line, B. Mooney 


Si SONS, CONLPACESCOM DICH 4020, OU Es O Sins sibs DARN ARs a arecbeelvee we) boli eareiash eine tle aha 30,018 39 
St. John, tractor. for postal purposes:—Rudel-Ryder Machinery Co., Ltd., 
GEMS LUM CLOT | jistare isis. 045) eee & aac pre biee rey cians oat GD ANEN Wile, Siubet hd: MING OS's @ SBLbs DES EME saree te feuds 1,692 00 
West St. John, purchase of property for Lancaster Hospital:—Legal services, 
W. A. Ross, $65.20; purchase of property, Mrs. M. H. Lawlor, $5,000.......... 5,065 20 
Total (see Summary — voir Sommaire, page V—167)............0se08: $ 50,297 30 
Olassitied “aerdollowsc > Clacemices comine, &A1E-<—-iyn pe. ach slectriatous <EKARAderoucdliest 
DESI SECO OTT VY COO sy oa ete aie nie ea Mie atate alesis “acc utg Oe hie Ola ake 1,018 37 
Malerialss MUPDNCS, LeDSILS. CLC Bo aes «nud rneells sishoand th oid aia a heey biele! © 6,903 84 
PPI ULINe 30 Oy ba LOUCES. asts2, Qeye ead as sivas oasis ta cae hie Sade titan. § . 10 39 
METSCOUATIOOUS Oc icsers AY the enana eo ALE AIOE 7) iad din eer Sland dope ssvieeh ili </s 678 02 
MIE GRPOUEIAN rr renc ec CRAB RIE «elem de vay mich ns ON Rw clengdbisseg ble akanaad 41,686 68 
3 $ 50,297 30 


Votes-Crédits 120 & 19* — Public Buildings — Edifices publics 


Maritime Provinces Generally — Provinces Maritimes en général 


Dominion Public Buildings, improvements, repairs, etc:—Travelling expenses, 

$2,094.80; materials, supplies, repairs, ete., $51,573.40; printing and stationery, 

$320.96; miscellaneous, $1,509.68 (Details with Maintenance of Dominion Public 
Dicdiigee Page eV =O) Ao) Seed tere woe Sieleeale de Shai tae leRs cdelen Devo ROD PAD $ 55,498 84 
(See Summary — voir Sommaire, page V—167.) oe ae 


* Supplementary estimates—Crédits supplémentaires. 


Fart V—14 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-Crédits 121, 364 & 20* — Public Buildings — Edifices publics 


Quebec — Québec 


Beauharnois Public Building:—Salaries and wages: clerk of works, $755.65. 
Materials, supplies, repairs, etc.: Canadian Office and School Furniture Co., 
interior fittings, $1,235; Office Specialty Manufacturing Co., post office boxes, 
$1,714; accounts under $1,000, brass grilles and plates, $224.80, furniture, $404, 
sundries, $12.12. King’s Printer, $4.53. Miscellaneous: advertising, $73.90. 
Construction: Ed. Brunet & Son, contract complete, $40,500, extra work, 


BOG ee i eee Pe WEE, Mell ld. eee RE Pasties coeketone 
ae Public Building:—King’s Printer, $4.21; advertising, $99.73........ 
Black Lake Public Building:—Photographs, $4.30; King’s Printer, $4.04; 

advertising, $203.20 ........ccce eee e cece eee eee e nent eee n nee rece sateen eenes 


Cowansville Public Building:-—Salaries and wages: clerk of works, $399.19. 
Materials, supplies, repairs, etc.: A. Daris, contract complete for additions 
and alterations, $8,000, extra work, $1,415.50 less $35 for omitting pipe covering 
in basement and less $1,970 paid in 1929-30, page VW—14; Interior Hardwood 
Co., interior fittings, $1,025; Office Specialty Manufacturing Co., cupboard and 
safc, $316.91, post office boxes, $1,275; agcounts under $1,000, bronze and_brass 
receivers and plates, $125.75, furniture, $114.48, sundries, $118.69. King’s 
Printer, $4.70. Miscellaneous: advertising, $65.10; postage, 77c.............. 

Dominion Public Buildings, improvements, repairs, etc.:—Salaries and wages, 
$19,571.89; travelling expenses, $1,640.65; materials, supplies, repairs, etc., 
$86,745; printing and stationery, $379.03; miscellaneous. $1,629.18. (Details with 
Maintenance of Dominion Public Buildings, Page V—90)............... ve ee 

Farnham Public Building:—Salaries and wages: labour, $29.50. Travelling ex- 
penses, $15.70. King’s Printer, $4.39. Miscellaneous: advertising, $218.05; 
architect’s services, $798.92; legal services, 8. & H. D. Noiseaux, $40; sundries, 
BT BS 2 EE RO Rae A PRE, OSS EARS nemeter feb Rea oi, 

Cred’ Mine Public Building:—-Materials, supplies, repairs, ete.: Office Specialty 
Manufacturing Co., furniture, $289.90, post office boxes, $1,448, safe, $193.33; 
Paquet and Godbout, interior fittings, $1,723; accounts under $1,000, brass 
grijles and plates, $270.40, furniture, $135.09, terazzo flooring, etc., $125, sundries, 
$21.56. King’s Printer, $4.18. Miscellaneous: advertising, $53.75; architect’s 
services, J. Caron, $2,333.98, less $1,134.55 paid in 1929-30, page V—14. ~ Con- 
struction: A. Beaulieu & O. Boisvert, contract complete, $45,382.60, extra work, 
$2,337.91, less $18 deducted for change in roof and less $1,900, paid in 1929-30, 
ever. Vi) BONS. IN eo ANRAIRE a) Le DYE | ROL EES PL ERN SIR Raa a Reed ree eel cee) el Oe eae 

cane Isle Quarantine Station, improvements, repairs, ete—Jos. Dorval, contract 
complete for renovations and repairs, $7,374.82, extra work, $847; Lemelin & 
Brousseau, detailed in 1929-30, page V—14, $1,386.65; H. Lemelin, demolishing 
and rebuilding cribwork foundation, $1,385; accounts under $1,000, alabastine, 
$120, electrical supplies, $1,217.09, hardware, $1,201.69, lumber, $143.87, paint, 
$702.08, sundries, $104.86; King’s Printer, $4.18; advertising, $95.34.......... 

Hull, Laboratory of Hygiene:—Materials, supplies, repairs, etc.: sundries, $102.39. 
Miscellaneous: architect’s services, $918.32; legal services, Labelle and Desrosiers, 
$36.90. Other outlay: construction, T. H. Cathcart, contract complete, $18,000, 
extra work, $500, less $133.50 deducted for sinks; purchase of land, $900........ 

Huntingdon Public Building:—Architect’s services, $900; legal services, L. 
Baillargeon, $80.85; registrar’s fee, $1.50; purchase of land, L. Austin, $2,250, 
GO. Maxwell Heh t a. . She wrote Mean Loe oats o eeu ca ASO ced hoe NOL ae 

Jonquiere Public Building, addition:—King’s Printer, $4.18; advertising, $58.05. 

Kenogami Public Building, addition:—Travelling expenses, $32.50; Gagnon & Co., 
Ltd., contract complete for addition and alterations, $2,722.80 less $10 retained 
for outside painting; King’s Printer, $3.76; advertising, $52.05................ 

La Tuque Public Building:—Salaries and wages: clerk of works, $391.66. Materials, 
supplies, repairs, etc.: A. Langelier, interior fittings, $1,500; accounts under $1,000, 
brass and bronze plates, $130, sundries, $222.31. King’s Printer, $7.61. Mis- 


cellaneous: advertising, $249.88. Construction: Z. Ouellette, contract complete,’ 


aN LI oss x nie Ping ars Sia PUREED ES ork aa tenet ROIS Ce ih te etd eer ota nate ee One ee 
Les Eboulements Post Office, installation of fittings:—Travelling expenses, $14.75. 
Materials, supplies, repairs, etc.: interior fittings, $780; post office boxes, $532; 
sundries, $12.30. King’s Printer, $4. Miscellaneous: advertising, $47.55........ 
Levis, tractor for postal purposes:—Rudel-Ryder Machinery Co., tructractor...... 
Magog Public Building, addition and alterations:—Clerk of works, $362.90; 
Stewart Const. Co., contract complete for addition and alterations, $5,433, extra 
work, $568.70; sundries, $6.78; King’s Printer, $4.20; advertising, $180.80.... 
Maisonneuve Public Building:—Sundries 


Se LS SO. Tonle, e Ne Te 6,76 a tes Sava eee 1m ip ce) wee ee ee ets fe fe Reena ms Site 


* Supplementary estimates—Crédits supplémentaires. 
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Part V—15 


DETAILS OF EXPENDITURE-—Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 121, 364 & 20* — Public Buildings — Edifices publics 


Quebec_Con. — Québec-—Suite 


Montmagny Public Building, addition and alterations:—Clerk of works, $290.32; 
travelling expenses, $5.55; J. E. Collin, contract complete for addition and alter- 
ations, $5,250 less $15 setained for outside painting; King’s Printer, $4.34; 
MOVER DIUM ee BAe OF pla cuts Bd, +S Cig A ED nhs Fpep erat’. APUMMEY &, subgort biehive, pies ataeee das teks 

Montreal Bonaventure Station, tractor for postal purposes:—Industrial Equip- 
enuUMmeon lectin TT AClOr” o.7. 215 26 naam eth eld Ve oe, subst. dane mierda adit. { 

Montreal, Government’s share of cost of local improvements:—City of Montreal. 

Montreal New Examining Warehouse, improvements to heating:—Thos. O’Connell: 

heating and plumbing repairs, $1,996.65; supplying and installing 2 float traps, 

$987.50; supplying and installing hot water converter, $644.................... 

Montreal Postal Station “B”, improvements and equipment:—Robt. Mitchell 

Wogeitae Metter. drop “MOIst' ANd “CHtbe toes cron cs sha coe. ah ao.s 6 sceyahece AQMD ia. cabs 

Montreal Postal Station “H”, improvements to heating:—F. W. Pennock, in- 
stalling mechanical stokers, as per contract, $4,940, extra work, $196 

Montreal Postal Terminal Building:—Searches, surveys, plans, etc.............. 

Montreal Stephens Building, improvements, alterations and equipment:—Lumber 
@716570 es 50i atech tables) $1/250%, Sumdrice RUSSO, PE PARR hh ee yar et int 

Quebec Citadel, Governor General’s Quarters, improvements, Maintenance, etc.:— 
Salaries and wages: caretaker, A. Sloan, 3 m. at $1,200,.9 m. at $1,260 (less 

22 d., $76.43); engineers, L. O. Bilodeau, Apr., Oct.-Mar., $800, N. Doyer, 
Apr. 1-6, $22, O. Lepage, 12 m., $1.485; fireman, A. Morisse, Nov. 20-Mar. 
Serio tec gardener, A. Lavoie, June 16-Aug. 31, Oct., $309; sundry labour, 
Improvements and furniture: dining-room chairs, $157.68; electric work, $143.17. 
Trerdire: Oainiiie,. WaScerii, "CU +.) ameter, Se a. awake ieee tet mah, Coan. eer 
Maintenance: coal, $138.33; fuel oil, $1,963.50; char supplies, etc., $634.25; re- 
moving snow and rubbish, $640.50; sundries, $391.85............ 0.0.0... ce eee 
Miscellaneous: light, 15 m. to Dec. 30, 1930, $2,260.80; telephone, 13 m. to Mar. 
31, 1931, $361.40; architect, $198.75; sundries, $55.70 


oe er mh ee we eo ee oe 


OO © 0 oe 6 0.6 © © © e648 eee © «8 


Quebec Immigration Hospital, repairs, alterations and additions:—J. A. Asselin 
& Frere, installing high pressure steam service for laundry equipment, $2,653, 
repairs, $104.08; I. Moreau, building conerecte platform and sidewalk, cement 
walks and levelling grounds, $1,042.50; Quebec Electric Co., supplying and 
installing 2 sterilizers, $695.92, supplying and instailing telephones, $383.46; 
accounts under $1,000, changing entrances and cleaning grounds, $92, hardware, 
$231.53, 2 rugs, $120, sundries, $249.91; King’s Printer, $4.85: advertising, $62.30. 

Quebec, posta! improvements and installation at C.P.R. station:—Labour, $39.60; 
Mathews Conveyer Co., pipe railings, $306, re-locating and altering chutes, $95, 

- 8 sheet metal chutes, $1,982; accounts under $1,000, equipment, $278............ 

Ste. Anne de Bellevue Public Building:—King’s Printer, $7.98. Miscellaneous: 
advertising, $392.92; legal services, N. Brunet, $141.60; sundries, $13.70. Pur- 
chase of land: Blair Bros., $18,000. less $10,000 paid J. A. Daoust, in 1929-30, 
Dae Ne LO EA, POCORN. aie cao xcs tied Tan. 2 seth oinas nis oi dans, » ores: are Saaual Ol ay Manet se 

St. Hyacinthe Public Building, addition and improvements:—Salaries and wages:. 
clerk of works, $608.33; labour, $16. Materials, supplies, repairs, etc.: Paquet 
and Godbout, contract complete for alteratious and additions, $26,892, extra 
work, $843.04; accounts under $1,000. bronze plates, $70, 12 Holophane units, 
$313.56, steel lockers, $91.78, sundries, $19.99. King’s Printer, $4.18. Miscel- 
Paneolle ad veuitenmMerOR OO DOE es. hte eet cls 5 ORE Cite o's Biethcg Motilal e altow, wh Slaceia ee ee a 

Std deeph d Alma Public Biilding?—Sundries. of ih) POs Pi Oe ie Oe ee se a Pe one 

Ste. Marie de Beauce Public Building:—Salaries and wages: clerk of works, 
$787.50. Travelling expenses, $4.25. Materials, supplies, repairs, etc.: A. 
Langelier & I. Giguere, interior fittings, $1,100, laying concrete sidewalk, $120, 
making driveway, $70, sodding. $186; accounts under $1,000, brass grilles and 
plates, $238, post office boxes, $484, sundries, 80c. King’s Printer, $4.52. 
Miscellaneous: advertising, $62.18. Construction, A. Langelier & I. Giguere, 
coutracty.complete 516-640, extrawwork POO4s wie 2) <2 latouions «6 Seeheilags + siea ain 

Ste. Martine (Chateauguay Co.) Public Building:—Labour, $2.40; travelling 
expenses, $13; King’s Printer, $4.48; advertising, $120.27; legal services, J. A. 
Poitevin, $59.80; purchase of land, J. HE. McGowan, $3,000. ...0......-..-5-00- 

St. Pascal Public Building:—Clerk of works, $757.52. ‘Travelling expenses, $10.10. 
Materials, supplies, repairs, etc.: brass grilles, plates, etc., $212.83; interior 
fittings, $885; post office boxes, $669.15; sundries, $16.87. King’s Printer, $8.61. 
Miscellaneous: advertising, $227.25; sundries, $1.89. Construction: Z. Ouellette, 
Panic Ar GMOOMIDI EE. OP OL OD te cities te cies sce ale cnt eee oe 8s SRL Oe: SaUAT © 2a 
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Part V—16 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes—Crédits 121, 364 & 20* — Public Buildings — Edifices publics 


Quebec—Conc. — Québec-Fin 


St. Raymond Public Building:—Legal services, M. LaRue, $160.81; sundries, $3.40; 
purchase ‘of dandy :H, “Plaimonden, “G4;a008% 25 0.) a ae i DEO se ee 
St. Romuald Public Building:—Clerk of works, $294.85. Materials, supplies, 
repairs, etc.: Wood Specialties, Ltd., interior fittings, $1,250; accounts under 
$1,000, building sidewalks, $485, sodding and seeding grounds, $195, post office 
boxes, $489.60, receivers and plates, $117.25, sundries, $101.13. King’s Printer, 
$3.37. Miscellaneous: advertising, $52.50; car tickets, $1.60. Construction: Jos. 
Dorval ‘detaita tin V1 920730, pace (N10 O02 oN ere te ce okies ae meentaEh oe 
Ste. Rose Public Building:—Clerk of works, $345.83; interior fittings, $849; post 
office boxes, $764; receivers and plates, $122.50; sundries, $46.45; King’s Printer, 
$4.17; advertising, $70.42; construction, E. Brunet & Son, detailed in 1929-30, 
Dawe eV —— 16. Fb. 620 Ue eee atic one atc haleia tik’ « ns ¢ sist « Gras peehmeteiaiebe aye 2 alc eeecnuae teenie | 
Shawinigan Falls Public Building, enlargement:—Clerk of works, $432.38. 
Materials. supplies, repairs, etc.: A. Daris, contract complete for addition and 
alterations, $16,200, extra work, $96.50, less $400 paid in 1931-32; accounts under 
$1,000, sundries, $5. King’s Printer, $5.33. Miscellaneous: advertising, $280.50.. 
Thetford Mines Armoury, improvements and repairs:—L. Simoneau, work on 
grounds, $1,370; accounts under $1,000, sundries, $31.30...............0-s000-. 
Trois, Pistoles” Public) Butidsne oun Giese oie F< 5:00,0: <5 .83 e's Ws ela. ns 9. ea 
Valleyfield Public Building, improvements to heating:—Spencer Heating Co., 2 
hot water boilers, $1,165.50; accounts under $1,000, installing 2 hot water boilers, 
STO ceo hls abc ten so one oi ater va anemia ae: cena ialcalaa: ened» 013. 0 eTie( RMA. SMM rege 2G (sua eetees eae 
Victoriaville Public Building:—Clerk of works, $533.33; supplies, $60.37; King’s 
Printer, $4.20; advertising, $287.67; legal services, C. R. Garneau, $50; construc- 
tion, Stewart Const. Co., on account contract, $29,040............... Gi Tas ce ie 
Ville Marie Public Building:—Clerk of works, $588.73. King’s Printer, $4.20. 
Miscellaneous: advertising, $274.83; legal services, A. Guay, $26.90; sundries, $5. 
Other Outlay: construction, Hill-Clarke-Fraucis, contract complete, $26,750 less 
$300 retained for unfinished work; purchase of land, S. Bellehumeur, $2,000.... 
Waterloo Public Building:—H. Boyer, removing old building, grading driveways, 
etc., $2,258.40 less $950 paid in 1929-30, page V—17; J. B. Joyce & Co., England, 
tower clock, $1,002.53; accounts under $1,000, repairs, $141.48, unpacking and 
setting. up clock, $100, sundries, $62.67; duty on clock, $193.87...............+.. 
Westmount Armoury:—(Lease on rental-purchase basis of 40 semi-annual instal- 
ments over a period of 20 years) ‘The Sun Life Assurance Co. of Canada for the 
Westmount Armoury Asosciation: 9th and 10th instalments, $12,624.30; interest 
On elayed CAV DNete (OOO ern. «ooo weep Fest oe wp Baie ee atterd iets cman Conn as 


4,664 


9,071 
7,822 


16,619 
1,401 
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1,865 


29,975 
29,349 
2,808 


12,634 


80 


57 


66 


Total (see Summary — voir Sommaire, page V—167)...............-. 
Classified as follows —- Classifiées conime suit:— 
Salaries) atid + Wiaeeeie nO Aree eek ie) I ie, ae BE 30,713 67 
Travelling Baxpenseste. «vires, RES IY SRE R ee 1,736 50 
Materials, ‘Supplies, Repairs; etetn cise i... RN lb 230,213 51 
Printing  andiStationcty soa see TU RR ROC Dea 493 19 
Miscellancomp ert «008s POT Vee I, Fok ON Pe RNa 35,425 88 
Other Outlay ser space tl we. pee. ARE 5 Be BS ce Nk A, OZ eg 


$ 561,525 76 


Votes_Crédits 122, 21*, 365 & 59* — Public Buildings — Edifices publics 
Ontario 


Brockville Public Building, installation of fittings:—Sundries................ 
Copper Cliff Public Building:—King’s Printer, $2.59. Miscellaneous: advertising, 
$31¢.18; architect’s services, expenses, etc. P. J. O’Gorman, on account, 
_ $1,184.23. Construction: F. Levesque, on account contract, $13,500.......... 
Dominion Public Buildings, improvements, repairs, etc.:—Salaries and wages, 
$797.40; travelling expenses, $1,899.90; materials, supplies, repairs, general, etc., 
$120,871.65, autos, etc., $796.47; printing and stationery, $251.66; miscellaneous, 
Si earn (666! Pad =O) 6. GS Ee ois wie latc wie teh ea Wate ee 


* Supplementary estimates—Crédits supplémentaires. 


15,000 00 


132,057 43 


‘Part V—17 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 122, 21*, 365 & 59* — Public Buildings — Edifices publics 


Ontario-—Con. — Suite 


‘Exeter Public Building:—Materials, supplies, repairs, ete.: Canadian Office and 

School Furniture Co., interior fittings, $944, sundries, $72.50; accounts under 

$1,000, office furniture, $369.80, post office boxes, etc., $924, receivers and plates, 

$110.75, sundries, $90.29. King’s Printer, $2.62. Construction: E. & H. C. 

Beaver, detailed in 1929-30, page V—17, SHOOT Fk SEER, been eees vee eeees ao 3,313 96 
Fort Frances Public Building:—Clerk of works, $145. Materials, supplies, repairs, 

ete.: Office Specialty Manufacturing Co., post office boxes, $2,643; Wood 

Specialties, Ltd., supplying and installing interior fittings, $3,600; accounts under 

$1,000, building concrete driveway, $637, electrical work and installing tele- 

phones, $203.75, office furniture, $1,101.49, window blinds and guards, $184.50, 

receivers and plates, $125.75, sundries, $272.54. Miscellaneous: advertising, 

$40.84. Construction: John East Co., detailed in 1929-30, page V—17, $29,183.24. 38,137 11 
Fort: William, Government’s share of cost of local improvements:—City of Fort 

WRN FAOACSLEGCOL) GUVING | oho ciincs +s sea yrs Hace sear e st ae ene ee eee eames s 1,480 82 
Gore Bay Public Building:—Salaries and wages: clerk of works, $500; labour, 

$41.20. Materials, supplies, repairs, etc.: furniture, $175.50, sundries, $34.30. 

King’s Printer, $4.31. Miscellaneous: advertising, $268.86; sundries, $4.75. 

Construction: McLartys, Harten & Wilber, on account, $23,970.............. 24,998 92 
Haileybury, addition to armoury:—Clerk of works, $795.80. Materials, supplies, 

repairs, etc.: Hill-Clarke-Francis, Ltd., building cupboards, shelving, etc., $450, 

waterproofing walls of tunnel. $750, sundry repairs, $390. Miscellaneous: 

sundries, $15.49. Construction: Hill-Clarke-Francis, Ltd., contract complete, 

$37,250, extra work, $1,210.25, less $29,250 paid in 1929-30, page V—17........... 11,611 54 
Keewatin Public Building:—Clerk of works, $816.66. Travelling expenses, $64.10. 

King’s Printer, $2.11. Miscellaneous: advertising, $101.10; sundries, $1.15. 

Construction: Kelly & Kimberley, contract complete, $21,900, extra work, $53, 


less $600 retained to cover completion of certain items.................... 22,3387 12 
London Custom House, renewal of clock:—Electric tower clock and installation, 
SOUT) TEDAITS tO. GORCETS. LOO TO eet cia eee eee ss SOE RL, RPE) Stet ite 1,142 51 


London Public Building, improvements and repairs to building and _ heating 
apparatus:—Geo. Burdick & Son, painting and repairs, $4,849; R. A. Milne 
Plumbing Co., alterations to heating system, $2,431; accounts under $1,000, 


euppliyine BNay installine dumb WaALber, S100 cece ss ss cee te nis eee ee thee ortes bs 8,075 00 
London Westminster Hospital, paving roadway:—Miscellaneous: sundries, $12. 

Construction: Ontario Amiesite, detailed in 1929-30, page V—18, $9,552.50.... 9,564 50 
Mildmay Public Building:—Photos, $1.27; legal services, Robertson & Robertson, 

$24.10>> purenasey Ol.0and. ndOse Kunkel SL, 5O).06~ 1... inns eslarcereeaccshasmnee ss 1,527 08 


New Liskeard Public Building:—King’s Printer, $2.12. Miscellaneous: advertis- 

ing, $137.90; architect’s services, $955.50; legal services, E. W. Kearney, $47.33; 

sundries, $2.50. Purchase of land, Binkley Estate, $4.000..................... 5,145 35 
Niagara Falls Public Building:—Materials, supplies, repairs, etc.: A. Collins, 

supplying and installing 2 oil burners, tank, etc., $1,659; Office Specialty Manu- 

facturing Co., fire-wall safe, $650, furniture, lockers, etc., $441.47, interior fittings 

in customs office, $1,976, interior fittings in post office, $3,200, post office boxes, 

$896; accounts under $1,000, brass grilles and plates, $295.83, building sidewalk, 

$104, erecting new door, building shelving, etc., $489, fire extinguishers, $72.80, 

office furniture, $280.66, rugs, etc., $91, window cleaning safety hooks, bolts, 

etc., $136.06, window shades, $185, sundries, $221.44. King’s Printer, $3.21. 

Miscellaneous: advertising, $95.14; architect’s services, etc., Findlay & Foulis, 

$5,005.82, less $2,485.90 paid in 1929-30, page V——18; local improvement taxes, 

$177.67; sundries, $1.62. Construction: Pigott Construction Co., contract com- 

plete, $97,500, extra work, $174.83 less $185.60 deducted for brick and less $4,900 

paid in 1929-30, page V--18............... bib Fos ddd ARI. SPs telal aces AHA SET: Baur als 106,085 05 
Ottawa, accommodation for Customs-Excise Laboratory:—La Maison Arthur 

Leblanc, 9 fume hood cupbeards, $1,845; accounts under $1,000, electrical work and 

supplies, $198.92, hardware, $213.32, lumber, $112.56, steel cabinets, shelving, etc., 

$312, sundries, $174.58; detailed with Ottawa Buildings Repairs, (Page 

Var88) 2 SERCO es Bs GR!) 2 Fol a pote Oi . TAPE" 15,626 26 


Addition to; Central Heating. Plant (Page V—161) 00.00%... -sa3 {Wes cesmies stun 14,433 44 


Gio Sine aNal street slave vinta tracsie othG? Cw d disutaTa es. <°¥rd ng ace, ties ed ei aAe s 84,103 29 
31857—2y 


Part V—18 


% 


“PUBLIC WORKS— TRAVAUX PUBLICS 


Votes-Crédits 122, 21*, 365 & 59* — Public Buildings — Edifices publics 
2 * 
Ontario—Con,. — Suite 


Ottawa, Government’s share of cost of local improvements:—Labour,.. $747.10. | 


Materials, supplies, repairs, etc.: A. Campbell, supplying and laying paving blocks, 
$4,168; O’Leary’s Ltd., resurfacing track allowance on Wellington st., with asphalt, 
$4,932; accounts under $1,000, cement, $212.03, lanterns, $12.86, sand and stone, 
$106.34. Miscellaneous: City of Ottawa, asphalt pavement on Queen st., $6,166.68, 
paving MacKenzie ave., $55,758.52, less $36.650 paid in 1929-30, page V—-18, 
sewers in ‘connection! with Fuel Deeting..Plant;, $1920.40 07 re ene a 
Ottawa, Laboratory for Department of Mines, Booth street, and alterations:— 
Miscellaneous: advertising, $11.80; architect’s services, Noffke, Morin and 
Sylvester, on account, $4,642.91. Construction: A. I. Garvock, on account con- 


tract for Ore Dressing and Metallurgical Laboratory, $99,320................ 
Ottawa, towards Purchase of Daly Building:—H. J. Daly Co., Ltd., final of ten 
payments, ‘$100,000 primcipalyands $6,000 anterest. .. ob y ccc cls ns cs sense eepuee & 
Ottawa, towards Purchase of Building for Government Workshops:—Ottawa Wine 
Vault: Co.; selohth amepelimemiaOuLs OlMEOIs «4... +» 0 «5 o4neteapteiiane eye the, scale pLetian aimee 


Owen Sound Public Building, improvements to lighting:—Patterson Electric Ltd., 
electric wiring and fittings, $2,044; King’s Printer, $2.42; advertising, $36.46. 
Penetanguishene Public Building:—Miscellaneous:  architect’s services, W. H. 
Noffke, on account, $690; legal services, Grant, Donnelly & Robertson, $46.32; 
survey, etc., $29.35. Purchase of land: Mrs. M. Cloutier, $2,800.............. 
Peterborough Public Building, improvements:—Altering electric wiring, $202; 
decorating and repairing caretaker’s living quarters, $726; plumbing repairs, 
$97: Tepoiriting DLICK? WON Rael 20! Mohs. wabehan Ns aioe Kolais held Sede oa GRPABEED Od Tay» 2 = oiepte te OMe 
Port Arthur Public Building, addition and alteration:—Clerk of works, $538.31. 
Materials, supplies, repairs, etc.: Macaw & Macdonald, contract complete for 
addition and alterations, $37.200, extra work, $4,068.94; Office Specialty Manu- 
facturing Co., post office boxes, $1,218; Port Arthur Shipbuilding Co., 2 steam 
boilers, $1,500; accounts under $1,000, brass and bronze plates, $145, repairs to 
sidewalk, $101.44, supplying and laying linoleum, $107.60, sundries, $64.50. 
King’s Printer, $3.40. Miscellaneous: advertising, $358.36..................-. 
Port Credit Public Building:—Labour, $25; photographic work, $3.50; King’s 
a ak $2.74; advertising, $296.05; architect’s services, J. M. Oxley, on account, 
TOR) C. . hy MORES Ibs HARE RIE MRE 32a. 7 BATRA. . pn se drunualic hagacatebicar aie cesta tani ietarttceg alee ecccaee 
St. Thomas Public Building, improvement to lighting:—Roberts Electric Co., 
electric wiring and fittings, $1,485; King’s Printer, $1.95; advertising, $109.80.. 
Sturgeon Falls Public Building:—Materials, supplies, repairs, etc.: Office Specialty 
Manufacturing Co., post office boxes, $1,647, safe, steel cabinets, etc., $250.18; 
accounts under $1,000, furniture, $90.24. King’s Printer, $2.36. Miscellaneous: 
advertising, $128.21; architect’s services, P. J. O'Gorman, $1,886.70 less $935.15 
paid in 1929-30, page V—19 and less $75 retained until the boilers are adjusted; 
legal services, W. M. Cooper, $134.20. Other outlay: construction, L. Lacasse, 
Se ay complete, $37,406, extra work, $327.95; purchase of land, Wm. Kinch, 
SA 000) oe | Mea cera s (SOe ae a OMe Me a, AMO MRD EE.” . ERE SOPRA N a ere Sun ee LAL NS Pie thst Ue Oe 
Sudbury Public Building, addition and alterations:—I. Lacasse, alterations, $2,750; 
accounts under $1.000. electric wiring and fixtures, $128.....................00. 
Sydenham Public Building:—Clerk of works, $500. King’s Printer, $3.93.- Mis- 
cellaneous: advertising, $145.20, sundries, $17.88. Construction, L. McDonell, 
on “account contract;(4S10380)) gab. Gake’.... ks caivth dis ba ahiteet adaware cane 
Timmins Public Building:—Materials, supplies, repairs, etc.: E. H. King, lock 
boxes, $1.980. office furniture, $445: Office Specialty Manufacturing Co., interior 
fittings, $4,075.50, parcel cases, $384, post office boxes, $3,050, sundries, $4.60; 
accounts under $1,000, Government’s share of cost of cement walk, $190.32, office 
furniture, $619.85, receivers and plates, $122.75, sundries. $416.18. Mis- 
cellaneous: advertising. $34.98; architect’s services, A. Gillies, $3,948.33 less 
$2,730.02 paid in 1929-30, page V—19. Construction: Hill-Clarke-Francis, con- 
tract narrates $72.000, extra work, $894.80, less $26,850 paid in 1929-30, page 


2.0 0 Sg tema SO ehs 0 616 10Ks 16 oe ¢ evevel © te (6, Wen He! 6 1s lew) ere @ ie) 0)) | 6% 64a) 00) oe al evehs (ao ese Sia-e 640) 0) & ee ee arene te 


Toronto Custom House:—Materials, supplies, repairs, etc.: Toronto Terminals 
Railway Co., paving C.P.R. lane and laying storm water sewers, $3,877.79; 
accounts under $1,000, negatives and photos, $176.55, pressure regulator. $329.28, 
steam flow meter, $470. Miscellaneous: architect’s services, Campbell and 


wa (%;. (in liquidation) on" a-ccovnt, $e ba@2,500 on te mn am ate gual e Ree ee 
Toronto, fittings for accommodation of Customs:—Labour, $80; grilles and screening, 
$188; latches strews, ete: “S69 88° "Tinsber, S282 80 re. eae tee ee car ae © 


37,374 


103,974 


106,000 
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2,082 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_—Crédits 122, 21*, 365 & 59*— Public Buildings — Edifices publics 


Ontario—Conc. — Fin 


Toronto Postal Station “A” Mechanical Equipment, improvements:—Labour, 
$5,203.75. Materials, supplies, repairs, etc.: Canadian Fairbanks-Morse Co., 
truck scale, $1,675; Corbet Foundry & Machine Co., 50 steel sorting bins, $2,186; 
Industrial Equipment Co., auto hoist, $150, on account automatic motor gener ator 
battery charging plant, $4, 500, 4 baggage trucks, $15,470; Masco Co., electrical 
supplies, $2,321.61; Mathews Conveyer Co., belt conveyer, $1, 750, elevator, $1,151, 
repairs, etc., $460, detailed in 1929-30, page V—19, $17,711.62; Office Specialty 
Manufacturing Co., brackets, $6, steel partition, $1, 200, steel tables, $477.12; 
accounts under $1, 000, benches, $295, canvas curtains, $112. 50, doors, lumber, 
shelving, etc., $607.86, electrical ‘work, $192.50, making and installing wire guards 
for incline belts, $320, metal partition, $95, paint, $957.16, plumbing and heating 
repairs, $564.26, porcelain tables, $289.19, repairs, $1, 041. 01, steel work bench, 
$160, sundries, $417.57 rs Se Ree LO" cays te SEN tM atau akeie sed cad Say NON ee a a 59,314 15 

Wallaceburg Public Building:—King’s Printer, $2.09; advertising, $316.98; archi- : 


COGHS RCL VHC ONS FLO AL. autre lapstelge s)he he MMMM G appholior tua 4 tats ake abegieh any Sinks ouaus sie he al 1,094 07 
Welland Armoury, Government’s share of cost of local improvements: —City of 

PUM ATIC CORLCH OR Co 1) AN OIMOIMET oy od Gil tbisyn/? = mum eaaenaia pabmoitioien ents <auecmiuiecnsecht © ey Cruel alate ote 1,242 64 
Windsor, installation of pick-up table:—TInterprovincial Equipment Co., eight- 

pocket mallysacinganc) etacking Machined prise - - 42> > wren uti: tl - sme fo: yee: 3,500 00 
Woodstock Public Building, improvement and_ repairs: ations, $165; 

decorating caretaker’s quarters, $285; electrical work, $100; painting exterior, 

EON teens PAT AN li a MPA ly eS Ra i Ra SR 1,400 00 

Total (see Summary — voir Sommaire, page V—167).................. $2,497,566 54 

Classified as follows — Classifiées comme suit:— 

Salaries and Wages ......... big stele ae Ea es A Naty te ate ti al ie 20,865 -86 

eV Onn As QCTIRCH fv Wein e sreme ce hia/e le «gla a'e Sr ba Sten DHE Chua erbr ly eae eee 1,964 00. 

MALeriAls, Supmies! FRepaInS, GLC, SeNeTAal, sieves. ¢ sas aemes.e 400,374 38 

Materials, Supplies, Repairs, etc., new autos, etc............-0.65 796 47 

Printing’ and Stationery eee ik vcehee vacua lyy. 95 Manne Leia et acaba a 287-04 

To AteGOUNIE, SIE sees craks eke meni). CSA TRMMMES MIL A sine 87,149 69 

COPE re Ch UL ere ae Pica nc ene rn ee iar aad! 8) MCE Ma Yale satel be PW 1,986,128 63 


$2,497,566 54 


Votes—Crédits 123 & 366 — Public Buildings — Edifices publics 


Manitoba 


Brandon Public Building:— Materials, supplies, repairs, etc.: Fusee-McFeeters 

Co., supplying and installing interior fittings, $2,705; Office Specialty Manu- 

facturing Co., post office boxes, $1,309, steel cabinet, lockers, etc., $135.77; 

accounts under $1,000, brass and bronze plates, $174. 10, erecting partition ’ in 

basement, $197.50, furniture, $265.15, 2 post office trucks, $124.32, supplying 

and fitting window shades, $108.06, sundries, $403.51. Miscellaneous: advertising, 

$38.39 ; architect’s services, W. EH. Shillinglaw, on account, $3,293.41; City of 

Brandon, laying sidewalk, $381, local improvement taxes, $1,109.16, detailed in 

1929-30, page V—20, $15.48. Construction: J. McDiarmid Co., contract complete, 

$129, 400, extra work, $1,037.35, less $5,770 paid in 1929-30, page V—20.......... 134,927 20 
Dauphin Public Building, addition:——Clerk of works, $66. 53. Materials, supplies, 

repairs, etc.: interior fittings, $900, safe, $302.58, sundries, $33.65. Miscellaneous: 

advertising, $2.85; accommodation for caretaker during repairs to quarters, 

$202.24. Construction: Macaw & Macdonald, contract complete, $26,000, extra > 

work, $2,014.13, less $8,900 paid in 1929-30, page V—20..........0.....00005, 20,621 98 
‘Deloraine Public Building:—Clerk of works, $721.22, King’s Printer, $2.11. 

Miscellaneous: advertising, $170.27; legal services, George & Watson, $15.59; 

taxes, $15.51. Other outlay: construction, R. N. Wyatt, on account contract. 


$17,070; - purehase’: ef bland): ©.), Wi Jokneston,, (S500. . asaieewen. de abies ad. oh 19,494 70 
Dominion City Public Building:—King’s Printer, $2.26. Miscellaneous: adver- 
tising, $8500; legal services; hal. SLOW GED y Gi. COd si v%s.s » © helices nasa stag gs calalaiee« $5 94 


' * Supplementary estimates—-Crédits supplémentaires. 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 123 & 366 — Public Buildings — Edifices publics 


Manitoba—Conc. — Fin 


Dominion Public Buildings, improvements and _ repairs:—Travelling expenses, 


$386.70; materials, supplies, repairs, etc., $21,064.41; printing and stationery, — 


$95. 47; miscellaneous, $361.79 (Page V—90) ble io oy eelgl eats eb LSSSM ES RENE oe tle panne a te 
Emerson, building for Customs and Immigration purposes:—Gravelling grounds, 
etc., $590: MOTTAT” COLOUT IO SLT... eet se ows ele bs ses telecobelbl Oe we i bydlv le tw laa ohaleie Es cele ee 
Gretna Public Building: -—Clerk of works, $500. Materials, supplies, repairs, etc.: 
brass grilles and plates, $177.50; building fence, $198; furniture, $333; interior 
fittings, $840; post office boxes, $645. 64; sundries, $39. 44, King’s Printer, $1.93. 
Miscellaneous: advertising, $66. 68. Construction: R. N. Wyatt, contract com- 
plete, $21,870, extra work, $728.25. less $¥. 730 paid in 1929-30, page V—20...... 
Norwood Grove Public Building :—Legal ce A. Sullivan, e738. 55; purchase 


of land, S."Carsont& Wr" At este, °$5,000) . U. FaNe. hoo a. TPA. ne 
Oak Lake Public Building:—-Clerk of works, 8608: King’s Printer, $4.38; adver- 
tising, $153.52; construction, R. B. Dunsire, on account contract, $11, D1OsHaleel. 


Winnipeg Deer Lodge Hospital, addition to site:—lLegal services, EZ. D. Honey- 
man, $67.02; purchase of land, Municipality of St. Sacieg $1, STO . AOMGA 
Winnipeg Fort Osborne Barracks, improvements to heating: -_Babcock-Wilcox & 
Goldie-McCulloch, Ltd., 2 gear ‘boxes complete. $1.104. less $552 paid by Jas. 
Ballantyne Co.; Jas. ‘Ballantyne Co,., contract complete for alterations and 
additions to heating system, $36,196, Jess $35,796 paid in 1927-28, page V—16, 
sundry repairs, $143. 50; Bowyer- Boag, Ltd., installing 2 gear boxes on boilers, 
$1,743; accounts under $1,000, sundries, $6. TERI EE TE ee 
Winnipeg Postal Station “ A,” installation of truck scale:—Canadian Fairbanks- 
Morse Co., auto truck Bealey ele ees cE or thiriog Ven bael | Ege 


21,908 
702 


22,670 
5,078 
11,992 
1,637 


2,845 
1,825 


37 


Total (see Summary —voir Sommaire, page V—167)............00c0e- 
Classified as follows — Classifiées comme suit:— ote tlie? Sagehiany apse sce) een gen? 

Salaries and “W ages Wa. wie feu Lin le RR, a 1.912 75 
Travelling Expenses. SR Pag keg hee 3 LI CE 386 70 
Materials, Supplies, Repairs, Cte cedihcas EUV ORR 35,328 88 
Printing and SLAtIOMEIV hese take eyed sed Je Pe eae Pa Paget eee 106 15 
Miscellaneous. tN hae RE cA dor eS be dlacg 5 5a 3.65.3 BY EE ASE Bub Petetets 6,065 14 
Other Outlay ie yy wer eeted eye sate bo. cle Gis acs pate erence Re ote 199,999 73 

$ 243,799 35 


Votes-—Crédits 124, 367 & 22* — Public Buildings — Edifices publics 


Saskatchewan 


Arcola Public dp Ares —Photos, $3; King’s Printer, $2.12; advertising, $130.02; 
legal; iservices: VASE. Vroomanjo$2sisiies. itty. 218. ane. cation. die tt 
Canora Public Buidine: —Clerk of works, $500. Materials, supplies, repairs, ete.: 
Interior Hardwood Co., interior fittings, $1,075; Rubenstein Bros., post office 
boxes, $1,048.82; accounts under $1.990. brass arid bronze plates. $134.33. car- 
pentry work, $279.50, furniture, $143.84, safe, $110, sundries, $288.18. King’s 
Printer, $1.92. Miscellaneous: advertising, $43.20. Construction: A. W. Cassidy 
& Co., contract complete, $24,200, extra work, $1,470.90, less $11,530 paid in 
1929-380; page: VSRZL UI: : 0), Pee RE 5S ESE I BR oes GEER, Re aes 
Dominion Public Buildings, improvements, repairs, etc. :—Travelling expenses, 
$2.240.65; materials, supplies, repairs, etc., $17,667.93; printing and stationery, 
$79.77; miscellaneous. $511.60 (see pace V—90) GS. HEU A ERR RGR 
Gr -avelbourg Public Building:—Materials, supplies, repairs, ete.: Interior Hard- 
wood Co., supplying and installing interior fittings, $1,525; Office Specialty 
Mfg. Co., post office boxes, $1,899.40; accounts under $1,000, building concrete 
walks, $183, furniture, etc., $111. 86, plates, $217, sundries, $158.78. King’s 
Printer, $2.26. Miscellaneous: advertising, $56.86. Construction: J. L. Guay 
Construction Co., contract complete, $27,950, less $105.15 deducted for changes 
and less $21,950 paid in 1929-30, page VesOhieD. el gist. geil adh. adh ad 


* Supplementary estimates—Crédits supplémentaires. 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 124, 367 & 22* — Public Buildings — Edifices publics 


Saskatchewan-—Con. — Suite 


Indian Head Forestry Building, addition:—Building cupboard, $127; furniture, 
$128.07; repairs, $205.60; sundries, $33.35; construction, A. O. Chielens, detailec 
in 1929- D0, SPA OPAV 27.5.6 06, AUDIO FG LM ores oD PRIME ayia t «Te deol & 

Kamsack Public Building: —Clerk of works, $74.08. King’s Printer, $2.43. Mis- 
cellaneous: advertising, $130.98; legal services, W. J. McDonald, $46.70, S. 
Windsor, $15.22. Other outlay: construction, Wilson & Wilson, on account 
contract, 500° inagchase ot band. 'S5000) (Was. atenolol ee eel 8 Cae 

Lloydminster Public Building:—Clerk of works, $880. Materials, supplies, etc:: 
W. H. Cushing Ltd., supplying and installing interior fittings, $2,440; Office 
Specialty Manufacturing Co., post office boxes, $1,089; accounts under $1,000, 
blinds, $105, brass grilles, $129.50, building partition, walk, etc., $170.10, fur- 
niture, $149.70, plates and lining, $164.38, sundries, $101 76, King’s Printer, 
$5.29. Miscellaneous: advertising, $298.60. Construction: Shoquist Bros., con- 
tract complete, $61,400, extra work, $232, less $282 deducted for brick........ 

Lumsden Public Building:—King’s Printer, $2.76. Miscellaneous: advertising, 
$58.20; legal services, Tingley, Malone & Deis, $61.51. Purchase of land: J. 
Wallace, UA IR TR CR IRR eo er MOLES nC ER e LORE, Pe eS Pay Murat: tomer 

Melville Public Building: -—Clerk of works, $653.90. Materials, supplies, repairs, 
ete.: Regina Sash & “Door Co., on account interior fittings, $2,032.40; Ruben- 
stein Bros., post office boxes, $1,746.93; accounts under $1, 000, furniture, $204, 
safe, $561, plates and lining, $140, sundries, $226.49, Kine’s Printer, $2.73. 
Miscellaneous: advertising, $33.70. Construction: Hipperson Construction Cox, 
contract complete, $48,278, extra work, $1,550.85, less $24,430 paid in 1929-30, 
Nee oa Ne ies. she cain cca adie a Osten he's wl CG ne A Sata Hed Soke Sane oo aes 

North Battleford Immigration Building:—Clerk of works, $562.50. Materials, 
supplies, repairs, etc.: sundries, $8.80. Miscellaneous: advertising, $34.80; local 
improvement taxes, $291.02. Construction: Jag. Priel, contract complete, 
$25,500, less $64.75 deducted for brick and less $200 paid in 1929-30, page V—-21. 

Regina Armoury:-—Materials, supplies, repairs, etc.: Office Specialty Manufac- 
turing Co., cabinets, $67.50, steel storage cupboards, $1,723.60; accounts under 
$1,000, sundries, $3. Miscellaneous: insurance premiums,. Northern Trust Co. for 
Regina Armoury Association, April 1, 1930 to Mar. 1, 1931, $2,796.86, on 
account, April’l,” 1931" to''Mar: 3t; 1932, $1,554.40. Purchase of property: 
Northern Trust Co. for Regina Armoury Association, third and fourth annual 
PTSTAMIUCTIGSS he OS OL a ee ce oe crus) he re te one he a eee tee eee eee eee errs 

Regina Public Building: —Clérk of works, E. Glawson, $1,152.30. Materials, 
supplies, repairs, etc.: Dennisteel Ltd., brass grilles and plates, $207.16, post 
office boxes, $1,547.54, sundries, $10.76; C. M. Houde and Royal Bank of Canada, 
one-half cost of wall between Post Office and Bank, $3,251.94; Lignite Equip- 
ment Co., boiler repairs, $208.50, supplying and installing 4 sets of non-sifting 
grates, 2 blower systems, automatic control, electrical work. $2,417; Smith Bros. 
& Wilson, Ltd., converting entrance door into a window, $1,290, sundry carpentry 
work, $1,058.48; Western Mfg. Co., building counters, screens, etc., $1,896, supply- 
ing and installing new. fittings and altering existing ones, $7,822, supplying and 
installing parcel bins, $1,876, sundries, $117.30; accounts under $1,000, altera- 
tions to heating apparatus, $633.53, carpentry work, $743.91, electrical work, 
$1,309.78, parcel truck, $92.50, window shades, $420.59, sundries, $453.17. Kine’s 
Printer, $7.77. Miscellaneous: advertising, "$191.83; legal services, Curtin & 
Grant, $84.07. Construction: Smith Bros. & Wilson, Ltd., contract completa, 
$233,770, extra work, $6,421.75, less $1,407.50 deducted for waterproofing and 
less $89,960 paid in 1929-30, page illo whe: ai OORT RAE sl iy CORK 

Saskatoon Old Post Office Building, improvements:—King’s Printer, $3.69; adver- 
IRM SO Seeks chai es ahh Kas oS LS whe eS RUM 6k iilaah co res ECS MEA OME hog Wanderer ey'e « 

Saskatoon Public Building: —Materials, supplies, repairs, etc.: Canadian Office 
and School Furniture Co., on account interior fittings, $10,500; Office Specialty 
Manufacturing Co., 6 safes with shelving, $1,568, special steel cases, etc.. $3,621, 
steel lockers, cabinets, etc., $211.66; Smith Bros. & Wilson, Ltd.. building 
partitions, installing fixtures, etc., $1,289, building 3 vestibule screens, $858, main- 
tenance, Dec. 10, 1930 to Jan. 19, 1931, $717.75, sundries, $132; Western 
Engineering Co., installing combustion system in 2 boilers, $3,120; accounts 
under $1,000, office furniture, $855.15, parcel truck, $92.60, steel cabinets, 
$423.10, sundries, $50.51: Kine’s Printer, $4.77. Miscellaneous: advertising, 
$169.30; architect’s services, D. Webster, $15,025.98, less $6,875.42 paid in 
1929-30, page V—22; local Oi eee ay ae taxes, $497.70. Construction: Smith 
Bros. & Wilson Ltd., contract comnlete, $725,700, extra work,’ $20,772.04, ‘less 
Seba Lah orate Rene Wels Ast) Rue Re AN ren oo hay ai eas ally Gis eshte idi'a, ac duat"d fed a Wielelal aie ches steve haben a 


1,359 41 


66,883 33 


2,122 47 


31,000 00 


26,132 37 


34,000 00 


175,616 18 
93 03 


405,583 14 


Party V—22 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-Crédits 124, 367 & 22*— Public Buildings — Edifices publics 


"a 


Saskatchewan—Conc. — Fin 


Wilkie Public Building:—Clerk of works, $725. Materials, supplies, repairs, etc.: 
Interior Hardwood Co., supplying and installing interior fittings, $1,932; Office 
Specialty Manufacturing Co., post office boxes, $1,448, safe, $223.25, section, 
$39.85; accounts under $1,000, furniture, parcel case, etc., $146.60, receivers 


and plates, $169.15, sundries, $257.85. Wing’s Printer, $2.26. Miscellaneous: — 


advertising, $47.81. Construction: Shoquist Bros., contract complete, $38,335, 
extra work, $1,139.10, less $95.10 deducted for wire and less $6,590 paid in 
1929-30, pages Vi—RA22 Wee ee iNT en ney Sas 8 ol stpy eek ee hae foto 'e) adlid wh Lay 5 Be 
Yorkton Public Building, addition: Window shades, $68; construction, Logan 
& Black, detailed in 1929-30, page V—22, $1,586.40.............eeeeseseee des 


37,780 77 


1,654 40 


Total (see Summary — voir Sommaire, page V—167)................. $ 837,897 46 


Classified as follows — Classifiées comme suit:— 
Salaries and ‘Wages sinner Sp mmrawe th lis 2 ee acs aiete 4.547 78 
Travelling Hxpenses. 0 Aaa si. es Sieles oid! a cle eRe wlslatw eisiany @ miele’ 2,240 65 
Materials, Supplies, Repairs, etc. ......2 cece ec ee cece res eeencees 89,481 75 
Printing and Stationery.........ssesee es ee cece eee cereeccereecs ere ly A 
Miscellaneous 2) ia ios rete ste TERS UO Yo 5, ole by tte ec aide atte ld ole 15,317 93 
Other Ontlayi a ctu tein ek itaietetie a uls Miki ss AES. GAURNEReRMORNE « wighe 726,191 58 


$ 837,897 46 


Votes-Crédits 125, 368 & 23* — Public Buildings — Edifices publics 
Alberta 


Calgary Customs Examining Warehouse, improvements and alterations:—Canadian 
Office & School Furniture Co., supplying and installing interior fittings, $2,666.40; 
accounts under $1,000, interior decorating, $596, repairs, etc., $368.60............ 

Calgary Public Building:-—Clerk of works, Geo. Macbeth, April-Feb., $1,870; 
crushing cylinders, etc., $58.75; King’s Printer, $2.59; advertising, $99.46; inspec- 
tion, $710.97; construction, Smith Bros. & Wilson, on account contract, $997,250. . 

Camrose Public Building:—Materials, supplies, repairs, etc.: Canadian Office & 
School Furniture Co., supplying and installing interior fittings, $2,924; Office 
Specialty Mfg. Co., post office boxes, $1,888; accounts under $1,000, brass and 
bronze plates, $145, furniture, $181.76, safe, $325, 3 trucks, $133.92, sundries, 
$48.86. King’s Printer, $1.78. Miscellaneous: advertising, $66.60: architect’s 
services, F. Morris, $2,462.80 less $1,123.30 paid in 1929-30, page V—23; local 
improvement taxes, $430.45, sundries, $39. Construction, Scanlan & Kennedy, 
contract complete, $44,932, extra work, $4,334.13, less $10 deducted for brick.... 

Carway, building tor Immigration and Customs purposes:—King’s Printer, $1.85; 
advertising, $44.56; construction, office building and covered driveway, D. G 
Olan pean: ee eos. cect Renter tts ate eke clas ea gUMee onl ca enna te ee nee ane eee 

Coutts, building for Immigration and Customs purposes:—Signs, $38; King’s 
Printer, $2.35; advertising, $45.70; construction, oftice building and covered 
Orivewarts bs Go Olan: SD O0at aie aes ts a8 fie Se” ER Cee eee 0, ee 

Delia, purchase of building for Postal purposes:—Legal services, D. L. Sloan, $27; 
purchase of property, Bank of Montreal, $10,000............ Bra arches Woe. pnd reer. 

Dominion Public Buildings:—Travelling expenses, $916.26; materials, supplies, 


ce pele ele eh io. © 0) ee 
OBO S) SS ie SS eee Pee eo) whee, bi 6S We, o wie, [ese ae eg “ells (a Ae Galata g on 16s Fall Welle! areal tel ae 


* Supplementary estimates—Crédits supplémentaires. 


3,631 


999,991 


56,780 


1,992 


2,180 
10,027 
12,286 


4,242 


3,944 


79,424 


00 


77 


00 
4] 


05 
00 
94 


06 


00 
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Part V—23 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
a 


Votes-Crédits 125, 368 & 23* — Public Buildings — Edifices publics 


Alberta—Conc. — Fin. 


Edmonton Public Building, addition:—--Salaries and wages: clerk of works, H. J. 
Whittaker, $1,530, labour, $252.50. Materials, supplies, repairs, ete.: Ottawa 
Typewriter Co., 9 steel cabinets, $472.98, steel shelving, $1,200; accounts under 
$1,000, building brick wall in basement, $185, carpentry work, $955.85, electrical 
work, $122, sundries, $62.93. King’s Printer, $4.61. Miscellaneous: advertising, 

* $167.56; services of R.C.M.P. guards, $1,054.83; stamps, $6. Construction: 


Poole Construction Co., on account contract, $371,661.75............. (# ay thes aad eben 377,676 O01 
Falher Immigration Building:—Clerk of works, $375; construction, W. Desaulniers, 

deteaied Mni1920-30; acer NA=28): SBSOG 5 ANS p's 1 eave teld os oleatheh a wual's ley aegh epee «Wid 8,970 00 
High River Public Building:—King’s Printer, $2.11; advertising, $176.43.......... 178 54 


Red Deer Public Building, addition and alterations:—A. 8. Reed, contract com- 
plete for addition and alterations, $3,146.35, less $898 paid in 1929-30, page V—23. 2,248 35 

Vegreville Public Building:—Materials, supplies, repairs, etc.: W. A. Headrick, sup- 
plying and installing interior fittings, $1,115; Office Specialty Mfg. Co., post oftice 
boxes, $1,694; accounts under $1,000, brass and bronze plates, $136, furniture, 
$413.50, 2 parcel racks, $144, safe, $325, windew blinds, $89. sundries, $106.17. 
King’s Printer, $1.91. Miscellaneous: advertising, $50.98; architect’s services, 
F. Morris, $1,501.98, less $714.25 paid in 1929-30, page V—23. Construction: 
Chas. Gordon, on account contract, $1,740; W. A. Headrick (successor to Chas. 
Gordon), contract complete, $28,570, extra work, $1,474.50, less $4.80 deducted 
for brick and less paid to Chas. Gordon, $10,430 in 1929-30, page V—23, and 


Fe es Ie et NN MIM MS CRUE weal, Aedes cua tuibiliie « weutt 24,463 99 
Total (see Summary — voir Sommaire, page V—167)...............00. $1,588,036 99 
Classified as follows — Classifiées comme suit:— 
Salad Lea MAUI man eee Orn hak ats ule ister Matos ate eR he ts I IR a BAe, 5,306 77 
ae eit LW ote! Died ey CEE EE SO RIE EO) Ale 3300 hn A RR 916 26 
Materials. «Supplier, ,cpair sd, Cid. nee ts onthe eS ER Es ah 30,939 78 
Printing and Stationery .......... Pe eye Ge RR Aa Mm A N's 4 lay. 26 13 
RECCULATIC OUSEU AMIS are tials ed ny Bie epee os ete hte ee SN Aas ee ohms ms 6,488 97 
CHEerMIO tay T weve Siecle scala teh ete LA SA LR SA GR SN y 1,544,359 08 


$1,588,036 99 


Votes-Crédits 126 & 369 — Public Buildings — Edifices publics 
British Columbia — Colombie Britannique 


Dominion Public Buildings, improvements, repairs, etc.:—Travelling expenses, 

$2,499.97; materials, supplies, repairs, etc., $41,143.85; auto repairs, $275.76; 

printing and stationery, $69.05; miscellaneous, $1,098.29 (see Page V—90)...... 45,086 92 
Esquimalt, general repairs and improvements at R.C.N. Barracks and H.M.C. 

Dockyard:-—L. G. Scott, repairs and additions to officers’ mess, $1,180; accounts 

under $1,000, building signal tower, $750; advertising, $145.90.................. 2,075 90 
Kimberley Public Building:—-Clerk of works, #716.66. Materials, supplies, repairs, 

etc.: Interior Hardwood Co., supplying and installing interior fittings, $1,650; 

Office Specialty Mfg. Co., office furniture, $586.38, P.O. boxes, $1,829; accounts 

under $1,000, brass plates, $68.50, sundries. $175.06. King’s Printer, $1.99. Mis- 

cellaneous: advertising, $70.24. Construction: Moncrieff & Vistaunet, Ltd., con- 

tract complete, $25,989, extra work, $762, less $53.55 deducted for brick and less 

20,000 AIG TOL o-s0e Dawe” Vie 24 iI Bie aia) SBMatane YS core 1 SA MIE wie ageh Savana « clle Sue ve hace 25,195 28 
Rossland Public Building, repairs:—Canadian Office & School Furniture Co., alter- 

ing post office screen, $79, supplying and installing interior fittings, $3,290, less 

$37 demurrage; Moncrieff & Vistaunet, tiling in lobby, $190; Office Specialty 

Mfg. Co., post office boxes and drawers, $1,594 less $673.27 paid in 1929-30, page 

V—24; accounts under $1,000, brass plate and receiver, $84, sundries, $98.63.... 4,625 36 
Trail Public Building:—Materials, supplies, repairs, etc.:—Interior Hardwood Co., 

supplying and installing interior fittings, $4,365; Moncrieff & Vistaunet, sup- 

plying and installing brackets, double doors, tables, etc., $1,210, sundry work, 

$420; Office Specialty Mfg. Co., furniture, $250.49, post oftice boxes and drawers, 


Part V—24 
PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 126 & 369 — Public Buildings — Edifices publics 
British Columbia—Conc. — Colombie Britannique—Fin 


Trail Public Building—Cone. 
as per contract, $6,129; accounts under $1,000, furniture, $242, plates and 
receivers, $159.50, sate, $445, sundries, $232.10. King’s Printer, $2.42. Miscel- 
laneous: advertising, $55.86; architect’s services, Benzie & Bow, $2,836.60 less 
$1,761.51 paid in 1929-30, page V—24. Construction: Moncrief & Vistaunet, con- 
tract complete, $55,789, extra work, $943, less $14,670 paid in 1929-30, page V—24. 

Vancouver, accommodation for R.C.N.V.R.:—Materials, supplies, repairs, ete.: 
Vancouver Pile Driving & Contracting Co., repiling and repairs, $2,200; accounts 
under $1,000, repairing roof and dormers, $160. Miscellaneous: survey, $50. 
Purchase of property: Royal Vancouver Yacht Club, $9,000.................. fore 

Vancouver Public Building, to meet one year’s interest at 5 per cent on a mortgage 
of $400,000:—Montreal Trust Co., interest, 12 m. to Jan. 1, 1931................ 

Vancouver Public Buildings, improvements, repairs, etc.:—-Canadian Johns-Man- 
ville Co., laying mastic flooring in Express Office, Examining Warehouse, $3,952; 
EB. W. Falls, laying mastic flooring on second and third floors, Examining Ware- 
house, $4,795, painting and repairing Postal Station “C,”’ $2,097, repairs, $114; 
E. H. Shockley, extension to Observation Gallery, $315, post office fixtures and 
alterations to existing ones, $823.28, plumbing repairs, $606; accounts under 
$1,000, boiler repairs, $988, chairs and tables, $107, elevator and gate repairs, 
$250.15, plumbing repairs, $780.02, removing tile partition, erecting glass one 


and. .repairine’ table; $150jveindries) $22 505.2 0% . sala soils qtea eb apts lefnem Gents » here 
Total (see Summary — voir Sommaire, page V—167).............00000. 
Classified as follows -— Classifiées comme suit:— 
Salaries and “Wises”... Ace ek ers sco Moiwt wees oa: «62 Gana bedp hea aa eee aaa 716 66 
(bps ccah Phareai ps O20 c,: CV MRNGS, 6 frre GE Oe Camere aEe Vn Se car TP a 2,499 97 
Materials, ‘Supplies Repar renee «ogy eicisin's o's ss v.55) ob ok wee ee 82,821 19 
Materials, Supplies, Repairs, New Autos and Auto Repairs....... Zhe LU 
Printing “endiStationerye.ceer ves ose suk oe es es te) eee oc 73 46 
Nirecellancnlis pe eee eels ae es ela oN Sa bass ous Oa WE Oe etn eee 2,495 38 
Oper. Outlay BO. Ge ee eee eit ons ae eaetatteds ae 2B Glolace @ eae eee oie 91,159 45 


Vote_Crédit 127 — Public Buildings — Edifices publics 


Generally — En général 


SUMMARY—SOMMAIRE 


Experimental Farms, Replacements. repairs, improvements, etc...... (Page V—24) 
Flags for Doane, Public) Duldinges. jee ck. = cee eke ees eee (Page V—26) 
Inptallation sof  1vel saving ‘devices. tae en ok el, wee ake, See (Page V—26) 
Military Buildings, Repairs, fittings and additions................. (Page V—26) 
Military Hospitals, Repairs and-amprovements...... 020.005. .900.. (Page V—27) 
Bahlicubiilamges Generally. ox cmasppans cos 8 sts tee sete ns eee (Page V—27) 
Purchase’ of ‘stamp-cancelline machines)... 1... sd. teed ee eh oe es (Page V—28) 

Total (see Summary — voir Sommaire, page V—167)................2. 


DETAILS—DETAIL 


EXPERIMENTAL FARMS: REPLACEMENTS, REPAIRS, IMPROVEMENTS, ETC. 
FERMES EXPERIMENTALES: RECONSTRUCTIONS, REPARATIONS, ETC. 


Ottawa Central Farm:— 

Salaries and Wages:—Construction foreman, D. G. Boyd, $2,190; foreman 
carpenter, R. Birtch, $2,167.41; carpenters, W. A. Crawley, $1,604.55, M. 
Murphy, $1,690.95, R. Vogan, $1,773.45, sundry, $454.60; electrician, N. 
Brownlee, $2,120.01; labourers, E. Lauzon, $835.16, T. Miner, $929, W. O’Neil, 
$929, H. Riopelle, $835.16, sundry, $534; mason and plasterers, $326.60; 
painters and paperhangers, J. Allen, $1,379.28, J. Froats, $1,477.98; plumber, 
T. R. Rump, $2,197.64; plumber’s helper, T. Beckworth, $1,932.67.......... 


56,648 46 


11,410 00 
20,000 00 


100,149 60 
5,000 00 
9,433 67 

39,826 46 

77,690 45 

29,835 38 

59,077 40 


23,377 46 


Part V—25 | 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote_Crédit 127 — Public Buildings — Edifices publics 


Generally—Con. — En général-Suite 


EXPERIMENTAL FARMS: REPLACEMENTS, REPAIRS, IMPROVEMENTS, ETC.—Con. 
“FERMES EXPERIMENTALES: RECONSTRUCTIONS, REPARATIONS, ETC.—Suite 


Ottawa Central Farm—Cone. 

Materials, Supplies, Repairs, etc.:—M. N. Cummings, cement, $99.38, lumber, 
$2,212.52, shingles, $275.73, window-frames, $270; Erskine, Smith & Co., 
alterations to heating system in Dr. Shutt’s residence, $1,718, sundries, 
$134.73; Ontario Equipment Co., automatic pump, $100, 2 oil burners, $670, 
on account 8 oil burners, $1,767, sundries, $24.75; accounts under $1,000, 
cement, paper and roofing, $208.93, electrical supplies, $643.36, glass, $191.28, 
hardware, plumbing and heating supplies, $1,681.55, lumber, $1,582.02, office 
furniture, $520.25, paint, $457.52, repairs to boilers, oil burners and motors, 


$239.02, steel section with trays, $128, windows, $110, sundries, $482.65...... 13,516 69 
86,894 15 
Kentville, N.S.:—Labour, $1,019.13. Materials, supplies, repairs, ete.: Rockwell 
Ltd., cement, $271, installing furnace in foreman’s house, $215, paint, $112.08, 
_ repairs, $535.41; accounts under $1,000, electrical supplies, $463.44, office furni- 

ture, $220.46, lumber, shingles, etc., $648.38, sundries, $79.389...............06.. 3,564 29 
Nappan:—Labour, $946.25; brick, $97.60; paint, $153.63; plumbing and heating 

repairs,  $521k47j:) shingles) $77,605) sundries; $238.28 3204 1 a. dou. boaiaey Wigs. 2,034 83 
Charlottetown, P.E.I.:—Labour, $1,182.11; hardware and plumbing repairs, 

$388.71; installing hot water heating system in office building, $490; lumber, 

S280-80s paints $1 16845) wallpaper, $135.36; sundries; $232.32. .... 0.00.06 2M 2,826 15 
Summerside Experimental Fox Ranch:—Screens, $71.65; sundries, $69.63........ 141 28 
Fredericton, N.B.:—Labour, $609.62; boring well, $738; hot air furnace, $180; 

lumber, $140.98; office furniture, $160.20; paint, $253.26; plumbing and heating 

repaire 051,04 "screens, $136.30" ‘sundries, $129:8) nee ee ee oy SI, 3,000 16 
Cap Rouge, Que.:—Labour, $165; lumber, $174.60; paint, $181.40; sundries, $30.60 551 60 
.Farnham:—Labour, $270.72; electrical work, $130.10; lumber and_ shingles, 

S225. 2 SUMOIICS. 02 20 02s alelsisiate a ale eee ila las ETT 592 SLEOUA S09 AE (ESD Mie! ol Wa Sr LR 847 43 
La Ferme:—Labour, $682.59; cement, $240; electrical supplies, $281.74; hard- 

ware and paint, $245.37; hot air furnace, $90; lumber, etc., $509.............. 2,048 70 
L’Assomption:—Labour, $334.03; bookcase sections, $90.57; hardware, paint, etc., 

SUB See RUA Dem 1 Wale Nett, ate Stair: oie eles Fcc oe Lead Soke’ s FA Cea eae rns Lem me. 735-20 
Lennoxville:—Labour, $387; lumber, $132.28; paint, $271.44; plumbing and heating ~ 

eae es. y RUM LICH OE (S20 ee cede an sm sere wee alee iors Sia el aul Ce © tee Slee 1,564 17 


Ste. Anne de la Pocatiere:—Labour, $1,324.50. Materials, supplies, repairs, etc.: 

Gagnon & Pelletier, cement, $130, lumber, $952.40, shingles, $150, sundries, 

$91.25; accounts under $1,000, doors, windows, etc., $246.70, electrical supplies, 

$221, hardware, repairs, etc., $388.47, lumber, $466.30, paint, $369.84, wallpaper, 

S108.61) sundtiess M0 SGhiyneisee... VALU. RISES. te ALB 4,489 63 
Harrow, Ont.:—Labour, $1,306.91. Materials, supplies, repairs, etc.: Smith Planing 

Mill, lumber, frames, etc., $1,199.18; accounts under $1,000, cement, $117.50, 

electrical supplies, $291.77, furniture, $340.29, glass, $439.92, hardware, $189.39, 


paint, $391.35, water softener; $380, sundries, $161.70. 000.6006. e osc ee ees 4,818 01 
Kapuskasing:—Labour, $932.48; doors, screens, etc., $191.42; lumber, $279.80; 

Dammit! SlOO7as tr epairs;: $297 40-9 .sundriess +$30 ODN oo aooe elle le POU eS. 1,931 75 
St. Catharines Laboratory:—Labour, $110.95; office furniture, $23.37............ 134 32 
Brandon, Man.:—Labour, $440.50; paint and wallpaper, $400.34;. repairs, etc., 

CEC AAR ME CEL OE kein mamma tees mb se Ree” I SRM ROA: ia AIR RN a SE 1,214 01 


Morden:—Labour, $394.16; electric pumping plant, $145.65; electric wiring, fix- 

tures, etc., $445.92; hardware and plumbing repairs, $317.28; lumber, $403.60; 

paint. and wallpaper, $237.76sreundries, S$UQOT ein... STR e eee MOLL. .2ilNe QuS5 al} 
Winnipeg Rust Laboratory:—Painting and decorating, $508.72; sections, $224.... FooN72 
Indian Head, Sask.:—Labour, $297.90; electrical work, $133.23; fan-cooled motor, 

$324.50; lumber, $224.54; paint and wallpaper, $242.11; pulleys, hangers, etc., 


ShOGH40: Tepairs,, S508. 2a5 -SUBGPIGS,  SD7 SO aes cate o ce Mee aed wheduelegs OTL tnle’e a alee 1,874 71 
Rosthern:—Labour, $319.75; hardware, etc., $218.61; lumber, $827.54; paint, 
Ue SUE PAS: * POG LO), $s tad otter is l> SURE aU ond Semen 7 hey ie ene a Ne 1,630 93 


Scott:—Labour, $663.18. Materials, supplies, repairs, ete.: Beaver Lumber Co., 
cement, plaster, etc., $285.21, lumber, frames, etc., $743.94; accounts under $1,000, 


furniture, $326.77, hardware, $482.49, paint, $345.09, sundries, $167.68.......... 3,014.36 
Swift Current:—Labour, $1,293.30; cabinets, $208.90; painting and decorating, 
SOU D Saar Pep eies, we LADOs so PISUNAPICS OAD. Zoe cok eula var ee ees ebb bok reese 3,673 58 


Beaverlodge, Alta., cabinet, $47.53; Edmonton Laboratory, furniture, $232.15...... 279 68 


Part V—26 


PUBLIC WORKS—TRAVAUX PUBLICS 


Vote_Crédit 127 — Public Buildings — Edifices publics = - 


Generally—Con. — En général-Suite 


EXPERIMENTAL FARMS: REPLACEMENTS, REPAIRS, IMPROVEMENTS, ETCO.—Cone. 
FERMES EXPERIMENTALES: RECONSTRUCTIONS, REPARATIONS, ETO.—Fin 


Lacombe:—Labour, $484.10; cement, $248.77; cement manger and water bowls, 
$196.75; furnace, $157.78; gravel, $127.50; lumber, $430.06; paint, $183.84; . 
wallpaper, $96.76; sundries, $72.45............ SS PCE Re a lator she CONG ceiek DIGI a : 1,998 01 
Lethbridge:—Labour, $1,173.08; electrical work, $243.86; hardware and repairs, 
$334.69; linoleum, $196.50; lumber, $884.92; paint, $621.94; sundries, $162.68.... 3,617 67 


Manyberries:—Labour, $1,357; repair materials, $181.80... 00. ... 0. ccc ee cece 1,538 80 
Agassiz, B.C.:—Labour, $1,023.37; 2 furnaces, $464.75; hardware and repairs, 
$258.33;., lumber, -$258:255 sundries, (S064 6%, 0/05). . ADR . Uae, SEI 2,361 16 


Invermere:—Labour, $1,414.62. Materials, supplies, repairs, etc.: Invermere 
Garage, electrical work, $80.03, detailed in 1929-30, page V—26, $299.62; accounts 
under $1,000, lumber, ete., $236.24, paint, $170.50, plumbing and heating repairs, 


$719.77, SUNATIGS) SLT hse cites: SR OATAILE:, Pate thee stirs RmeMe Meme ae. ce nite SERRE sect fe 3,098 14 
Sidney:—Labour, $813.44; doors, windows, etc., $122.81; furniture, $432; lumber, 
$291.25: paint; '$305:555"shingles, $276.33;\ sundries, $122.51. 00, 2208. saci 2,363 89 


Summerland:—Labour, $1,692.05. Materials, supplies, repairs, etc.: T. M. Grindley 
Co., corkboard, etec., $1,155; accounts under $1,000, cement, $240.35, 6 freezer 
doors, $545, galvanized iron, $121.70, hardware and repairs, $353.31, lumber, 


$288.23, shingles, $94.25, windows, doors, etc., $213.68, sundries, $331.54........ 5,035 11 
Total ia us ialy vi xa acce ¢/a%e etal tea nek casei recut a ROMA 0 a eb rc te .c, OINGNRR Atee (Page V—24)$ 100,149 60 
Classified as follows — Classifiées comme suit:— 
Sa keeted h ACW Y ECS is, 6 «iu tetines srfie’s) caeh Seay aka. A calesns ghia is 1c pin ahah ~ 44,015 20 
Materials: “Supplies, Repairs, ete. 5.. s1teh cate lt <crabondix permis ' eels 56,134 40 


$ 100,149 60 


FLAGS FOR DOMINION BUILDINGS —- DRAPEAUX POUR LES EDIFICES DE L’ETAT 


Union Jacks: John East Co., 1, $8.45; Grant-Holden-Graham, Ltd., 53, $434.59; 
J. J. Turner & Sons, 3, $17.14; Woods Mfg. Co., 1,090, $4,589.18, less $64.39 
paid in 1931-32, detailed in 1929-30, page V—26, $15.03........... (Page V—24)$ 5,000 00 


INSTALLATION OF FUEL-SAVING DEVICES 
INSTALLATION D’APPAREILS POUR AMELIORER L’UTILISATION DU COMBUSTIBLE 


Peterborough Sales Agency, installation of “ Burnall” fuel-saving devices:— 
Annapolis, N.S., $481; Digby, $471; Lunenburg, $391; Windsor, $491; Wolfville, 
$471; Bathurst, N.B., $468; Chatham, $538; Fairville, $387; Fredericton, $507; 
Hampton, $487; Hartland, $278; Milltown, $481; Moncton, $688; Newcastle, 
$302; Richibucto, $298; Sackville, $529; St. Stephen, $496; Sussex, $274; Wood- 
stock, $367.67; Montmagny, Que., $273; Kenora, Ont., $348; Sault Ste. Marie, 
AU) Thi: ack tele ate wees ote /s .c elieleiie wih canis bal aie os atch, Aaah. Tuagatel eeneeed. (eee (Page V—24)$ 9,433 67 


MILITARY BUILDINGS: REPAIRS, FITTINGS AND ADDITIONS 
BATIMENTS MILITAIRES: REPARATIONS, AMENAGEMENT ET ADDITIONS 


Glace Bay, N.S.:—Decorating, $60; repairs, shelving, etc., $300.............0..4. 360 00 
Halifax Bellevue Building:—Standard Construction Co., detailed in 1929-30, 

page: V—26, . 2. AGRE emo GOT ae sls Gat. meee, Seteee sie) eet ae 500 00 
Weymouth, repairs, $199.26:. Yarmouth; sundries, .70e..h5).: 40. VORA) oes kad ved ee 199 96 
St. John, N.B.:—Carpentry work, $495; electric wiring, etc., $83.85; redecorating, 

Bitte ew ies 0 00s OEE Hole Siscare +o) os RRMEREMEIC DS «<0. 2. oR MREMITE Beate Ie Ore fel 2h erent a 650 85 
Sussex:—Vulcan Asphalt & Supply Co., Ltd., supplying and laying mastic flooring, 

e000: King's wpeinter,. S16yc. adVertisine,. 00.06 usu bs sive ca% 6 une Rae eens 1,538 03 
Montreal, Que.:—Craig street Drill Hall: Heaters, Ltd., installing 2 new boilers, 

$2,595. Royal Victoria Rifles Armoury: altering heating system, $293......... 2,888 00 
Ot, jaan bert “Seer y eR ha hs pe utacmetiasdiie arn Cire Smet tein din onl eLt oes aes 37 94 


Brockville, Ont.:—W. A. Moffatt & Sons, supplying and laying mastic flooring, 
$4,400: King’s “Printer, “92-755 ad vertistag, \e40.00 tee ete eae cerets ier tee 4,539 25 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote_Crédit 127 — Public Buildings — Edifices publics 


Generally—Con. — En général-Suite 


MILITARY BUILDINGS: REPAIRS, FITTINGS AND ADDITIONS—Conc. 
BATIMENTS MILITAIRES: REPARATIONS, AMENAGEMENT ET ADDITIONS—Fin 


Burlincton:=—installene heating sytem yds 0 ys MUS edi ays aialds oe UNDP ORT LOVIN NE 218 00 
Caledonia: —Dismantling and re-ereciting shelving, etc., and moving stores......... 75 00 
Hamilton:—F. Alden, alterations as per contract, $4,500, extra work, $207.90; 

accounts: under? $L.000s\shel wing, etenu SSG a0 cwis Pata el OREO ag 5,071 40 
Kitchener:—Benches, ' $52; stoves, $50;/ sundries, $50/40..0.5 se ca lees 152 40 
New Toronto: —Labour, $18.40: alterations and repairs, $152; damage to property, 

$250°" lése $125 imal, by iWork Rangerssi.eundries,) S236 03. one OR SL 319 Ol 
Orangeville:—-Moving) fittings’ and instatling ‘same wel. yoo Oa IO ee. 90 00 
Tembroke:—Cochrane-Dunlop Hardware, Lid., roofing armoury, $2,635.95 less $700 

DAG Ti L9ZO-BOM PACER BTiS MME ON, NN, DAP OY oad teh, WE Ged 1,935 95 
Portage la Prairie, Man.:-—Building racks, shelving, ete.... 0.0.0... ccc eee ce eee 365 00 
Winnipeg, Fort Osborne Barracks:—Roofing and sheet metal work on stables.... 983 00 
Lashburn, Sask.:—Rifle racks, shelving, etc., $356; sundries, $59.90................ 415 90 
Saskatoon, R.C.N.V:R.:—Repairs; etc!) $269.75; sundries, $80... 0000.0 000 ec cee ees 299 75 
Edmonton, Alta.:—-S. lL. Dobbin, Heating & Plumbing Co., Ltd., furnishing and 

installing traps on ends of steam mains, $1,000, repairs, $475..............-... 1,475 00 
Innisfail:—Moving equipment, $153.78; sundries, $93.84......... 0... cee eee ee eee 247 62 
Redelifte:-—Broughtoni ie: i Devitt, srepamrsin Fs UG, US Oh rk TR aS ay 2,280 00 
Westiock:—Raenairs, S80 Ssundriesim paar We ak hs I, MLO 150 00 
Kamloops, BCc--PuiD? Woodward butiding Waddittom i). lich oA A ET ie ak 3,109 59 


New Westminster Drill Hall:—A. McGougan, contract complete for alterations, 
additions, new foundation and heating system, $6,240.85; King’s Printer, $2.25; 


DAVEFTISING, S OLOU. SU. SA ot IR IEE oles AO OO PTR a EN SARA ot ste 6,313 60 
Vancouver:-—Canadian Johns-Manville Co., supplying and laying mastic flooring, 

$4,658; accounts under $1,000, building shooting range, $423.30, repairs, $530..... 5,611 30 

EEOC bay ak os wah oe SACP Aenea ence dab ed ox Ho Ba. CN RRR IDO (Page V—24)$ 39,826 46 

Classified as follows -— Classifiées comme suit:— ny ae 
Salaries’ ands Waresdsnd smu aa ek isis) tigre Seid Be AA 18 40 
Materials, Sirpplics, Repairs.) eben). 007i). tia so aatats Ue 39,648 03 
Printing (anda mba tionery 28 0% ke: peo s Wate, hate On Caan Re 6 67 
INL teeel LA Neo USANA Bhs ei dicts OMAN OO ART! TINS cle rok Tem a IOS Wy LON t 153: 86 
$ 39,826 46 


MILITARY HOSPITALS: REPAIRS AND IMPROVEMENTS 
WOPITAUX MILITAIRES: REPARATIONS ET AMELIORATIONS 


Halifax, N.S., Camp Hill:—Macdonald Hardware Co., repairs to stucco work, 
$1,858.78; D. Roche, painting, $1,850; accounts under $1,000, building concrete 
curb and new roads, $306.44, making and fitting fire escape, $325, mastic 
flooring, $498, paint, $668.95, plumbing supplies, $498.35, roof repairs, $640, 
BONO Eade OP SOUIEIOA NO Lam oordiels s 6 4 ae loiter giiel easy seis MUM IMMeraN aig 6 ie l)s Ula aleieg 7,118 99 
St. John, N.B., Lancaster:—Jas. E. Kane, contract complete for alterations to 
heating system, $6,830, repairs, $40; accounts under $1,000, paint, $222.26, range, 
$513, repairs, $217.12, 3 steel cabinets, $139.95, supplying and erecting fire escape, 


$267.65, sundries, $25.12; King’s Printer, $1.79; advertising, $56.50............ 8,313 39 
Montreal, Que., Seigneurs St. Building:—Cutting brick wall and installing fire 
OE ae erie ho clays ig Cresta tah Ree Aa Ca” MAORI CNG io ole 1 bine Gea Star Re RM UD NR ED 125 00 


Ste. Anne de Bellevue:—Labour, $1,860.15. Materials, supplies, repairs, ete.: 
Campbell, Gilday Co., repairing laundry roof, $1,475; Canadian NSales, Reg., 
supplying and installing 3 electric refrigerators, $1,700; J. A. Kennedy & Sons, 
pipe, ete., $1,644.11; Linomarble Flooring Corp., supplying and _ installing 
magnesite composition flooring and wainscotting, $4,450; accounts under $1,000, 
electrical supplies, $190, paint, varnish, etc., $589.62, repairs, $2,662.95, scoop 
conveyer, $656.40, stone, $302.49, sundries, $104.28. Construction: King Con- 
struction ‘CoJndetailed: 1601929-30; —~pasenVe—28) S25 ieee oi lenstaniloe. Ween & Es 15,660 00 

London, Ont., Westminster:—-Labour, $826.60. Materials, supplies, repairs, ete.: 
Dennisteel, Ltd., fence, posts, etc., $1,686.61, spiral stairs, $257.50, window guards, 
$571; Empire Brass Mfg. Co., plumbing supplies, $1,979.43; London Paint Service, 
paint, etc., $1,295.88; accounts under $1,000, cabinets, $523.67, cement, $280.20, 
electric wiring, $744, hardware, paint, etc., $413.83, installing magnesite flooring 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Vote-Crédit 127 — Public Buildings — Edifices publics 


Generally—Con. — En général-Suite 


MILITARY HOSPITALS: REPAIRS AND IMPROVEMENTS—Cone. 
HOPITAUX MILITAIRES: REPARATIONS ET AMELIORATIONS—Fin 


London, Ont., Westminster—Cone. 
and wainscotting, $228, 2 kelvinators, $816.30, laying mulsomastic floor in bath- 
rooms, $229.20, lumber, $23.08, mulsomastic, $606. 37, repairs, $1,064.68, stone and 
gravel, $368. 50, ventilators, $105, wood cylinders for washer, $210. 08, zeolite, $480, 
sundries, $112. 92. Miscellaneous: car fare, $8.12; taxi hire, $20. ‘Construction: 
A. B. Coleman, balance final estimate, June 20, 1920, $2j31F:590k HAR. iad Belew, 
Toronto, Christie Street: —Labour, $624. 80. Materials, supplies, repairs, etc.: W. 
A. Moffat & Sons. on account magnesite floor and wainscot, $1,115; W. H. Price, 
painting, $1,517.50; Turnbuil Elevator Co., supplying and installing 6 elevator 
fronts with ‘doors, etc., $2,073; accounts under $1,000, bread slicer, $280.25, less 
$50 allowed on old _ slicer, ‘electric supplies, $321. 99, glass, $109, lining 4 
refrigerators, $260, lumber, $291.58, paint, $1,213. 64, repairing track ‘and 
putting in siding, $244.70, repairing wood cabinets, $286, steam table, urns and 
stands, $653, 2 steel cabinets, $87.25, supplying and installing 9 electric 
refrigerators, $820, supplying and installing elevator gate, $210, supplying and 
installing lightning protective system on chimney, $475, tray racks, $488.78, 3 
trucks, $260.19, sundries, Di Seld sare ss Hep h Wea smetas Sai ae oe toh lee 6 a Rs aera 
Winnipeg, Man., Deer Lodge:—-Materials, supplies, repairs, etc.: Cotter Bros., Ltd., 
heating and plumbing repairs, $1,193; Schumacher-Mackenzie, Ltd., on account 
installing fire alarm system, $2,200; accounts under $1,000, autopsy table, $185, 
is cabinets, $344.89, grading and surfacing lane and srounds, $858.32. Miscel- 
laneous: packing and moving Dept. of Pensions and National Health from 
Commercial Building, $697.50. Construction, R. N. Wyatt, detailed in 1929-30, 
pare W260, Ph O00 bs srsis> ctyames beara. ambien autsln. ch 2 hii vie ents ey. eles Na ae 
Calgary, Alta.:—Additional plumbing, $936.78; cabinets, $558.50; erecting parti- 
tions, $98; lumber, $94.30; paint, $306.27; refrigerator, $607.90; supplying and 
ivpte ings Mrve escape ne284". sundries, $87 1B. ....../5,s\es)s, oyu sileuecencteher tyes ofa Rem pesatcanta ter arme 
Vancouver, B.C., Shaughnessy:—Labour, $2,380.20. Materials, supplies, repairs, 
etc.: cabinets, $210.33; electrical work, $248.75; hardware, $721.93; lathing, 
plastering and painting, $401; laying terazzo floors in kitchens, pantry and eye 
clinic, $859; lumber, gyproe, etc., $1,360.68; mixer, $715.40; paint, $1,110.51; 
plumbing repairs, $238; steam table, sink and sterilizer, $737, 75; supplying and 
installing 6 gas fires complete with connections and flue, $340; sundries, $148.22. 


Miscellaneous: local NMpROVeINeNnt GAXeR, 4HS70L7 00s. pres arelatai etait he eee 
Victoria, Vetcraft Workshop Building :—Repairing FOOL ANG (COMINGS c ecwnieusieels 
OMOEA (04a ein cQNG Bae Nee eights ao taal Ai helmet at A eta Feo (Page V—24) 
Classified as follows — Classifi¢es comme suit:— 
Salaries: Sandi VWwoaee: . {ket 1). ae eOn ae oe Tc © = 4c cletOR akc eee 5,691 75 
Materials): Supplies Repairs ietecs «und denne aad. Blaise. 67,003 50 
Printing (and. pptarvoner yi’. tise es Abed eae are do ee abe Sata 1 79 
Migcellanecoasigcctver> ites” «ats fea tatns's “Meh 5 RAPER ET oomaih re. deamet SL gente eee 1,152 82 
Other, Outlayieig ss sacs eats stawieges os RRR ete siete ars ey ie Soe 3,840 59 
$ 77,690 45 


PUBLIC BUILDINGS — EDIFICES PUBLICS — GENERALLY — EN GENERAL 


Hebertville, Que.:—-Registrar’s, fees j.1aby titans tabs bleed tote th le amt SRW eats gl diets telltale uals 
Belleville, Ont.,; Armouries:—-Architect’s ‘services, ete. oo... a ea ee a 
Burks Falls:—Share of cost of repairing wall and caring for garden, $225, less 

$193.95 paid\in 1O20s80)(pagel:\V—28') shpdnen ol ee. TET Ee me eee, Die 


Cardinal Post: Office::—Degal teerviees; Jf Laid 22) PRS URS teh Nels 
Morriaburg:—Care @fiiertes MlQoOe .. 0 De i | AER, A TT IRS Rts Se 
Toronto, Federal Building:—Legal services, H. D. Anger.................. PSL 
Watford:—Horticultural Society, part cost care of grounds.................... 
Saskatoon, Sask., Armoury (Caswell Building):—Purchase price, 84 instalments, 

$21,499.80, less $19,964.10 paid in previous years... ... ccc ec ccc c cece es uccees 
Edmonton, Alta.:—Legal services, Wm. Reais os ese Gn el, I ee tle be 
Douglas, B: C.:—Legalt!services;«D.) Whitest evar 1.5 120 A Ue Bide wa Late eee Se 


Collection of rents:—London, $24; Ottawa, commission, $643.28, legal services, 
J. Genest; $23.50, 1 «By Mialveyy: G40,.68:). 62.2088. ofa. tig, BUS Dae eb 


15,236 56 


11,355 45 


6,978 71 


2,972 88 


9,842 47 
87 00 


$ 77,690 45 


Part V—29 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote_-Crédit 127 — Public Buildings — Edifices publics 


Generally—Conc. — En général-Fin 
PUBLIC BUILDINGS — EDIFICES PUBLICS — GENERALLY —EN GENERAL—Conc—Fin 


Taxes:—Montreal, $60.64; Southampton, $5.80; Toronto, $10.66; Moose Jaw, $7. 84 10 
Taxes for local improvements:—Montreal, $2,998.72; Ste. Agathe des Monts, 

$82.33; Amherstburg, $274.68; Belleville, $149.40; Kincardine, $273.13; Kingston, 

$431.26; London, $186.68; Norwich, $14.58; Winnipeg, $1,192.74; Prince Albert, 


5706:203 "Saskatoon: 8503.50) wiV aneomwer S246; (2reroues aps stare «pe sios0 overs. © Weep aawariienere « 7,059 94 
London, G. B., Canada Building:—Detailed with Maintenance of Dominion Build- 
Be CSG ss V ct ares riay init eae Abe saerpicee Secu bia oo Pe eo Rew vhede Miele apercdee ety s 3,326 95 


General Expenses:— 
Materials, supplies, repairs, etc.: photographic supplies, Instruments Ltd., 
$5,934.25, Keuffel and Esser, $1,422.62, Ontario Hughes-Owens Co., $3,191.88, 
accounts under $1,000, $2,861.49; sundries, $10.80............ ccc eee cece ecees 13,421 04 
Printing and Stationery: King’s Printer, printing, $1,176.28, supplies, $5,885.05. 7,061 33 
Miscellaneous: express, $451.62; telegrams, $2,998.43; work done for Architectural 


pranch) by. Photographic Brancies5.230.88 1... .tsbiaioaus. deste da’. vamete lal. 4 8,680 93 

42,175 49 

Less —-Work done for various Departments by Photographic Branch........... % 12,340 11 

TOGA)... oautngh ck ths Cae. Aeon ts WANS cidade a dokere s (Page V—24)$ 29,835 38 

Classified as follows—Classifiges comme suiti— = = |... 
Materials, Supplies, Repairs, ete ngusbh... 21. .[. «skin is cole ey oh oh 29,126 46 
Printing -aMd , SLAbvONeRY 1.42. sWaERe «Wie voi be saa hdd « veut 7,061 33 
Mirecellaneouse Vids so cccieukcte «olds. Rae Oe, Ae . Sale Eke BRL whe 4,452 00 
PEEP POU AV coasts sie CaiSal. «Su tkET UME. LINER LAE a eret [sO «oo ot 1,535 70 
42,175 49 
frase NG JUSTOVONUS' 5. . awn ap ATOM «hy efecto «<5 essai ety eile 12,340 11 
$ 29,835 38 


PURCHASE OF STAMP CANCELLING MACHINES 
ACHAT DE MACHINES A OBLITERER LES TIMBRES 


Robbins & Myers Co., 27 motors with PULLOVER An. Saye ost hae so eek igh ee Wists a tees cons 952 40 
Robert, G. H.: 20 machines, $50,000; balance on 13 machines, $8,125............ 58,125 00 
| YE Niel Soe Magid 2 SRD ake a a UA a Re ap OR A ape das (Page V—24)$ 59,077 40 


Votes—Crédits 128, 370 & 24* — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, 
ameublement, chauffage, etc. 

Ottawa Public Buildings and Grounds — Edifices publics et terrains a4 Ottawa 


SUMMARY—SOMMAIRE 


Departments Generally, char-service, €tC........ ccc cece eee cence (Page V—30) 421,681 89 
WICMELOINTATLOUO ALO Pe cee ee ee nice nae ee oes cele ah eotuekle tetas e «tte (Page V—30) 116,653 37 
Heating, including salaries of engineers............. cece ec eeeeeees (Page V—31) 412,480 32 
Light and Power, including roads und bridges...........eeeeeseeeee (Page V—32) 174,999 47 
Repairs, improvements, additions and maintenance.............2-08- (Page V—33) 716,955 90 
Rideau Hall, including grounds, improvements, furniture, main- 

NL NG IMR SOE EE AGA OM AUNIEER, 7 aaPe RyRE AGP, SS, ECGS mc, Pe eee OAS (Page V—37) 59,999 06 
Rideau Hall, allowance, for: fuel “and Jight ih . se ns albele dive a fd. ol (Page V—37) 19,000 00 
Rideau Hall, to complete payment for additional furniture, Chinese . 

AsO levy Vets. 94 Oo GEL shia dhs « Shae RE) Saabs Vb eee 4 ol tae (Page V—88) 15,000 00 
‘EGlOPHONE SERVICE Hass) F1 b hd. chee oh bile Se wT «ceeds vane we (Page V—38) 130,499 96 
Waterton ce Faic te ae ste aie x: ess eee [Wea tc sie ba BARS wt dcs eRe (Page V—40) 69,249 12 

Total (see Summary — voir Sommaire, page V—168)...........-.-005, $2,136,519 09 


—_—_—_—_—_——_—— 


* Supplementary estimates—Crédits supplémentaires. 
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PUBLIC WORKS—TRAVAUX PUBLICS 


~ 


Votes-Crédits 128, 370 & 24*— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, et¢e.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 


Ottawa-—Suite 


DETAILS—DETAIL 


DEPARTMENTS GENERALLY, OTTAWA: CHAR SERVICE, INCLUDING $187.50 TO E. SNOWDEN 
FOR FIRING NOON GUN-— MINISTERES EN GENERAL, OTIAWA: SERVICE DE 
NETTOYAGE, Y COMPRIS $187.50 A E. SNOWDEN POUR LE TIR DU CANON A MIDI. 


Salaries and Wages— Traitements et salaires:— 
Supervisor: E. J. E. Clouthier, April 1-June 19 at $2,160, $474; P. R. Henry, 8 


00 


62 
00 


12 


00 


mito. Mar. (31 vat S800) eee ie ie tate ey aoe ON Ae ANE 2 REI ai AEN Sed an pn 1,674 
Assistant supervisors: S. Collins, Dec. 6-Mar. 31 at $1,440, $460.62; P. R. Henry, 

3 m. to July 31 at $1,440 (promoted) SNORT AO). AOE TAMER Miet S tei MENON 820 
Foreman, P.:-R. Henry, Apri ‘Gpromoted) . 6 el. ED Es 110 
Foremen at $600, part time: G. H. Bell, S. Collins, April 1-Dec. 5, $408.06 

(promoted), J. Devlin; P. Flanagan, ll m. to Mar. 31; J. Harris (plus 9 

nights overtime), $614. ‘66; EN: “Hughes: E. Lecompte; C. Lee, Mar. 1-29, 

1931, $46.77; W. "Morford: Glo. Nunn.) Potter; W, n Ralph: A. Schaw, 

April 14-30, $28.34; J. Stack, Feb. 21- Mar. 3), $64. 29; -‘W. -A::Thomas::..'.. Welle 
Cleaners: J. F. Bryan, 3 m. at $900, 9 m. at $960 (less 1 d, $2.50), $942.50; R. A. 

Burns, June l-July 9 at $900, $96.78; W. Connor, 6 m. ‘at $900, 6 m. at $960, 

$930; ‘0. Dupras, $1,140; W. Gunn, $1,140; Suck, Heyes, $1,140; R. A. Lonie, 

$1,080; J. McCormick, Nov. 14-Dec. 31 at $900, $117.50; M. J. H. O’Donnell, 

$1.140; J. J. Ryan, July 9-Mar. 31 at $900, $655.65; E. Thomas, Oct. 13- 

Mar. 31 at $900, $420.98; E. Tremblay, $1,020 (less 96 d., $265.97), overpaid 

$6.77, $760.80; J. A. Viau, AZO oC Fea ucilororsh sje hese reir yal sylerieyreee pn iha vcak er a eaters ie Res hen aM aerate 10,764 
Charmen at $500, $53,464. 70; charwomen at $420, hai BOB 2 Tepndes seie seine Succes 401,872 
Firing noon gun}; Snowden; -15 m.: to: Mar, :31,, 193]. estes. Fee ek lee 187 
Detailed in 1929-30, (Page V=-30 A RNR aste ok ley uate sel tis ecu eylt AU Mian hace a a se ie aan ee 2,729 

425,271 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Cleaning supplies: ammonia, $334; brooms and brushes, $1, 038.77; disinfectant, 

$622.27; electric polishing machines, $420, $245, 2, £480: mops, mop-wringers, 

etc., $2, 487.62; pails, $141.15; polish and floor wax, $1,017.95; soaps, cleaning 

powders, ete., $1,071.77; steel lockers, $136; sugar-bag linings, $771.99; trucks, 

$100.31; sundries, $501. 56,/:(Plannt Hardware 0. VP Ly GOROds Vee] Ms Rankin, ' 

Tit | ¥$1,659:935)) accounts” under. o1,000, 7 SO;400 VO) cass weyevisiels wars cleus eos aul s 9,368 
Toilet supplies: paper towels, $808.33; toilet paper, $4,976.17; toilet soaps and 

dispensers, $597.29 (EK. B. Eddy Co., Ltd., $5,784.50; accounts under $1,000, 

RL) sg Gites HUMGRSTE Seles’ ext: nee ecient tA ol, te Seas tiles. Beka: aia oh. aia eta MPLA Aetna ete age - 6,381 

15,750 
Miscclaneous-— Divers :——Hospital treatment «1d. baniscue - gs hoe Oe oe OM ee 22 
Other Outlay — Autres déboursés:—Gratuities of 2 m. salary to families of follow- 
ie deceased charwomen, Mrs. B. Loftus, $70, Mrs. A. Marangers, $70, 
E. O’Brien, $65.21, Mrs. A. Tasse, $70, Mrs. V. Tessier, $70; retiring leave, 
A, Pat coh war retired Aug. 15, 1929, $67, Doras Beamish. ple MOT UUAERIETEE S65 ph e's ao 2 oes 412 
441,456 
Less — Charged to Dept. of Printing and Stationery.......... $ 17,894 14 
Sales tomobier departmention i ot aue cman ee peuaeee « 1,880 27 
SEER 19,774 
PLOT Gabe Preah coe Sic e ac OI eer aie ae pete ne eae ene (Page V—29)$ 421,681 
ELEVATOR ATTENDANTS —- PREPOSES AUX ASCENSEURS 
Salaries — Salaires:—12 m. to March 31, 1931— 
PAIRS. ied MRO -\dia.5. «5 0 + «slsd ARON ws bE EM GS CRRA eee ene ed ee 1,380 
At $1, 260: A. Baker; )C, -Blais;. P. Hinge eac: T. Brown; L. Cardinal, arrears, 

$1.69; E. Charrette; A. Chevrier: d. Cleary; R. Connell; Wid. Connol rye ‘P. 

J. Donnelly; A. Drapeau; F. F, Fraser (less $3.39 overpaid 1929-30); J. 

Hotte, April 1-Dec. 29 (less 134 d., $46.23, retired); D. C. Hunter; R. J. 

Johnston (arrears, $1.88); G. Lafontaine; L. de la France; T. Lavoie; J. W. 

Lewis; C. J. Mason (less 10 d., $35.15); C. McConville; H. Mercier; A. 

Proulx; W. H. Quigg; J. W. Rochon (less 4 d., $13.61); M. A. Sabourin; A. 

39,903 


J. Telford; I. Trepanier; J. Trepanier; J. Whalen; E. H. C. Wittenberg.. 


40 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 128, 370 & 24*— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, ete. —Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains 4 ~ 
Ottawa-—Suite 


ELEVATOR ATTENDANTS—Conc. — PREPOSES AUX ASCENSEURS—Fin 


Salaries — Salaires:—12 m. to March 31, 1931-Cone. 

At $1,200: J. Beaulne; J. P. Beda rd (less ane d., $100.29); E. C. Bridge; . 
Carriere; O. Carriere (overpaid, lle.); R. Christy (less 14 d., $4.94); 
Donovan; W. Gauthier, 3 m. to Mar. 31; Jv D. Gaw; R. J. Hill; G; Rinber 
arrears, $3. Dh ds Lacroix (less 3 d., $1 62) ; E. Larocque (less 20 d., $64. 53) 3 
BoM, ‘Laughren (less 114 d., $377. 16) ; E, - Lumsden (less 2 d., $6. 45); 
Mercier; H. Miller, 3 m. to Mar. 31; E. E. Olmstead, 3 m. to Mar. a he E. uM 
Olson, 6. m. to Mar: 31; O. Pageau, 6 m. to Mar. 31 (less i re IE 28); eA, 
iN Paquin; R. Pariseau; J. H. Phillips; G. Proulx (less 4 d., $1.61); J. A. 
H. Renaud (less 37 d., $119. Bly): Sheridan; A. Steele (less 1302, d., $433.94) ; 
E. T. Thomas (less 54) d3:$12: 50) ; ty Tudor (less 25 d., $79. 72) P;;Turpin; A. 
WV OOC LOL uReRe. Spe aye the Medal G) WERKE OEY te REN | Ee a RE beg RY i Ne da ile 32.087 35 

At $1,140: H.-Ayotte, 6 m. to Mar. 31; G. A. Bruce,.9 m. to Mar. 31; W. 
Brunette, 9 m. to Mar. 31; Elz. Carriere (less. 144 d., $45.53); N. Deslauriers 
(less 2 d., $6.24) ; W. Gauthier, 9 m. to Dec. 31; M. Girouard, 9 m: to Mar. 31; 
G. Ironmonger, 3 m. to Mar. 31; J. McCarthy, 3 m. to: Mar. 31 (less 3 d., 
$994)! Ft Miller, 9m. to Dee; 37 Tr J. O'Hara,’ 6 m: to Mar: 31;" BH. B. 
Olmstead, 9 m. to Dec. 31; E. M. Olson, 6 m. to Sept. 30; O. Pageau, 6 m. to 
Sept. o0 20 deh Oks a) Bhd Gk al. ols Me el ate) Th. CO LAY NOLL cates. c'e ule a e's « 11,339 02 

At $1,080: E. Ayotte, 6 m. to Sept. 30 (less 2 d., $6.39); J. H. Bradbury (less 
132 d., $393.91); G. A. Bruce, 3 m. to June 30 (less $1.50 overpaid 1929-30) ; 
W. Brunette, 3 m. to June 30; J. B. Carricre (less 1024 d., $300.60); J. Floyd 
(less 1064 d., $315.12); E. Gariepy; J. Gates (less 138 d., $406.88); F. 
Gerbrandt (less 64 d., $188.79) ; M Girouard, 3 m. to June 30; J. Hutson 
(less 1374 d., $408.95); G. Irenmonger, 9 m. to Dec. 31; F. R. R. Jacques; 
T. aan (less 46 d., $136.43); A. Langevin (less 46 d., $141. 35); C. Levasseur 
(less 434 d., $126. 53) ; M. Lortie; J. McCarthy, 9 m. to Dee. 31; J. Nunn 
(less 1753 d., $521.90); T. J. O'Hara, 6 m. to Sept. 30; J. Pitts (less So. ay 
$243.85); M. Reid: ibe Renaud (less 67 d., $203.40); J. Rock, 9 m. to Dec. 31; 
O. Renaud (less 1073 d., $316.08); J. O. St. Amour (less 46 a $141.35) ; H. 


Simard, 3 m. to June 30: if ig Smith (less 94 d., $276.80) ; J. Touchette 

(less 432 d., $127.44); M. “Violon (less 187 d., $558. 87); eas under $500, 

Be bey Sites ec Rate Am gamer 8 ae Ree aOR NUL RNS Wi Lier y MMe a hale! pills yeti ty ctiabah cbiat aie athit ahidaatle 25,165 38 
Detailed with “Heating, including Salaries of Engineers, etc.”... (Page V—32) G13 
Detailed iret To 20-SO ae ES ROD aa OTS UN AE RNa! te ES NUR RCP en 1,489 61 


111,370 87 
Miscellaneous — Divers:—Uniforms, F. W. Burn, $2,642.50, J. A. Parisien, $2,640. 5,282 50 


6s A ge ee AMER bee td TN RRR Ta eh A ER (Page V—29)$ 116,653 37 


HEATING, INCLUDING SALARIES OF ENGINEERS, ETC. 
SERVICE DU CHAUFFAGE, Y COMPRIS LES SALAIRES DES CHAUFFEURS, ETC. 


Salaries and Wages —- Trattements ef salaires:-— 


Re ie eat ELE eR ER IE, Lr ic) cary Gem Mima Weetaae eo. asnay' Sead UNCED GPT tak! SANT ce 88 ODE 1,260 00 
Engineer-caretakers: T. Deavy, $1,500; J. D: Stratton, $1,500.................. 3.000 00 
Firemen: W. Jean, $1,260; M. Larkin, $1,320; E. Leblanc, $1,260; T. Mason, 

SOO eke CIN IND, ode Orica. MMU A SD eet OU oa e's, oc. syslalsrwie Dibvo i's, 4k ohare, otviRy a 7,740 00 
Firemen’s helpers: J. Clost, $1,080; F. Mulligan, $1,080... w.jc0.6 cc. eseaw ences 2,160 00 


Firemen-labourers: G. Brunet, $1,260; G. Burke. $1,260; H. Groulx, $1,380; W. 

Manchester, $1,260; H. McCann, $1,260; W. McPhail, $1,260; E. O’Callaghan, 

12605 Mi Riis heh aOS PS ERAT TS RTO » crs ec ewealebebiths a suereergubiosiginaties 11,580 00 
IMecwanical (Sinem Miecodent, Ves DUCKICY swum + + ere cate n crnptele cid na cone ayer sicie 2,220 00 
Stationary engineers: KE. Benoit, $1.500;.C. Berry, 5 m. at $1.560, 7 m. at $1,680; 

J. Binns, $1,680; M. Brown, $1,560; T. Carr, $1,500; J. Donoghue, $1,680: F. 

Dumoulin, $1,506; W. A. Fletcher. $1,500; A. Girling, $1,500; -G. Girling, 

$1,440; R. J. Gorman, $1,920; G. Hollingsworth, $1,920; J. Huard, $1,440; 

J. Jackson, $1,260; J. Johnston, $1,440; A. Lortie, $1.440; F. X. Lortie, $1,500; 

W. McLean, $1,500; J. Mulhgan, $1,920; H. J. Nevin, $1,260; P. O’Connor, 

$1,500; J. J. Ogilvie, $1,926; J. J. Reeves, $1,320; W. N. Rice, $1, 220; pe 7 

Fpassete. L200 3 Gr CAPO: vas Lake 8 6 gdh « of ie Bt Gail ce Bee a Ae tag ARE © cere OP 40,570 00 
Steam-power-plant. engineer, W. J. McIninch...........ccccseccceccewneeeewes 2,520 00 


Part V—32 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-Crédits 128, 370 & 24*—Public Buildings — Kdifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains & 
Ottawa-Suite 


HEATING, INCLUDING SALARIES OF ENGINEERS, ETC—Cone. 
SERVICE DU CHAUFFAGE, Y COMPRIS LES SALAIRES DES CHAUFFEURS, ETC.—Fin 


Salaries and Wages—Conc.—Traitements et salaires—Fin 
Watchmen: E. Ballance, Aug. 7-Mar. 31 at $900, $585.49; W. arenes $1,260; 
R. Baxter, $1,200; i. Boucher, $1,200: W. Brunet. 6 m. at $1,020, 6 m. at 
$1,080; W. H. Brunette, July 92-Mar. 31 at $900, $624.20; E. Burden, $900; 
R. A. Burns, Aug. 7-Mar. 31 at $900, $585.49; J. R. Clark, $1, 200 30D: Colbourne, 
$1,200; J. Duchesne, April 1-Sept. 8 at $1, 5.00 (less 51 q., $167. 70), deceased, 
$357. 30; I. Foisy, $1, 260; A. Fraser, Oct. 1-Jan. 31 at $900 (less 24 d., $6. 05), 
$283.95; A. Gamache, $1, 200; A. Hind, $900 (less 38 d., $92.82), “$807. 18; E. 
Hudon, July 28-Dec. 31 at $900, ear 68: W. O. Jones, 6 m. at $900, 6 m. at 
$960; A. T. W. Lawson, $1,200; A. Lloyd. July 24- Mar. 31 at $900, $619.36; 
R. F. Manning, July 28-Mar. 31 at $900, $609.68; D. McGillivray, 6 m. at $900, 
6 m. at $960; ae W. MeMillan, July 22-Mar. 31 ‘at $900, $624.20; R. Patterson, 


$1,200; W. Pothier, $1,140; accounts under $200; 15420 S00. 25, ORR er eee es 21,790 
Weighmaster, W. J. Meagher Nt Suara COT WN UAR RAL LAM PERL EO 5 AN a Aber la eh San 1,560 
Winter engineers, $20,812.10; winter firemen, $31,064.77............0ccccceeeee 51,876 

; 146,277 
Materials, Supplies, Repairs, etc.—- Matériel, fournitures, réparations, ete.:— 
Coal: Independent Coal Co. Ltd., 2,490:72 t. buckwheat, $18,233.85, 31-27 t. 

cannel, $305.24, 41:19 t. chestnut, $549.89, 2.786-25 t. lump, $23,165.20, 20,928-38 

Te SACK, Gb 1 Od LOTS, OSC BLOTS, SLOL OF + «neh Gels a's a ecn eee nc cuetr eae 200,352 
Coal screenings: J. G. Butterworth Co. Ltd., 235-8 t., $1,060.99; M. N. 

COMM iNgS AOVOS a Gohhe Vee eee wae a ia’ lteter af odth oo elcG od ace are ae CLP DReS eS cent ety ee 1,259 
Coke?; Independents Coal mama stGss. (067 (80 Ge «acess bys eae cikes cea wienia ogc ead vipers © ave 8,028 
Fuel oil: John Heney & Son Litd., 78,565 gal., $7,141.56; Imperial Oil Ltd., 

95,315 gal., $8,664.07; Independent Coal Co., Ltd., 339,320 gal., $29,860.14...... 45,665 
Sundry items: boiler compound, $520.84; Filnite, $92. 60; WOO bi cOUcta sian eles. ey 620 

255,927 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 1 
Miscellaneous — Divers :— 
Allowance towards cost of heating Canadian and Woods Buildings, Imperial 

ROME Y. C50 ches Si tic Rar ORR ee 6 5a'se: hr onal ate ein eat ety, nie sarid feseth to len, a eta tatane telat mene tenees 1,719 
Gas’ heatinpeOtta wae Gas) Code. emwieni sie adie seeinet pe ciictl caer kaobh tees 9,891 
Sundry items: advertising, $600.23; allowance towards cost of heating building, 

Laurier Ave. and Elgin. St., $444.40; electric heating, $207.16; telephone rental 

at weigh scale No. 6, $24. RP DR Te ae a ACA pi MEIN rary 1,276 

12,887 
415,093 
Less—Charged to Ottawa Buildings, Repairs, etc... (Page V—34)$ 2,607 50 
Charged in error to Ottawa Elevator Attend- 
ETUC ter ates s scan hoa. MNase oe Mao ior eee (Page V—31) 6 13 
————— 2,613 
POG vas he's 4 e's b: 0 0h 10s BUR ERM lnes bles eka 'cl LPTs he eee tle earths (Page V—29)$ 412,480 


83 


70 


LIGHT AND POWER (INCLUDING ROADS AND BRIDGES) 
ECLAIRAGE ET FORCE (X¥ COMPRIS LES PONTS ET LES ROUTES) 


Light:—Electric current supplied (Canadian National Railways, $1,309.67; City of 
Ottawa, $98.68; Ottawa Electric Co., $79,288.68; Ottawa Hydro-Electric Com- 
mission, $31,347.31) :— 

Government Owned Properties: Archives, $1,193.48; Astronomical Observatory, 
$1,651.56; Bureau of Statistics, Green Island and associated properties, 
$2,626.12; Central Farm, $5,096. 98; Central Heating Plant, $1,774.24; City 
Post Office, $2,498.65; Connaught Block, $4,910.42; Daly Building, $4, 782.06: 
East Block, $4,190.49; Fuel Testing Plant, $911.44; Harris-Campbell Building, 
$569.41; Hunter Building, $6,675.15; Langevin Block, $3,129.85; Major Hill 
Park, $352.55; Mines Laboratories, Booth St., $1,539.86; Mines Branch, Sussex 
St., $2,264.12: National Research Council, $3,109.05; Parliament Buildings, 


Part. V—33 


DETAILS OF EXPENDITURE-Con.—DETAIL DES DEPENSES-Suite 


Votes-Crédits 128, 370 & 24* — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains 4 
Ottawa-Suite 


LIGHT AND POWER (INCLUDING ROADS AND BRIDGES) —Cone. 
ECLAIRAGE ET FORCE (Y COMPRIS LES PONTS ET LES ROUTES)—Fin 


Light:—EHlectriec current supplied—Cone. 

Government Owned Properties—Conec. 
Centre Block, $15,152.43; Picture Bureau, $508.45; Royal Mint, $182.52; 
Supreme Court, $865.34; Victoria Museum, $4,766.48; Wellington St. area 
properties, $3,292.54; West Block, $3,686.22; Wine Vault, George St., $932.78; 
SDOUMGT TITER LO ay PLO ed Ob le - occ tekken ae Fo ote eee Ae Oe tate ee Ae 76,821 92 

Rented Buildings: Bate Building, $809.69; Birks Building, $434.75; Blackburn 
Building, $2,735.16; Booth Building, $390.76; Canadian Building, $2,244.63; 
Elgin Building, Annex and Cottage, $1,743.85; Forest Products Laboratory, 
Isabella St., $1,487.73; Free Press Building, $604.91; Jackson, Building, 
$4,010.94; Labelle Building, $1,583.23; Larocque Building, $630.15; Laurentian 
Club (old), $406.22; Lowe-Martin Building, $392.53; MacKenzie Building, 
$727.97; Martin Building, $117.31; McDougal Building, $150.95; Motor Building, 
$1,391.63; Norlite Building, $1,183.98; Plaza Building, $422.22; Regal Building, 
$778.36: Rideau Building, $117.40; Robinson Building, $853.15; Royal Bank 
Chambers, $405.58; Sovereign Building, $660.99; Steel Building, $317.82; 
Stephen Block, $293.73; Surveyor General’s Office, Slater and Metcalfe Sts., 
$510.32; Trafalgar Building, $717.68; Transportation Building, $1,731.94; Union 
Station, $1,309.67; Vimy Building, $539.69; 106-108 Wellington St., $367.85; 
Woods Buildings, Queen St., $322.59, Slater St., $1,527.93; accounts under 


BAO OO 08 ae Ria bis eis fa celeste oe PP ES, ye i Se ae 8 Ten a AR 32,185 94 
Whitewey cima scity TOsus ANU DILOZCS. . ay toute as « oie w aneieiess'oie dinla ig wus then © ah os 0 3,036 48 
112,044 34 


Power:—Electric current supplied (Ottawa Electric Co., $38,553.96; Ottawa Hydro- 
Electric Commission, $9,038.94) :— 
Government Owned Properties: Archives, $200; Central Farm, $2,905.43; Central 
Heating Plant, $210; City Post Office, $9380; Connaught Block, $1,920; Daly 
Building, $1,820; Hast Block, $1,929.01; Fuel Testing Plant, $1,652.50; Green 
Island Buildings, $2,281.25; Hunter Building, $3,200; Interior Dept., 41 Cliff 
St., $320; Langevin Block, $1,650; Mines Laboratories, Booth St., $7,648.74; 
Mines Branch, Sussex St., $275; Parliament Buildings, Centre Block, $3,567.80; 
Picture Bureau, $9.53; Printing Bureau, $8,077.62; Victoria Museum, $1,015; 
West Block, $690; Lyon St. wood yard, $47.12 0000 oo. ec eeu sedis cc sinid enn: 40,349 0 
Rented Buildings: Bate Building, $296; Blackburn Building, $361.32; Canadian 
Building, $888; Elgin Building, '$507.88; Free Press Building, $170; Forest Pro- 
ducts Laboratory, Isabella St., $60; Labelle Building, $430.65; Larocque Build- 
ing, $280; Laurentian Club (old), $45; LoweiMartin Building, $505; Martin 
Building, $100; Mackenzie Building, $645; McDougal Building, $180.40; Motor 
Building, $296; Norlite Building, $592; Regal Building, $296; Rideau Building, 
$165; Vimy Building, $241.65; Wine Vault, George St., $296; Woods Buildings, 
Keer ste ae 00, Slater Pb seve ater aie's » jo MMM Medel rs shal eto: Psstics sUaliste al Gib) alien sholadal qt ve 7,243 90 
47,592 90 


0 


Supplies for lighting purposes: electric lamps, 65,963, Ahearn and Soper, $15,352.21, 


STIG Fs DAY TR ae BOS brstleectinice bygn es onthe et gs «1s 9/<\ » RAM UeTalala ono tele: oeie ar omar wbeersis’s '« ¢aesed fe 15,362 23 
HEOGAIAEE Vidic Selden x; PST AIG wa. 4.4' se 00 dines) s MMOD Sabh ew 6 «et Davaaio’ aah (Page V—29)$ 174,999 47 
Classified as follows — Classifiées comme suit:— 
‘Materials; Supplies, Repairs,,¢te} aalsece. cOBla. on. uia dl. dete V5;362: 28 
UOC MANSOUR GN ec. ta: 5) che; cosh scan at aio ahse. re! coe 0’ aka MOEN AU dite cidicbinns hue le ARR 159,637 24 


$ 174,999 47 


REPAIRS, IMPROVEMENTS, ETC, — REPARATIONS, AMELIORATIONS, ETC. 


Salaries and Wages — Traitements et salaires:— 
Assisting | miacitist "We wiTivey vaso O40 LRRD, 882 IRI Bh | 1,620 00 
Chauffeurs: J. Doherty, $1,500; C. Forrest, Dec. 1-Mar. 15 at $1,200; S. Mc- 
Cracken, Dec. 1-Mar. 15 at $1,200 (less 4 d. $1.65, overpaid 10c.); J. W. B. 
Smithi2 1320. (less. 2..d,.3' Nh. $7.38) wnt a ees. Poe ee, 2 Ober ONT Bilke a LL O07 


31857—3v 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 128, 370 & 24*— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-—Suite 


REPAIRS, IMPROVEMENTS, ETC.—Con. — REPARATIONS, AMELIORATIONS, ETC.—Suite 


Salaries and Wages—Conc.—T'raitements et salaires—Fin 
Clerks: J. L. Barbary, April 1-June 8 at $1,080, $204; W. T. Cosgrove, $1,380; 
G. H. Dudley, 6 m. at $1,560, 6 m. at $1,620; W. Dudley, $1,680; R. M. Dunn, 
$1,920; J. Ferguson, April 1-June 3 at $1,440 (retired), $251.61; J. B. Gallagher, 
$1,680; E. G. W. Hurley, $1,260 (less 243 d., $91.87); W. EH. LaBaree, $1,080; 
A. G. Mason, June 11-Mar. 31 at $1,380, $1,111.66 (transferred from Dept. of 
Interior); H. A. Paynter, 9 m. to Mar. 31 at $1,620; G. B. Reid, $1,920; D. L. 


Phor burt, \h2-400i \ lajede eee a ee mek se 8. * TRA hy 2 Ba Ey IAS Sess ns! ram 17,600 40 
Clerks of works: A. Hudon, $2,160; D. Laverie, $2,280................-eseeeee- 4,440 00 
Firesalarni tester: BReEmnai. oon ete sic aiiichie gS « os wePtsigt nates 5 Weis plan gare s 1,740 00 
Gardeners: W. J. Davis, $1,200; E. Gagne, $1,440; D. Kemp, $1,440; R. Palen, 

@l-4dike Ga, We, Reniie eG adc dean. a, ce cis tote en ey aera am ne ene 7,140 00 
Messengers: C. D. Platt, $900; W. Stewart, $1,299.96; J. Thomson, $1,200....... 3,399 96 


Stenographers: F. Latour, $1,080; A. D. Livingstone, April 8-Mar. 31 at $1,080, 
$1,059; H. E. Lovekin, Dec. 23-Mar. 31 at $1,080, $296.13; H. A. Paynter, 3 m. 


tov ine SO SSL VGC pramovediks +..ape ives «0.4004 oes Ere at Peete © eae EE ae eee 2,750 13 
Storekeeper, G. L. Browne ...... Heda 's mie fuses: lela, nti PIES * we tarieantege AEs Shawne uel «ap alee « 1,920 00 
Supervisor, of, ST Cums ea Ca) Mey MOR V AGS ek» oie, e\ininna cee t= ouees Ba Wade Scie Syl oun Fate aaEN 1,800 00 


Employees at prevailing rates: blacksmiths, $3,609.87, helpers, $3,256.90; car- 
penters, $95,598.97: electricians, $41,815.47, helpers, $382.86; elevator repairmen, 
$9,442.27; foremen, $22,175.91; assistants, $17,618.36; labourers, $103,290.84; 
locksmiths, $6,015.61; machinists, $12,657.86; masons, $20,249.38, helpers, 
$13,646.60; painters, $40,802.45; plasterers, $4,659.72; plumbers. $36,800.96, 
helpers, $17,858.33; roofers, $3,369.56; sheet metal workers, $7,102.12, helpers, 


$1,131.59; teamsters, $18,511.74 ..... ieee bye ates W's sei e S RMI Baie he nce Sale Sea 479,997 37 
Detailed with “ Heating, including salaries of engineers,” etc...... (Page V—32) 2,607 50 
Detailed with “New Departmental Building 700... cle se sue +6 tere (Page V—163) 440 00 

528,966 43 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Agriculture Dept.: filing equipment, $1,516.60; furniture, $699; linoleum, $255.75; 

lumber, $177.21; rugs, $91.20; safe, $190; sundries, $244.38................... 3,174 14 
Archives: copper door, $90.60; filing equipment, $1,822.75; installing 2 mechanical 
stokers, $2,000, $1,660; insulation, $114.75; lumber, $158.50; rugs, $77.25; -safe, 


SGD 5 35 Setar eh RT ya ie tk 5, Baas kA ee adc Ga Paar GUAR tek NON Wael et 6,227 64 
Auditor General’s Office: filing equipment, $1,057.65; sundries, $112.91........... 1,170 56 
Canadian Farm Loan Board: alterations in offices, $530; filing equipment, $131; 

sundry, $10 ..........-.-. Beeoooe ii a NW Ib Bk aT OF hace cde nese sere 671 00 
Civil Service Commission: filing equipment, $871.69; furniture, $656.35; rugs, ' 

$794.18; velour curtains, $117.85; sundries, $264.96............. 0.0.0... .00 ee 2,704 43 
Exchequer and Supreme Courts: furniture and fittings, $543.55; rugs, $218.80: 

sundries el 5a 04! 2) 00S AR uh, SOE IED, DE ET ONE eat a AE EES | EE 916 29 
External Affairs: furniture and fittings, $9389.65; sundries, $240.38.............. 1,180 03 
Finance Dept.: furniture and fittings, 31.782.75; lumber, $1,669.65; 2 safes, $466; 

vault door, $185.76; vault fittings, $5,044; sundries, $416.39.................. 9,564 55 
Fisheries Dept.: curtains and blinds, $282.60; furniture and fittings, $3,510.35; 

Linoleum! .S208~ rugs, $1,237¢ neumdries, SSSR. 1.7.8 ee eee ke oe 5,426 80 
Governor General’s’ Office: ‘sumdry ‘supplies. 22.45.2250... 6424.0i 4th de eee el 41 55 
Immigration and Colonization Dept.: alterations in Minister’s office, $550: furni- 

ture and fittings, $13,585.36; lumber, $192.60; sundries, $108.82........ mrgtiog 14,436 78 
Indian Affairs: furniture and fittings, $107.50; sundries, $8.75.................. 1P6. 25 
Tnosurance: fMiineiegmpment: 29. J Pee eee eah «ws. ceReh he CRA RHEL taken ds 4a eee 153. 50 


$158.25; window shades, $92.45; sundries, $319.59.............c0ccceeeceeeecs 12,096 88 
Justice Dept.: furniture and fittings, $826.22; sundries, $168.20................. 994 42 
Labour. Dept.! rug, 5855 sv sumdrses. 1 GU7e Dacor: .a hes. Ce Se, ey 227 54 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
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Votes—Crédits 128, 370 & 24*— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, ete.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


REPAIRS, IMPROVEMENTS, ETC.—Con. — REPARATIONS, AMILIORATIONS, ETC.—Suite 


Materials, Supplies, Repairs, ete—Con.— Matériel, fournitures, réparations, ete —Suite 
National Art Gallery: tiling equipment, $876; furniture, $121.25; sundries, $77.58. 
National Defence Dept.: addition to dictograph telephone system, $400, parts, 

$22.50; building materials, $1,628.40; curtains and blinds, $116.10; electrical 
supplies, $104.82; filing equipment, $6,551.85; furniture, $671.50; rugs, $1,003; 
BACON S2ITIOU LT BUMUT IOS. GELS. 4O Cerne Cle DO et ULI aie hE LA ich lade oes Tohb ak 
National (ResearchCouncil) sundry <gupplies cnet dtd ee ees SOW . 
National Revenue Dept.: electrical supplies, $103.18; filing equipment, $4,482.15; 
furniture, $170.45; lumber, $660.04; plumbing and steamfitting, $284.49; polish- 
ing floors,’ $333154 ;"rugs;" $1,008 ; sundries)! $312.60). 2s eke or tia ans 
Pensions and National Health Dept.: electrical supplies, $411.29; filing equip- 
ment, $7,669.07; furniture, $1,961.54; hardware, $138.22; lumber, $434.37; 
rugs, $591.75; window shades, $166.70; sundries, $227.45...............0. 0000. 
Post Office Dept.: electrical supplies, $167.26; filing equipment, $7,998.68; furni- 
ture, $1,161.75; lumber, $264.04; rugs, $186; sundries, $295.37................. 
Bris Couneh <3 sOndry Nepaires. ANG) SUPPLIES). J eecie soe Ne ae och sawian soles aides 
Public Works Dept.: electrical supplies, $910.93; filing equipment, $510.67; furni- 
ture, $184.50; lumber, $549.16; rugs, $479; sundries, $250.48.................. 
Railways and Canals Dept.: dial weekly recorder, $453.84; furniture and 
fittings, $1,324.75; lumber, $145.92; polishing floors, $150.68; rugs, $225; 
SUE eae ay yats) 5 tore Tet Mh mms Solingen ae a I ae de ee a 


Railway Commission: electrical supplies and repairs, $161.21; furniture and _ 


fittings, *$1.016. 9) 0r tgs, $5135 eundries) RESTO 2. stesys's sisy> dilele B's. ales dreterdye 
Royal Canadian Mounted Police: furniture and fittings, $2,079; fire prevention 
supplies, 24 pyrene extinguishers, $172.80, hose, etc., $236.13; rug, $438; 3 


wratcomens }clocks:|) BO01 20? sRundries, “Sion U ate esas. « Hes cia dc, ooleee seule due 
Secretary of State: furniture and fittings, $1,218.79; lumber, $105.50; rugs, 
SEDO AIMOT LCS, WRU oe) eee aitela Wins Fis) sieae't waarmee ic et aha Setcin' ss. shat’ yg atabe tetera 
as Settlement Board: filing equipment, $129.75; rugs, $150; sundries, 
Be PR COE Cen eee eee cle oy” Se he SER MERMO OT ee oh ok sane a de alle We meee 


Trade and Commerce: builder’s hardware, $265.49; furniture and fittings, 
$2.470.90; lumber, $1,147.59; 3 sates, $391; sign for motion picture bureau, 
$180.54: Tugs” $1IGs"4 trucks, So60; sundries, 7 s00G.47. .. ss foes asc cee te 

Central Heating Plant: castings, $2,512.77; electrical supplies, $374.60; fire brick, 
$640.75; fire clay, lime, etc., $106; furnace cement, $142.81; furnace grates, 
$1,724.28; lumber, $163.67; oil and grease, $240.57; packing, $180.08; plumbing 
By steamfitting, $1,423.15; pump, $213.47; pump parts, etc., $110.11; sundries, 
SLO4:1 9. sO. Lad. A OLD | Blows. . OR Lae ehh dae) reverts PR BL RB. otto: 

Bryson Building: cable, $106.81; electrical supplies, $745.07; gypsum _ blocks, 
€290; lumber, $1,198; polishing floors, $212.80; plumbing and steamfitting, 


ShSeie.ol weundny. bulldenormpterials OL47. O40 eo oa tae isle srqintea le a ovens diel etek erdy'Qh~' « 
Sra Block: boiler repairs, $873.05; painting boiler-room, $435; sundries, 
Slt eee Mareen ne OT eer 7 Wea OL es eer a): iti, 1 a eR TAS ULE 2S Gee IR a Ale de ees 
Daly Building: boiler repairs, $245; elevator parts and repairs, $1,018.69; 
BIN .elcs., WoOller-Toom. Slaw SUDAETCs S40. Obs «sale skids «adh cuss odie ¢ 
Dominion Observatory and Geodetic Survey Building: filing equipment, $99.75; 
SUIT EDU re! WEL. SZake Os cakes. OE) (LAL hime tem ceri Fg od be aa a 


Edward’s Mills property, Green Island: elevator parts and repairs, $351.70; 
engine repairs, $361.24; maintenance of signals, 1 y. to Oct. 3, 1930, $100; 
CU RS CCG Bile Aen Ga Stone eG ARN AAP! 322: ESR Se a ce A A eal ADRS ae Og 

Hunter Building: maintenance service to 6 elevators, 11 m. to Feb. 28, 1931, 
$2,750; painting, etc., boiler-room, $320; plumbing and steamfitting, $125.96; 
POLIO Gia L ye wae er uae se. ye fhe RRR SR Ns Sb PR ia ee Oe see eee 

McKenzie Building: furnace grates, $125; sprinkler service, 12 m. to Dec. 
Pree oe LU OU NGLIOS a Gly OU. sss eeetes a oes fea ne Cee Cea ee eee 

Parliament Buildings, Centre Block: air compressor, $637; automatic dish- 
washer, $2,895.75; brass plates, rails, etc., $383.20; carpet and rugs, $4,179.45; 
curtains, over-drapes and blinds, $3,717.52; Darling pump, $215.60; decorator’s 
supplies, $587.89; electrical repairs and supplies, $993.98; elevator repairs, 
$1,625; filing equipment, $1,004.37; furniture, $5,603.72; furniture cleaned 
and repaired, $5,257; hardware, paint, etc., $1,205.59; 6 heavy wire screens, 


31857—33y 


83 


Part V—36 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes—Crédits 128, 370 & 24* — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, ete.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains 4 
Ottawa-—Suite 


REPAIRS, IMPROVEMENTS, ETC.Con.— REPARATIONS, AMELIORATIONS, ETC.—Suite 


Materials, Supplies, Repairs, ete—Cone.—Matériel, fournitures, réparations, ete -Fin 
Parliament Buildings, Centre Block—Cone. 
$165; iron tank, $220; lumber, doors, etc., $489.67; oak screen, $348.30; plate 
glass, $291.02; plumbing and steamfitting, $851.97; repp, duck, etc., $160.40; 
rubber matting, $292.24; 2 safes, $190, $185; 3 wall clocks, $240; water coolers, 
6149-50 ~ Geundries)) \o 00 Sea Bote esol oe. = ashe beecetae + eeeitnapacme © Riv arveie tee settee 
Printing Bureau: castings, $152.23; cement, stone, etc., $133.46; electrical re- 
pairs and supplies, $811.99; elevator repairs, armature and commutator, $650, 
2 spare armatures, $1,025, sundry, $95.90; furniture and fittings, $973.75; hard- 
ware and paint, $207.80; lumber, $1,877.43; pair of Kalamein doors, $220; 
plumbing and steamfitting, $802.40; stoker repairs, $420.55; window shades, 
S200" istindries,. S340 27 Vecsey at eh lek = f2°) ini Fivatele’ «O15 A Ei ee tae Bin tafe de sate 
Royal Mint? teundzy enpelipage sini. actos: « |RSS a sealer eh olieak hie. seinen 
Victoria Museum: retubing 3 boilers, $1,050; worm and gear for elevator, $340; 
GUNA LICS, © Si GcLS \isskletsteteteeeeis Valois: stat ts op ic 0 o'a ohatoea Gave Re Ree Ss blewy'. tblas 
Wellington St. property: plumbing, $707.46; sundries, $13.06.................... 
Elevators Generally: repairs ‘and Mew parts ......0. 0.8 I a ek 
Government Grounds, Greenhouses, Park, etc.: castings, $211.10; caterpillar- 
tractor parts, $598.93; cement, sand and stone, $649.85; creosoted wood paving 
blocks, $328.95; electrical supplies, $125.97; fertilizer, $180.25; lawn-mowers 
and parts, $132.74; lumber, $229.97; 20 pr. park-bench supports, $110; plants, 
seed, etc., $983.56; 3,184 yds. sod, $545.06; soil, $229.30; sundries, $443.84.... 
Government Workshop: carpenters’ tools, $223.10; paint-brushes, etc., $143.04; 
wiheete.lead‘in oll) )$240;necn sundries, “$a 7) Tas to 9 vs Se eee | SO ee 
Automobiles: Minister’s car, chauffeur’s clothing, $73.95, gasoline and oil, 
$369.31, repairs and parts, $282.14; Oldsmobile sedan, $1,595 less $485 allowed 
for old Chevrolet sedan, chaufteur’s clothing, $3.50, repairs and parts, $47.41, 
sundries, $18.16; Chevrolet truck, gasoline, $32.25, repairs and parts, $11.62.. 
Generally: awnings taken down, repaired, stored and erected, $1,914.90; baize, 
repp, etc., $1,184.12; builder’s supplies, $17,681.76; 20 brl. Diamond detergent, 
$237.60; 50 door checks, $450; door closers, $458.93; electrical supplies, goose- 
neck lamps, $752.50, transformers, $1,238.19, sundry, $4,483.23; filing equip- 
ment, $12,420.19; furniture, $16,858.85; gasoline and oil, $712.86; glass, 
$488.70; thardware, $3,872.83; metal polish, $205.28; paint, etc., $3,520.45; 
plumbing and steamfitting, $900.19; recharges for fire extinguishers, $206.39; 
sheet copper, $216.89; time recorders, $1,500; towels, $639.60; 12 wall clocks, 
$138; water coolers and bottles, $1,037; wire cable, $687.95; sundries, $2,538.37. 


Printing and Stationery —Impressions et papeterie:—King’s Printer: printing, 
$815,143: suppliesPPh] 076235 Were rg et. aaa 
Miscellaneous — Diwers :— 
Taxes paid to City of Ottawa: Sussex St. property, $880.55; Wellington St. 
property, $4,707.94; snow removal from streets, local improvement taxes, 


$1044.20 \ORRs. eeeo mie, MONE iS Newt. ote hooky: Neat “etod a tmestt 
Advertising, $17.20; cartage, $1,776.70; ice, $4,210.29; transportation, $130.24; 
2 uniforms, ‘$100; wreath, $100; ‘Sundries, $36.62 > /A.0.. corte eee, 


Other Outlay— Autres déboursés:—Gratuities of two months’ salary to families 
of the following deceased employees: P. Bedard, painter, $262.72; H. L. King, 


labourer, $187.68;5° Hi" J. Smith, ‘blacksmith; $337.80. (2222209) 2, See 
Less — 

Charged to Ottawa—-Accommodation for Customs- 

Excise Laboratory: §. 200.0682 . aceuii. Seber. 6 EE (Page V—17)$ 12,769 88 
Charged to Ottawa—Departmental Buildings Fit- 

tgs." ss bechatos otk ata. . 32 Oe ee ene hendd (Page V—17) 84,103 29 
Charged to Ottawa—Addition to Central Heating 

IPiante on. ae ts, STE TLS, ETON Sth (Page V—161) 572 00 


33,837 


7,916 
342 


1,466 


720 
1,255 


4,769 
983 


1,948 


74,344 
276,823 


1,891 


6,632 


6,371 
13,003 


788 


821,473 


34 


78 
55 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 128, 370 & 24*—Public Buildings — Kdifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, ete.—Suite 


Ottawa Public Buildings and Grounds-Con. — Edifices publics et terrains a 
Ottawa-Suite 


REPAIRS, IMPROVEMENTS, FETCO.—Conec. — RHPARATIONS, AMELIORATIONS, ETC—Fin 


Less—Conce. ; 
Charged to Ottawa—National Research Council P 
POPE TOLL Gas cris eie oak nao. eis ard cMakaauat Settee be seeeeee (Page V-—162)$ 514 00 
Charged to Ottawa—New Departmental Building. . (Page V—163) 5,728 50 
Charged to Architectural Branch ............+--- (Page V—140) 120 00° 
Repayments 10r SURGrY TEPAILS. 2. oe ne See c eitle ees senescence noes 709 84 
104,517 51 
Potalta: aun anion. breccias ee OR Ee ee a a ial 4 anak (Page V—29)$ 716,955 90 


Note.—The following firms received $1,000 or more of the above expenditure— 

Remarque—Des déboursés ci dessus $1,000 ou plus furent payés aux firms suivantes: 
Barrett Bros., $3,037.87; Bryson-Graham Ltd., $6,458.99; Builders Sales Ltd., 
$3,805.33; Donald Caldwell Agencies, $3,660; Campbell Steel and Iron Works 
Ltd., $2,848.47; Canadian Fairbanks-Morse Co., Ltd., $1,245.06; Canadian General e@ 
Electric Co., Ltd., $3,776.06; Cleghorn & Beattie, Ltd., $13,051.30; City of Ottawa, 
$6,687.32; F. J. Courtney & Co., $2,608.05; Crane Ltd., Montreal, $2,904.26; M. N. 
Cummings, $2,160.20; W. L. Donnelly Electrical Supplies, $2,971.57; Napoleon Dore 
& Sons, $4,210.29; Evans & Kert, Ltd., $1,382.15; G. EH. Evoy, $1,270; Ferranti 
Electric Ltd., Toronto, $1,238.19; General Steel Wares, Htd., $2,901.81; D. G. Gil- 
mour & Co., $8,513.59; Grant-Holden-Graham Ltd., $2,103.99; Jiames Hill, $1,483.34; 
International Business Machines, $2,161.10; Jackson Building, $1,085.65; MacDonell 
and Conyers, Ltd., $10,116.45: Northern Electric Co., Ltd., $2,755.55; Office 
Specialty Mfg. Co., Ltd., $55,689.47; Otis-Fensom Elevator Co., Ltd., $9,249.78; 
Ottawa Beach Motor Co., $1,116.81; Ottawa Typewriter Co., Ltd., $25,995.47; 
Plaunt Hardware Co., $1,170.22; Preston Furniture Co., Ltd., Preston, Ont., 
$4,411.18; Preston-Noelting Ltd., Stratford, $3,100.21; W. A. Rankin, Ltd., 
$1,197.76; R. A. Sproule & Son, $3,175.60; Steel Equipment Co., Ltd., Pembroke, 
$25,118.99; Robert Strang, $1,162.03; Therien Co., Ltd., $6,463.97; Victoria 
Foundry Co., Ltd., $2,103.23; Wright Builders Supply Ltd., $1,854.57. 


RIDEAU HALL: ALLOWANCE FOR FUEL AND LIGHT 
RIDEAU HALL: ALLOCATION POUR CHAUFFAGE ET ECLAIRAGE 


His Excellency, the Governor General, allowance, 12 m. to Mar. 31, 1931 
(Page V—29)$ 19.000 00 


RIDEAU HALL (INCLUDING GROUNDS)—IMPROVEMENTS, FURNITURE, ETC. 
RIDEAU HALL (Y COMPRIS LE PARC)—AMELIORATIONS, AMEUBLEMENT, ETO. 


Salaries and Wages — Traitements et salaires:—Engineers, A. W. Hughes, $1,500, 
T. J. Smith, $1,500; firemen, P. Carpenti, $1,260 (less 4 d., $1.75), J. Decarie, 
April, Nov. 1-Mar. 31 at $1,260; firemen-labourers, L. Goyer, $1,260, Z. Plouffe, 
$1,260, E. Richard, $1,140, N. St. Germain, $1,260, F. Stevenson, $1,260; head- 
gardener, A. E. Challis, $1,920 (quarters $360 not included); gardener, B. C. 
Best, 3 m. at $1,140, 9 m. at $1,200; greenhousemen, H. S. Ancock, $1,320, C. J. 
Schoenherr, $1,440, L. A. Schroeder, $1,440; seamstress, Mrs. A. O’Hara, 3 m. 
at $1,080, 9 m. at $1,140; employees at prevailing rates: carpenters, $4,006.80; 
electricians, $2,214.40; labourers, $14,413.18; masons, $762.50; painters, $3,908.50; 
plumbers, $2,355.10; teamsters, $1,728.70; upholsterer, $2,364.48; sundry trades, 
POLO 3 On ce Mb ehaden OL. STAR SANE EAD | Se a Sie Ie evans abi tow as oe Pee ha hy. ake 51,868 26 

Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Bulbs, plants, seeds and garden supplies, $2,500.58; carpets, $549.42; china, glass 


and cutlery, $761.02; cretonne, linens, etc., $1,901.94; sundries, $2,754.80........ 8,467 76 
Printing and Stationery —Impressions et papeterie:—King’s Printer, supplies. . 27 50 
Miscellaneous — Divers:—Expressage and freight, $268.09; ice, $389.75; legal 

Services, $25; valuation of Chinese gallery, $131.45; sundries, $66.05............ 880 34 

61,243 86 

PSS CMATICE Wl SE9 OOS e cs che TOE ee ca te EEO R TE Ba ha eee 1,244 80 


OREN cieerlieta cilefo ia wine ya ¢ diel eatin =v «sala aisha aie natete a atare ek vial (Page V—29)$ 59,999 06 


Part V—38 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-Crédits 128, 370 & 24* — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-—Suite 


RIDEAU HALL—AMOUNT REQUIRED TO COMPLETE PAYMENT FOR ADDITIONAL FURNITURE 
AND FURNISHINGS, INCLUDING THE PURCHASE FROM THE RETIRING GOVERNOR 
GENERAL OF THE CHINESE GALLERY — MONTANT NECESSAIRE POUR PAYER INTEGRALE- 
MENT LE MOBILIER, Y COMPRIS LE CABINET CHINOIS, ACHETE A L’ANCIEN GOUVERNEUR 
GENERAL. 


His Excellency, the Earl of Willingdon, purchase price of furniture, etc....... 


(Page V—29)$ 


15,000 


TELEPHONE SERVICE — SERVICE DU: TELEPHONE 


12 months to March 81, 1931—12 mois terminés le 81 Mars, 1931 


Centre Block exchange: equipment service, $4,446.48; station service, $12,468.17; 
broken terms, $1,885.45; service of operators, 16 m. to Feb. 28, 1931, $8,893.24; 
tie tein ‘mileage, wo. 0 ba wpemne cutis tales cars o's kcais sresetelets ye cLMeiene gusaeienee ea ee cb kele 

Connaught exchange: equipment service, $3,749.10; station service, $7,070.47; 
broken terms, $365.43; service of operators, 16 m. to Feb. 28, 1931, $5,444.97; tie 
trunk mileage, $591. CT MTR RA aR Na ARE SE ps Fl yy 3 RAE SOR URERS SS ) 

Farm exchange: equipment service, $986.42; Station service, $1,542.78: broken 
terms, $24.60; service of operators, 16 m. to Feb. 28, 1931, $1,660.40; tie trunk 
MEGAgGe, SISO cig hi.nise MMM os EE bleh 30 oder SRE SEE SUM EME Bld ectencerae « 

Hunter exchange: equipment service, $7,922.40; station service, $19,059.55; broken 
terms, $630.77; service of operators, 16 m. to Feb. 28, 1931, $5,886.61; tie trunk 
mileage, $1,450:92 00: ha fitedete GRRL usa aid /<asse foie oh UDSUb ol dviets lols wa Ee DARIUS digas «tae ae 

Museum exchange: equipment service, $857.52; station service, $1,213.14; broken 
terms, $50.29; service of operators, 16 m. to Feb. 28, 1931, $1,626.67; tie trunk 
mileage, $97.72. . | ae AL crops BS: thes aie ps Sete tema eth pthc epee ake 

Prime Minister’s office ‘exchange: equipment service, $209.28; station service, 
diss .33; broken terms, $6. 51; service of operators, 16 m. to Feb. 28, 1931, 

1,669.67 Re ener 65 \Ra. 2) ae ree Ue REST etme, te gh Uy ree Sor 

Printing exchange: equipment service, $993; station service, $1,245.48; broken 

terms, $9.50; service of operators, 16 m. to Feb. 28, 1931, $1,650.76; tie trunk 


mileage, $212.52 1%: :, curls ccmemmttier 2 . ale ply cd ehelere ts, Pah or saree aria, 2h ane Oe age 
Rideau Hall exchange: equipment service, $501; station service, $371.16; broken 
terms, $7.47; service of operators, 16 m. to Feb. 28, 1931, $1,808.35............ 


Woods exchange and auxiliary board for National Defence: equipment service, 
$3,228.84; station service, $5,795.77; ‘broken terms, $182.32; service of oper- 
ators, 16 m. to Feb. 28, 1931, $5, 056 25; tie trunk mileage, $581.88.......... 

Office telephones, direct lines: Agriculture, ‘Experimental Farm, $39, Forest Insect 
Laboratory, Aug. 12-Nov. 23, 1930, $13.55, Hull Research Station, $239.40; 
Finance, Minister, Jan. 11, 1930-Mar. 31, 1931, $93, Mar. 8-Aug. 14, 1930, 
$36.44; Fisheries, Minister, Aug. 28-Mar. 31, $47.60; Governor General’s Office and 
Rideau Hall, $387.24; House of Commons, Hon. R. B. Bennett, Jan. 16, 1930- 
Mar. 31, 1931, $92, Hon. Mackenzie King, $68.40, Speaker, $83.40; Immigration 
and Colonization, Minister, $68.40, deputy minister, $68.40; Justice, Minister, 
$68.40; Labour, Minister, $102; Marine, Experimental Farm, June 19-Mar. 31, 
$58.58; Mines, chief of fuel- testing division, $73.40, chemist of fuel-testing plant, 
$102. 60, fuel research laboratories, $173. 41, ore-dressing division, $68.40, ore- 
dressing and metallurgy, $68.40. mechanical stores, June 9-Mar. 31, $60. 48, 
mechanical superintendent, $83.40, superintendent, $89.03: National ‘Defence, 
ordnance dept., Castle Building, $66, radio stations, $56.40, $68.40, Rockcliffe 
Airdrome, $106.40, Rockcliffe Annex, $124.20, Rockcliffe naval service, April- 
Sept., $31.20, small arms school, Connaught Rifle Ranges, $334.20, wireless 
stations, $56.40, June 25-Mar. 31, $57.50; National Revenue, Minister, $68.40, 
Hull Custom House, $68.40; Pensions and National Health, Hull Research 
Laboratory, Oct. 27-Mar. 31, $35.22; Post Office, Minister, $68.40, Hull P.O., 
$87, Ottawa P.O., $75.60, Dec. 4-Mar. 31, $27.23} ‘Deen 13- Jan. 12, 810. 70, Aug. 
8-24, $8.12, May 7-Mar. 31, $66.56; Privy Council, Prime Minister, April 1- 
Aug. 25, $28.51; Public Works, F. W. Ross, Gatineau Power Building, $83.40, 


34 


33 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Voetes-Crédits 128, 370 & 24*— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Ottawa Public Buildings and Grounds—Con. — Kdifices publics et terrains a 
Ottawa-Suite 


TELEPHONE SERVICE—Con. — SERVICE DU TELEPHONE-Swite 


Office telephones, direct lines—Conc. ti) 
Victoria Shipyard, $68.40; Railways and Canals, Minister, $72, Rideau Canal 
Service, $508.80, Dec. 5, 1929-April 6, 1930, $32.37, Dec. 4-Mar. 31, 1931, $23.95; 
R.C.M.Police, $403.55, Sept. 23-Mar. 31, $41.53, April-May, $12; Trade and 


Commerce, Minister, $68.40............sse eee eeeees pitta ees knee ee eens 4,944 17 
Telephones in private residences— Téléphones aux résidences privées— 
Advisory: Tariff Boards chairman, April ‘Tadune, Ol i. egg cele e s eee ws seals 6 7 70 


Agriculture: Minister, $52.92; deputy minister, $49.20; asst. deputy minister, 
$39.60; private secretaries, L. D. Burgess, Oct.-Mar., $22.55, I. J. Cummings, 
April 1-Aug. 11, $14.41, A. Monaghan, $37.20; chief clerk, H. T. Stephens, 
$39.60; chief veterinary inspector, $39.60; director of experimental farms, 
$49.20; Dominion chemist, $37.20; live stock commissioner, $36; veterinary 


director general, $3720 iai8). versie. se ep edie a Oeiehe PUR tana eee Lute capraacte paral ae Tate (a sues aye 454 68 
Archives: deputy minister, Aug. 8-Sept. 30, 1929, $7.25, 12 m. to Mar. 31, 1931, 

A as Coulee Mee ays ELSA shel | ele «Jaye a RARSED REIN AM ted Htathyt sy es sire (RNS Tatas a rp saile’ se pole, Ob 9 eka 8 56 45 
BUMON EOL APeTICr al Gy AcOMPI IOI Yi, 45: 0 «01 4 a1 < CaURDOU HAIN he jo) of elo, sete! atria id bier anole’ ‘sila Sa Saya 55 20 
Civil Service Commission: commissioners, N. McTavish, $39.60, Dr. W. J. Roche, 

$39.60, J. E. Tremblay, $51.60; secretary, W. Foran, $39.60..............000. 170 40 
I xCHOQUer COUnEtY ‘Nemist ral. Pel da:. Sb «1 MENT Mele WOU (5 lol Fle Us te tre el sels gites 39 60 
External Affairs: under-secretary, $49.20; stenographer, A. Hall, $39.60...... 88 80 
Finance: Minister, April-Aug., $28.50; deputy minister, April, 1930, $4.60; 

private. secretaLrys Apriekue’ (16.50%!) PP PRE, See ha ae hs aula. 49 60 
Fisheries: Minister, Oct. 13-Mar. 31, $31.96; deputy minister, $39.60.......... 71 56 


Governor General’s office and Rideau Hal!: P. Broderick, $39.60; J. F. Crowdy, 

$49.20; H. S. Graham, $37.20; F. L. C. Pereira, $49.20; coachman’s residence, 

$37.20; head gardener, $37.20; married servants’ quarters, $37.20; military 

Becrecn rl .. COO Ste Wl SU RESIACNCOs, SOL; 20) lee mutt mln ssa kis clctelele’aleetisty Cesc 390 00 
House of Commons: Hon. Mackenzie King, Kingsmere, $50.04, Laurier House, 

$242.05; private secretaries, H. Baldwin, April-Aug., $24.50, H. R. L. Henry, 

Aug. 8-Mar. 31, $33.16, W. A. Measures, April-Aug., $16.50, A. W. Merriam, 


$39.60; clerk, 7A. Beauchesne, May .21-Mar.) SU. poe was als «eine cbaeieys wees oo 439 95 
Immigration and Colonization: deputy minister, $39.60; M. J. Cullen, chief 

inspector, April-Aug., $15.50, private secretary, Sept-Mar., $21.70.......... 76 &0 
Indian Affairs: deputy superintendent general, $49.20; asst. deputy and secretary, 

April-May, s0,20) secretary, Sept.( L2-Mar. Slip coii ss is ee sews vis eee setae 75 65 
doe ote a DELING CMCC Lea tok ths is 3 So of 2 tan MERI s, © Sle hon gue mas sewer arenes 51 60 


Interior: Minister, $54.58; deputy minister, W. W. Cory, April-Jan., $46.50; 

asst. deputy minister, $49.20; private secretaries, G. F. Buskard, Aug. 7- 

Mar ele 20.44) Nig ha eta bt, ADVI A Ue ee EG... 4. sg ose semis te 3 193 08 
Justice: Minister, $44.08; deputy minister, $39.60; sr. advisory counsel, $37.20; 

private secretaries, A. Boulanger, April 1-Aug. 13, $14.63, P. Brunet, April- 

Aug., $16.50; R. Ff. Harris,. $37.20, L. P. Picard, April. 1-Aug./'13, ‘$17-38, 

M. M. Turcotte, Jan. 15-Mar. 31, $10.61; superintendent of penitentiaries, 

sell alah toae Me, cxseteetd ace d onto: Aa the wtse.c.'s «5 ae Ca ee ee hee a eet 266 40 
Labour: Minister, $66.65; deputy minister, $51.60; asst. deputy minister, $54; 

private secretaries, W. M. Dickson, Aug. 15-Mar. 31, $33.03, Lt. Col. C. N. 

Schnarr, April-Aug., $16.50; chief conciliation officer, $37.20................ 258 98 
Library of Parliament: Hon. M. Burrell, $51.60; J. de la B. Tache, $37.20.. 88 80 
Marine: Minister, April-Aug., $16.50; deputy minister, $51.60; asst. deputy 

minister, $49.20; private secretaries, J. A. Loranger, Oct. 7-Mar. 31, $21.89, 


Alt Liaseler Garis Asie. WelOiwOb sts ciausntenss occa. RTD bed aie a ane 155 69 
DUI NES om CEDUBYT PIIIBISUGD fy altcled cise tele ode «hehe ol tiel «PO RAT  vie ka othe lec chic ec cut 49 20 
National Defence: Minister, April-Aug., $16.50; deputy minister, $49.20; private 

BCCTELAT YAn ADE ATG SUGLOON aetint Tis cts EMBED clo oescevubelouan Gers choldunsil suniveces «ons 82 20 
National Revenue: commissioner of customs, $39.60; commissioner of excise, 

$07.20; Private; SeCrelary,” SOOS. . th Ati Wes tN Gaels EN s OO sa Qrey s bakeries 132 38 


284 59 


2 Sh ee) ORS Oe ROS RTO See: Go 1 (ONO O) Oe) 16 © ees) SGD a sehie er 8) O16) 0) See O16 6) 6 6 8) 6,16. 8) #8. © 6 6) a0 ee! 6 6 eo) 6g © 


Part V—40 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-—Crédits 128, 370 & 24*— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc.-Conc. — Loyers, réparations, 
ameublement, chauffage, etc._Fin 


Ottawa Public Buildings and Grounds—Conc. — Edifices publics et terrains a 
Ottawa-—Fin 


TELEPHONE SERVICE—Cone. — SERVICE DU TELEPHONE-—Fin 


Telephones in private residencés—Conc. — Téléphones aux residences privées—F'in 
Post Office: Minister, $33.63; deputy minister, $51.60; asst. deputy minister, 
$51.60; private secretaries, M. Grondin, Sept. 29-Mar. 31, $26, L. D. Theriault, 
June 1, 1929-Aug. 31, 1930, $42; district superintendent, $39.60; inspector of 


raibway..mail Cer Vice wep MOOV eae eek bateiesG Ges, as sis.e ceisle soe bieteg ss Ree eee eee 296 03 
Pruting. and Stationery: Wines serincer np. «stele we sic.c eye so siete te aie tener 49 20 
Privy Council: clerk, $49.20; asst. clerk, $46.24; doorkeeper, $31.20.......... 126 64 


Public Works: Minister, $61.62; deputy minister, $54.25; asst. deputy minister, 

Nov. 15, 1929-Mar. 31, 1931, $51.26; private secretary, $51.60; chief engineer, 

$50.20: departmental ,accoumtant, oo7.20. 7.5... Sica eee pauls tet oe eaten otorets cunts 306 13 
Railways and Canals: Minister, Oct. 9-Mar. 31, $27.77; asst. deputy minister, 

$39.60; private secretaries, F. T. Collins, Sept. 28-Mar. 31, $21.06, L. Craig, 

1929-30, $2.75, L. M. Lahey, Oct.-Mar., $18.60, E. Williams, April-Sept., $18.60; 

chief engineer, $39.60; comptroller, $39; general construction foreman, $37.20; 


steward of official cars, $37.20; superintendent of Rideau Canal, $39.60.... 320 98 
Railway Comnrission? ‘seerecary i.) i554 wiles Tas cts! “stad pote loxernas eat Sion >A ese Ga 46 80 
Royal Canadian’ Mounted"Police: ) commissioners... £15 00-56% cisie lols sai she sim oi dletess 8 oe 49 20 
Secretary of State: under-secretary, $54; private secretaries, E. Carpentier, 

April 1-Dec. 19, $28.16, J. F. Delante, Dec. 234Mar. 31, $13.538..........0.0000. 95 69 
Senate: clerk, $51.60; private secretary, Dec. 10-Mar. 31, $11.47.............- 63 07 
Siipreme Courter apiatr apie... Pe sis zo SOCOR. vc Ce og Aietelened erece Bio © otejsin rerelie 49 20 


Trade and Commerce: Minister, $26.37; deputy minister, $55.20; private secre- 
taries, K. G. Chamberlain, Aug. 11-Mar. 31, $25.30, I. Macartney, June 1, 
1929-Aug. 31, 1930, $49.50; asst. commissioner of patents and copyrights, 


SOLIGO! . ees Sea's) a cemmiee tats LUNG 22°01! bis p eganhl |e odo ede 6 GORING. ines d joie Sinise © 5 207 OT 
Detailed in'?49290230 (awee Ver B0)h es os Pv ee's Fsi «Suncom SE SMe pies mearbus suet seuss 7,782 92 
130,622 46 
Less — 
ead 10) | Oo Lad ete ae ite n 1! cia incoheaett atetone bx oe edits eee $ 67 10 
Refunds, .ot 1929-20 credited -in .error....- ee tae et eee 55 40 
1223150 
Total reek Ain) ea eteate § Bi oR bee ory eee s featteeees (Part V—29)$ 130,499 96 


WATER SERVICE-—— SERVICE DES EAUX 


City of Ottawa, water supply, paid in 1930, metered service, 623,296,773 gal.: 

Archives, $952.66; Bureau of Statistics, Green Island, $907.78; Canadian Build- 

ing, $2,091.27; Central Farm, $2,305.31; City Post Office, $3,308.18; Connaught 

Block, $754.05; Daly Building, $2,070.74; East Block, $4,266.16; Forest Products 

Laboratory, Isabella St., $2,105.62; Fuel and Ore-testing Laboratories, Booth 

St., $3,280.58; Harris and Campbell Building, $388.36; Hawkesbury Building, 

$100.49; Hunter Building, $1,910.55; Imperial Garage, $204.03; Lamb Building, 

$155.23; Langevin Block, $1,309.08; Laurentian Club (old), $156.17; Mines 

Dept., Sussex St., $1,046.62; National Research Council Laboratories, $8,405.80; 

Printing Bureau, $3,853.90; Rideau Hall, $4,002.98; Rockcliffe Rifle Range, 

$320.55; Royal Mint, $1,825.54; Victoria Island Shipyard, $609.20; Victoria 

Museum, $864.53; Wellington St. area properties, $16,441.67; West Block, 

$2.293.43; Wine Vault, George St., $332.18; Woods Building, Slater St., $1,571.94; 

accounts under S100;°S42.1.860') MSU SOARS aa 68,255 96 
City of Ottawa, rates based on assessment: Castle Building (old), $93.11; Forest 

Products Laboratory, Isabella St., $158; Regal Building, $212.55; Sussex St. 

property, $84.64; Woods Building, Queen St., $104.40.... 0.0... cece cece cece eee 652 70 
Detailed in 1929-30, page V—37 


Part V—41 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suwite 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement 
chauffage, ete. 


Dominion Public Buildings — Edifices publics du Dominion 
MARITIME PROVINCES — PROVINCES MARITIMES 


*Amherst, N.S., Black Building, Public Works Agency:—Char service, $187.20; 

janitor’s supplies, $25.62; furniture, $836.57; electric heat, $35.39; repairs, 

$1,018.65; light and power, $419.76; rent, $500; telephone, $47 (99 5 823 SER 3,071 18 
Amherst Public Building: —Caretaker, Jas. O. Lamey, $1,080 (quarters $300 not 

included) ; labourer, $36; care of clock, $50; janitor’s supplies, $70.35; furniture, 

$34.20; coal, $294. 75: wood, $49.75; repairs, $146.55; light, $273. PSOne ys De 2,035 38 
Annapolis Royal, Post Office:—-Car etaker, F. J. Riley, 3 m. at $900, 9 m. at $960 

(quarters $300 not included) ; labourer, $30; janitor’s supplies, $60.30; furni- 

ture, $32.31; coal and wood, $482. 40; repairs, $99.19; light, $327.89; water, $60. 2,037 09 
Antigonish, Post Office: —Caretaker, 7, Duggan, $1, 080 (quarters $300 not in- 

cluded), care of clock, $50; labourer, $36; janitor’s supplies, $34.75; furniture, 

$21.14; coal, $560.33; wood, $21.25; removing ashes, $11.50; repairs, $127.08; 

light, $493. 68; water, $46.25; rent of CEaiveee lO sy nee acts ocd Pen tie ota 2,491 98 
Arichat, Post Office: —Caretaker, B. W. Burton, part time, $150 (quarters $300 not 

included) ; he supplies, $89.93; furniture, $142.37; coal, $255; wood, 

Sees ONOIis am os Shute, Sore wo. eee, meee Se ee. De (ae cB ames 3 we 707 10 
Baddeck, Post Office: —Caretaker, J. N. Nicholson, $1,260; janitor’s supplies, 

$50.20; furniture, $76.68; coke, $235.30; wood, $20; repairs, $252.83; light, 

$127. 17; A ECTT DUP Nera iy Ce ale GRY ac sia) Shemini Beemiamy unas, Pty yn kD ete Ae Ee LPR 2,072 18 
Bridgewater, Post Office:—Caretaker, S. A. Conrad, $960 (quarters $300 not in- 

cluded), care of clock, $50; labourer, $45; janitor’s supplies, $87.31; furniture, 

$3.50; coal, $266; wood, $83. 50; repairs, $1,135.64; light, $290.76; ‘water, $35. 2,956 71 
Canso, Post Office: —_Caretaker, G. A. Pyche, $1,080, (quarters $300 not included), 

care of clock, $50; janitor’s is a $50.10; coal, $360; wood, $31.50; repairs, 


$0877. light’ $408:04 “Cwmater: (827070 00s elon settee ee lel he OUR ety lee al, 2,102 06 
Clark’s Harbour, Post ‘Office: TERE $23.66; gasoline, $1.20; rent, $324.96, less 

$125 paid by P. O. Diaper On ORs Eee Fe |o, TERE 5 ier beets cL Be) ONE OG 224 82 
Dartmouth Armoury 2 Rent: nae ccd cessive C0 sic ta otetafoiand te he Where) Pe aed WS TAT ey. 125 00 


Dartmouth, Post Office:—Caretaker, J. F. De Van, $960 (quarters $300 not in- 

cluded), care of clock, $50; labourer, $36; janitor’s supplies, $74.10; coal, $420; 

wood, $8; removing ashes, $9; repairs, $71.75; light, $638.37; water, $40...... 207 Ze 
Digby, Post Office: —Caretaker, Wm. Caines (retired) April 1 to Aug. 4 at 

$1,280, G. E. Syda, $900 (quarters $300 not included); care of clock, F943, 80; 

janitor’s supplies, $50.38; furniture, $28.58; coal, $329.18; wood, B57 40; re- 

moving ashes, $16; repairs, M. C. Denton, $1,800, accounts under $1,000, 

ste alae UA SONG MOS. MEALOD, 2 POU sis a aibia eo hities & a\ei jeieidel ist Aeletass «eGR wane bikie Ha o eas 4.428 44 
Glace Bay Armoury: —Rent, Jan. 12 to Mar. OVO Sk eee). JatotusoD, Asien 158071 
Glace Bay, Post (Office: —-Caretaker, J. MacInnis, $1,260; labourer, ‘$59.40 

janitor’s supplies, $91.80; furniture, $90.44; coal, $603; repairs, $673.38; light, 

SGOEL035 3) WVAUE OO. SO SEIT OTL Tee soled Mey, MAN RN RNa a's kUS oh Sy RPE, Olathe ihn afb 3,908 05 
Guysboro, Post Office: —Caretaker, L. Grant, part time, $169.92 (quarters $300 not 

included) ; labourer, $21; care of clock, $60; janitor’s supplies, $51.71; furniture, 

$24.58; coal, $340; wood, $49; repairs, STS6MSsAdiehthy $850:78imakess Oot. he 1,853 02 
Halifax, Archives:—Janitor’s services, 10 m. to Dee. 31, 1930, $150; furniture, 

$75.05; repairs, 50c.; light, $32.34; rents, Queen Buildings Limited, 9 m. to Dec 

31, 1930, $810, Board of Trustees of Public Archives of Nova Scotia, Dec. 19, 


LD 29a toils Matalin Oats, p05 2 2 Se pris esau shld Vals bebe. salandueimy slap aie ab ele «se 1,392 73 
Halifax, Bauld Building, s, $10.02; furniture, $23.95; 

coal, $223.18; /rent; Him Go Bauld.cand:Prust. Coy’ $l800wu.im. Bacal. fh. s wan 2.057315 
Halifax, Bedford Chambers, Agriculture:—Furniture, $163; rent, $957.50.... 1,120 50 
Halifax, gd 1.” Building:—Water, $45.30; medical services to injured care- 

EAGT SSS Mee ONL Oe Lire ase ea NS SMILED. toes TIES. AEN «kt 78 30 
Halifax, ‘Camphill. HospitalsesW ater? 146.40 ote, OO TAR, 2k ao 388 00 
Halifax, Canadian Farm Loan Board:—Janitor’s services, Jan., Feb., 1931, $30; 

furniture, $38.20; repairs, $3.50; light, $4.60; rent, 3 m. to Mar. iF 1931, $270. 346 30 
Halifax, Condon Building, Dabo Department :—Char service, $360; janitor’s 

supplies, $9.30; furniture, $291.45; repairs, $48.50; light, $85. 74; rent, $960.. 1,754 99 
Halifax, Crage Building, Fisheries:-—Char service, $180: janitor’s supplies, $12.85; Lge 

furniture, $19.09; repairs, $12.70; rent, Cragg Bros. Co., Btay SE TOS 10 F..4 1,928 83 


* Supplementary estimates—Crédits supplémentaires. 


Part V—42 


PUBLIC WORKS—TRAVAUX PUBLICS 


Leen nn 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. —- Loyers,.réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Kdifices publics du Dominion-Suite 
MARITIME PROVINCES--Con.— PROVINCES MARITIMES—Suite 


Halifax Cunard Building:—Char service, $540; janitor’s supplies, $41.69; furniture, 
&84.51; repairs, oN light, $126.81; rent, Mutual Realty Company, $11,320; 
telephone, SGO2 BS. Wea vioth Siete Wik mhe ote Riana ite 5 SRLS Mis Wdelgalele ogee ROS geet range alle ak ee 

Halifax, Custom House:—Caretaker, B. W. MacDonald, April 1 to Dec. 31 at 
$900, ‘Jan. 1 to Mar. 31 at $960 (quarters $300 not included) ; cleaner, M. S. 
Penny, $1,140; elevatorman, J. Wiles, $1,260; engincer, grade II, G. H. 
Norton, April 1 to Jan. 13 at $1,440; firemen, A. ‘Eisenhauer, $i, 260, W. Morash, 
£1,260; labourers, $909.40; char service, $2.16 0; janitor’s supplies, $455.59; 
Furniture, $1,264. 81; coal, ’s. Cunard & Co., Limited, $1,062.24; electric heat, 
$12.11; removing ashes, $233. 75; repairs, A. W. Thompson, $2,650, accounts 
ee $1,000, $2,711.71; light and power, $1,516.87; water, $601.11; uniform, 
DE ES eS RES ott UR RES SIEM Fis nits oats e's tgha tN lal Gokaaat age RAs Ot cts ean Se 

Halifax, Dalhousie University: —Allowanee for Officers’ Training Corps........... 

Halifax, Examining Warehouse:—Caretaker, H. Brown, $1,260; Eaten $54; 
janitor’s supplies, $43.55; furniture, $20. 10; repairs, $35. 65; light, $18 29 

Halifax, Naval School, Marine and Fisheries: —Char service, $180; janitor’s 
supplies, $13.24; furniture, $273.04; repairs, oe 16; light, $93, 12; rent, $960.. 

Halifax North end Postal Station: —Taxes, BL Sus Bee wl CER. settee: comet hee 

Halifax, Post Office:—-Caretaker, J. F. Sullivan, $900 (quarters $300, not included) ; 
cleaners, B. Carr, April 1 to Aug. 31 at $1,200, D. A. Dunlop, Feb. 15 to Mar. 31 
at $900, H. Meredith, Dec. 15 to Feb. 14 at $900: elevatormen, G. A. Blackman, 
ah 200, W. R. Evans, $1,200; engineer Grade II, sped DeYoung, $1,560; firemen, 

F. Purcell, April, $95, M. Duggan, Nov. 21 to Mar. 31 at $1, 140: firemen 
ee T. Connors, $1,260, J. Woods, $1,260; labourers, $338.66; watchman, 
Bev. Martin, $1,200; char service, $1,662: care ‘of clock, $75: janitor’s supplies, 
$129.69; furniture, $1,746.07; coal, S. Cunard & Co. Limited, $1,506.78; wood, 
$3.25; removing ashes, $200; prehalrs $2,635.62; light and power, $3,377.72; 
water, SOS LGUs) UUVEOG TE EO OO e's sin ac able ceo bie eosin Riene Siie ie eur LE | ue 

Halifax, Quarantine Station, Lawlor’s Island:—Coal, $865; light, $393.73 

Halifax, R.C.N.V.R.:-—Rent, April 1, 1930 to Oct. 18, 1930 

Halifax, Quarantine Station, Rockhead Hospital: = Goal S. Cunard & Co., $1,691.37; 
electric heat, $22.48; light, Sone.00; (water SESO 4 iia Cie Hes cae Cake les GN 

Tlalifax, Stevens Building, Weights and Measures: —Rent, E. F. Stevens......... 

Halifax, Telegraph Building, Income T'ax:-—Char service, $720; janitor’s supplies, 
$45. 15; een he $51. 84: repairs, $8; light, $154.50; rent, Atlantic Utilities 
Limited, BQO 6 sig ccalele shat Teme EAee le: csue ela plRTR Welalaaty 9 'arktele aR. ofa iii etnie ea MelnE aay 

Halifax, Nova Scotia Technical College:—Allowance for Officers’ Training Corps.. 

Halifax, Generally:—Janitor’s supplies, $14.97; repairs, $2.50............ec.0eeee 

Hantsport, Public Building: —Caretaker, W. Pulsifer, part time, Aug. 26 to Nov. 30 
at $600, Dee. 1 to Mar. 31 at $300 (quarters $100, not included) : labourer, 
$23.50; janitor’s supplies, $46.49; furniture, $5.05; coal, $235.18; wood, $4; light, 
B45. 68s invaber eel S42.. (2 MN demi eld. atk tre wdc DAM! «Meseabed Hea gene COR Wa eae 

Inverness, Post Office: —Caretaker, D. J. Gillis, $1,020 (quarters $300, not included) ; 
labourer, $63; janitor’s supplies, $38.53; coal, $412.50; wood, $24; removing 
ashes; $6; tepaizns, $70,05sadight) $439,205: waters) $504.00 Ve Si ctatnes beeevdeae 

Kentville Experimental Farm:—Coal, $875.54; light and power, $573.63; electric 
LASS TT ee os 2c cle. oho eo Seige AUS hws elas, gy ated et 9 LIU Sak Ra Me tian at Ma ata Beach oF 

Kentville, Post Office: —Caretaker, W. Hiltz, $1,080 (quarters $300, not included) ; 
care of clock, $50; janitor’s supplies, $36.17; furniture, $32.65; coal, $493.50; 
wood, $8; removing ashes, $13.25; repairs, $132.30; light, $621.19; water, $50.... 

Liverpool Post Office: —Caretaker, G. W. Spurr, $960 (quarters $300, not included), 
care of clock, $50; labourer, $35; janitor’s supplies, $26.07; furniture, $36.44; 
coal, $50; wood, $16; repairs, $403.33; light, $305.44: water, $19................ 

Lunenburg, Post Office:—Caretaker, J. F. Fox, $1,020 (quarters $300, not in- 
cluded); care of clock, $50; janitor’s supplies, $97.38; furniture, $41.65; coal, 
. .18; wood, $52; repairs, $128.28; light, $416.99; electric lamps, $27; water, 
BUR A ie OE RRA s (BS 207) a ee RG RE Ol cee aceon Chet POM e ee eeu. Cee gs 

Nappan Experimental Farm:—Coal, $404.87; light and power, $356.90............ 

New Glasgow, National Defence Department: hort « dees 6 OY ic xiecsw one Ole 

New Glasgow, Post Office:—Caretaker, K. Forbes, $1,080 og lt $300, not in- 
cluded); janitor’s supplies, $22.10; furniture, $7.95; coal, $716.47; wood, $25; 
removing ashes, $22; repairs, $110. ‘59; light, $638. 69; water, SOO Fe ot wwe ocey Cade 

North Sydney, Immigration Building: - Tight silos, G bob a, he Rie ib Slee 5 ele ieee pes Bed eet 


eeeree eee eee se sere eeeee 
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Part V—43 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
MARITIME PROVINCES—Oon.— PROVINCES MARITIMES—Suite 


Worthan @ sydney, viarind Oficat-Rent . 1.0 a's0¢6 465 oes os come wael deo vie el elealdion sldhalde 
North Sydney, Naval Air Station:—Labourer, G. Green, 1,248 h. at 40c., $499.20; 
re eene T. Bartlett, $900, R. Clarke, $1,020; furniture, $3.80; coal, $31.25; 
Lista ects Lan TaD ae, Be Te) ST. CRA eR SIAL Siliaes gHeMalels dude disldide ad de 
North Sydney, Post Office:—Caretaker, H. D. McMillan, $1,080 (quarters $300, 
not included); janitor’s supplies, $129.55; furniture, $38; coal, $592.80; wood, 
$24; removing ashes, $16.05; repairs, $475.84; light, $711.27; water, $64; sewer 
pipe privilege, Maysil, 1920/toiMay, Llp ies0,) S100 8 fe8. addins Ws stadleldldle « 
North Sydney, Terminal Building:—Rent, Canadian National Railways.......... 
Parrsboro, Post Office:—Caretaker, C. L. Johnson, $960 (quarters $300, not in- 
cluded); labourer, $42; care of clock, $60; janitor’s supplies, $116.10; furniture, 


$33.58; coal, $540; wood, $18; removing ashes, $8.55; repairs, $233.39; light, 


Fy tamer Mirek SR UMS lH LiL tisnin io 06 alee aneaela ain a eilicye Wid sebeliouniiele Ge. mie kim PeCPlBS eceAM AG ce 
Pictou, Custom House:—Caretaker, A. Stiles, $1,260; labourer, $36; janitor’s 
supplies, $30.25; furniture, $249.47; coal, $440.22; wood, $20; removing ashes, 
CPR POAC. S0sc0s ALTUb, GOAOSs -WAtely VALeUle as) cee aicuacese cveweraaiusenies 
Pictou, Post Office:—Caretaker, G. M. McLean, part time, $525 (quarters $300, 
not included); labourers, $54; janitor’s supplies, $83.08; furniture, $144.56; coal, 
as ; wood, $16; removing ashes, $26; repairs, $378.66; light, $244.09; water, 
Dip ic rake APPIN ce ses Aaa ld 1d SOLD eh ie Moc atontuehe PAM ay a ak Ialalel a etaliel Jha WO MeL ae 0 
Shelburne, Post Office:—Caretaker, R. McKay, $1,080 (quarters $300, not in- 
cluded); care of clock, $50; janitor’s supplies, $24.74; furniture, $19.15; coal, 


$343.78; wood, $10.50; removing ashes, $12; repairs, $2.63; light, $356.39........ 
Sherbrooke, Public Building:—Labourer, A. H. MacDonald, $220.97; janitor’s 
supplies, $15.14; coal and wood, $219.50........... ss esse eee cece eee eee eees 


Springhill, Post Office:—Caretaker, A. L. Canning, $900 (quarters $300, not 
included); care of clock, $50: janitor’s supplies, $92.47; furniture, $97.74; 
coal, $493.87; wood, $20; removing ashes, $8.20; repairs, $870.41; light, $293.90; 
DMGET DEL Shad oe As Bie Ha CUM UG aC ARE LLANE? VS RURBMRS 3 a tata ages ig aiah OIE SARE a hs pls 

Stellarton, National Defence Department:—Rent, A. BE. Hayvman................. 

Stellarton, Post Office:—Caretaker, J. Ward, part time, $240 (quarters $300, not 
included); janitor’s supplies. $64.16; coal, $202.50; wood, $21; removing ashes, 
$28 se repairs,’ $05.60) light, $120.433 water, SIS.50 wee ewe lil) RR. oe Waaiiays 

Sydney Immigration Department, Royal Chambers:—Furniture, $8; repairs, $131; 
liebe, 120.845) water, $273 ‘rent Row > Logue, SL, 100 mend. sO STH) lee a es 

Sydney, Post Office:—Caretakers, ¥. G. Graves (retired), April 1-Nov. 8 at $1,080, 
Nov. 9 to Jan. 13 at $1,380 (quarters $181.67, not included), care of clock, $25, 
G. Fox, Jan. 11 to Mar. 31 at $960 (short paid, 47c.) (quarters $66.94, not in- 
cluded); labourer, $213; char service, $233.55; janitor’s supplies, $89; furniture, 
$173.51; coal, $532; wood, $18; repairs, $406.58; light, $1,733.37; water, $119..... 

Sydney Mines, National Defence Department:—Rent............. 0c cece ween cece 

Sydney Mines, Public Building:—Caretaker, Chas. Ivey, part time, $450 (quarters 
$300, not included); janitor’s supplies. $77.40; furniture, $10; coal, $384; wood, 
$3; removing ashes, "$8" Fepairs,’ SV6IS ¢ light, S53O2Gv woos. Me ee ead 

Tatamagouche, National Defence Department:—Rent.............cc cece cece eee 

Trenton, Post Office:—Furniture, 80c.; light, $67.12; rent, $600................. 

Truro, Agriculture Department:—Furniture, $91.29; rent, Canadian National Rail- 
WAVE. LODO Rca te ko Rrra Uk SR we os AE ReMi lt, ARID eM aie Leary 

Truro, Post Oftice:—Caretaker, W. Armsworthy, April 1 to Dec. 31 at $900, 
Jan. 1 to Mar. 31 at $960 (quarters $300, not included); labourer, $54; janitor’s 
supplies, $102.74; furniture, $685.33; coal, $733.49; wood, $27; removing ashes, 
$46: repairs,’ $894.57 light, (S824:73; water; S828 bo. k ROR oe 

Westville, Post Office:—Caretaker, R. McCoull, $960 (quarters $300, not in- 
cluded); janitor’s supplies, $57.75; furniture. $185.88; coal, $327.50; wood, $16; 

_ removing ashes, $9; repairs, $45.85; light, $167.07; water, $25................ 

Weymouth, Armoury:—Electric lamps, 30c.; rent, $240.......... cece cece eee e eee 

Windsor, Public Building:—Caretaker, C. K. Smith, $1,080 (quarters $300, not 
included); care of clock, $50; janitor’s supplies, $68.89; furniture, $39; coal, 
$505.27; wood, $15.20; removing ashes, $8; repairs, $110.60; light, $591.10; 
WALEr: SOUT oIs LIOR eee Me as! eRe, eine ie ols ta. otey, 

Wolfville, Post Office:—Caretaker, R. Spicer, $1,080 (quarters $300, not included) ; 
care of clock, $50; janitor’s supplies, $59.95; coal, $351.07; wood, $18; repairs, 
Pew ane ee bens Waleta WL eich hy ido id ae ldeirak Kee oes Dee wwe wale a kc whe 
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Part V—44 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


MARITIME PROVINCES—Con.— PROVINCES MARITIMES-—Suite 


Yarmouth; Marine, School: -Rantiven. cers wera sce cl nie. «ao olecotnte Ueleierats RIO. ae em 
Yarmouth, National Defence Department:—Rent.......... 0... ccc cc cece cease 
Yarmouth, Public Building:—Caretaker, W. H. Bethune, $1,020 (quarters $300, 
not included); care of clock, $50; labourers, $216; janitor’s supplies, $171.65; 
furniture, $254.90; coal, $928.43; wood, $21; removing ashes, $22.50; repairs, 
$2,244.77; light! SP725359 water, ero Oat isk. >: SOLE, Aw sletonlem.. ee nk eis aes ee 
Minor Offices:—Furniture, Annapolis Royal, Canadian National Parks, $58.34, 
Dartmouth Marine & Fisheries, $87.46, Halifax British Mail Branch, $1, 
Halifax Dalhousie University, $1, Halifax H.M. Dockyard, $2.50, Louisburg 
Canadian National Park, $214.55, North Sydney Naval Air Warehouse, $1.50, 
Radio Oftice Dockyard, 75c.; repairs, Halifax Armouries, $1, Parrsboro Armoury, 
$10; light, Halifax, C.N.R. Station mail room, $5; electric lamps, $2.90; painting 
ReUCEs.  DOXES, 0 ease Me eI Cereldtc bs 55.0.0 + 4% 8 vine be bseee eee REEL erent eke bint eee 
Nova Scotia, *(Generally:S=Cartagew ny, ...,.0.) 2. ellie. AL See es eon ese 
Gesercor™ P.E.I. (Cameron Building), Dredging Office:—Inght, $14.77; rent, 
Charlottetown, Custom House, old Bank Building: aker, G. S. M. Larter, 
$1,260; labourer, $54; char service, $171.20; janitor’s maerescr $44.15; furniture, 
$64, 49; coal, $654. 31; wood, $20.25; repairs, $954.20; light, $226.59; water, $34. 
Charlottetown Experimental ‘Farm: Ona: $525.31; electric heat, $79.57: light and 
power, $271(07 :Nelectrtemlamips) 4640. TOWEL LE... Pa OU « aloes eo uee ea chre~ antic! kin 
Charlottetown Generally: = Mbeetric: damips! st: ..a6 eee oe AE EAD sotnyobnees «de. aee 
Charlottetown, Public Building:—Caretaker, J. Saunders, $960 (quarters $300, not 
included); cleaner, J. J. Savident, $1,200; labourer, $282: char service, $1,168.20; 
janitor’s supplies, $123.10; furniture, $08, 25; coal, A. Pickard & Co., $1,650. 41; 
wood, $33.55; removing ashes, $24; repairs, $1, 569. 72; light, 5$1,617.0L; water, 
$225; snow removal, $161.60 
Charlottetown, Riley Building: —Furniture, $111.24; repairs, $6; light, $21.14; rent, 
Customs and Excise Office, $325, Soldier Settlement Board, OU tes OF UA aie ean 
Charlottetown, R.C.N.V.R. :— Rent, Navy. League of Canada, P.HW. Branch: .6464. 
Georgetown, Public Building:—Acting caretaker, J. Johnson, $519.96; janitor’s sup- 
plies, $75.10; furniture, $3.75; coal, $246.08; gasoline, $88; wood, $25; removing 
asiies, 510° repairs, mia/.13> light, $270.5080 BE. : vapien 2hs COUR . ase cae OE. oe 
Kensington, Post Office:—Caretaker, W. L. Delaney, part rie $399.96; janitor’s 
supplies, $28: 94; coal, $112.92 repairs, $43.133 Nght) $158A40 ayaa. ft ee. enteee che 
Montague, National Defence Dept. c¢—-Renisel avi pice tehi ads abt aed aden akan sy oomeeye 
Montague, Public Building:—Caretaker, G. H. Nelson, part time, $396.63; janitor’s 
Sener $48.63; furniture, $10; coal, $361.32; wood, $16; repairs, $70.50; light, 
} 
Port Borden, (Marine ‘and Wisheries: + Rentiis st -b4ne odie os CREM ree bebe. tp 
Souris, Public Building:—Caretaker, M. Madore, $960 (quarters $300, not in- 
cluded); labourer, $54; janitor’s supplies, $24.49; furniture, $53.37; coal, $354.19; 
wood, $88. 7osurepairs, $342026> -Geht., $220,807 web L096 Sahl cee a sree eeae 2s Ck eatin 
Summerside, Experimental Fox Farm:—Coal, $347.62; electric lamps, $8.90; light 
BUG IPOWEE PAAGADS, aoe end heb bee ee die eek he ccs Pe ekiortwds > anoeaeth > femehae. ca 
Summerside, Public Building:—Caretaker, Geo. C. McPherson, $1.080 (quarters 
$300, not included): care of clock, $50; char service, $120; janitor’s supplies, 
$60.38; furniture, $8.05; coal, $605.44; wood, $21.75; repairs, $181.92; light, 
$395.60> “waseneora:- taniform, S240 a: . adigbhe cb oR ead Rinne ch acount 
Tignish, Public Building:—Caretaker, F. M. Desroches, $960 (quarters $300, not 
included); Jabourer, $74; care of clock, $50 ; janitor’s supplies, $105.50; coal, 
$300; wood, $14; removing ashes, $8; repairs, $505.78; gasoline and oil, $336. 10; 
rent of site lass ¢ HAR <4 65, 50w ede RMR © Ute Wes Codd te eat adbe ad Chia nor RS Che 
Peng Oficet :—Furniture, Charlottetown Agricultural Dept., $8.50; painting letter 
Gres! $40. SR nas RGR. spy camel SS ln AE, oP Te meee a (I en a 
Atholville, N.B.,. Post Office:—Labourer, J. L. LeBlanc, $127.94; janitor’s supplies, 


i ee 


$1:32- coals 210mm Wood Bld. «ac aeros st | BRE ces Lata tee ee caer e ah es hited . 


Bathurst, National Defence Department:—Rent...........cc ccc ee sce cceceesenees 
Bathurst, Public Building:—Caretaker, J. C. E. Canty, $960 (quarters $300, not 
included); care of clock, $50; labourer, $45; janitor’s supplies. $60.41; coal, 
$543.28; wood, $84: removing ashes, $5: repairs, $1,037.94; light, $408.62; water, 
$33; advertising, $37.90; printing, S20 Sian se OAR. seetlawnn: Breahiiks + (GAR sabe 
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Part V—45 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suwite 


Votes—_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — EKdifices publics du Dominion-Suite 
MARITIME PROVINCES—CUon.— PROVINCES MARITIMES—Suwite 


Buctouche, Post Office:—Caretaker, P. Leger, part time, $600; janitor’s supplies, 
$35.53; furniture, $11.65; coal, $176.62; wood, $6; removing ashes, $4.70; repairs, 
$56.24; gasoline, $120.78; rent, for privilege to lay and operate sewer pipe line, 
Seaver tipi Shr. o0. et OS ALS. FR 8 Pa oR hl ee tothe ae ae 

Campbellton, Armoury:—Rent, 15. m. to’ April 6.:19812 6 nec lee walee bia diale's 

Campbellton, Public Building:—Caretaker, J. E. Barclay, $960 (quarters $300, not 
included); care of clock, $50; labourers, $75; janitor’s supplies, $68.17; coal, 
$601.08; wood, $13.05; removing ashes, $2; repairs, A. H. English, $1,190, 
accounts under $1,000, $112.02; light, $525.25; water, $52.........0... 0.00000 ee 

Campobello Island, Fish Inespector’s Office:——Rent «so... ee oh. als 

Centreville, Post Office: —Light, $82.05; rent, $300, less $150 paid by P.O. Dept.... 

Chatham, Public Building:—Caretaker, J. LeB. Johnston, $960 (quarters $300, not 
included); janitor’s supplies, $30.90; coal, $491.16; wood, $6; repairs, $285.16; 
light, $538:32; water, $40. .....+.scesseseees Ee « GMM RT AED SRE, 

Chatham, Quarantine Station:—Coal ..............008. BT 5 leon TINE RUPEES | 

Chipman, Public Building:—Caretaker, M. Kane, part time, $540; janitor’s sup- 
plies, $12.30; furniture, $22.50; coal, $88.73; wood, $3; repairs, $2.70; light, 
CC ty ink olls Pease Ob MAE LN Mes Aan noe eo Feiner. UR 

Dalhousie, Post Office:—Caretaker, R. A. Letourneau, $1,080 (quarters $300, not 
included); janitor’s supplies, $8.40; coal, $343.81; wood, $20; repairs, $53.84; 
LCA Raph slate Swen 2 OS ie hoy mantel ral eg TEE he gt la ere RE Ae Sea OE AI dE 

‘Edmundston, Customs and Immigration Building:-—Janitor’s supplies, $2.85; furni- 
ture, $38.30; coal, $42; wood, $7; repairs, $422.80; light, $250.32; water, $22..... 

‘Edmundston, Post Office:—Caretaker, J. St. Onge, June 11 to Mar. 31 at $900 
(quarters $241.67, not included); labourer, $195.25; care of clock, $50; char 
service, $420; janitor’s supplies, $37.35; furniture, $21; coal, $481.88; electrical 
heat, $64.39; removing ashes, $23.50; repairs, $462.12; light, $424.36; sewer tax, 
WET SOU. Wey. a Me < s ackigs oa Gat AePdele © <n ioiahdngy PRs abnor een EE Se 'sTasape¥ lg eridl od syoie 

‘Vairville, Post Office:—-Caretaker, Alex. Scott, $1,080 (quarters $300, not included), 
care of clock. $50; labourer, $54; janitor’s supplies, $64.26; furniture, $20; coal, 
$345.08; wood, $13; repairs, $72.78; light, $81.33; water, $17.10.................. 

‘Fredericton, Custom House:—Caretaker, F. L. Foster, $960 (quarters $300, not 
included); labourer, $40.50; janitor’s supplies, $53.93; furniture, $4.85; coal, 
$479.57; wood, $20; removing ashes, $18; repairs, $366.51; light, $203.35; water, 
S496; snow remoyval,($13,50 <o5 4m + 8%. ha 31450010 eet C attad! sbelablac4 

Fredericton, Experimental Farm:—Coal, $1,426.25; electrical heat, $244.32; wood, 
Spore nie tram ower) PO40)4 5. FAI Lee We so asese. Geilys, clebeat so wield Oooo Sas AIEEE Lhe 

‘Fredericton, Military Hospital:—Watchmen, M. Allen, $1,020, G. E. Tufts, $1,020; 
labourer, $420; coal, $37.08; wood, $3; repairs, $4.50; light, $37.82.............. 

‘Fredericton, Public Building:—Caretaker, J. A. Barry, $900 (quarters $300, not 
included), care of clock, $50; fireman, F. Myshrall, April, Oct. 1 to Mar. 31 at 
$1,260; char service, $336; janitor’s supplies, $101.10; furniture, $290.85; coal, 
$998.54; electrical heat, $9; wood, $10; removing ashes, $48.25; repairs, $415.62; 
light, $622.53; ' water, $20.76; snow removal, $31.50. 02200 .000..6 5 OL aAYS 

~Grand Falls, Public Building:—Caretaker, J. O. Gagnon, $960 (quarters $300, not 
included), care of clock, $50; labourer, $45; janitor’s supplies, $63.90; furniture, 
$4.06; coal, $401.54; wood, $67.50; removing ashes, $4.20; repairs, $92.57; light 
SEOTOO? Sater: SBR SONA OIG REPT. INNS ae ho oats Oe MOM SP Fare: 

Hampton, Post Office:—Caretaker, A. Kay, $960 (quarters $300, not included) ; 
labourer, $36; janitor’s supplies, $56.45; furniture, $4.60; coal, $218.26; wood, $10; 

___removing ashes, $1.50; repairs, $111.39; light, $67.08; water pipe line privilege, $25 

‘Hartland, Public Building:—Caretaker, W. Fraser, part time, $600, care of clock, 
$50; labourer, $36; janitor’s supplies, $17.60; furniture, $25.41; coal, $228.45; 

__ wood, $6; repairs, $39.425 light, $265.44, water, $29.25 600. cages sce eie enne cine 

eae Ry Fosh. Ne uaa eye ee H. 8. Stevens, $960 (quarters $300, not in- 
cluded); labourer, .50; janitor’s supplies, $51.55; gas heat, $159; irs 

$169.02; light, $159 ........ Sie aa eesti , eee ote np 4 SRK LEDS 

-Marysville, Public Building:-—Caretaker, J. Inch, part time, April 1 to Oct. 31 at 
$150 (quarters $175, not included); labourer, $18; ehar service, $129.03; janitor’s 
supplies, $21.16; furniture, $32.15; coal, $186; wood, $15; removing ashes, $4.20; 
LOPAW SVS LAG light. Saas WATE SOAsa itd ei Us he's esmipyaeie Wa buewkebas FEE ok « Lieve 
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Part V—46 
PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
MARITIME PROVINCES—Con.—- PROVINCES MARITIMES—Swite 


Milltown, Public Building:—Caretaker, R. J. Johnson, $1,080 (quarters $300, not 
included), care of clock, $50; labourer, $45; janitor’s supplies, $31.10; coal, 
$215.84; repairs, (3121905) light A$236:87 s.water;, $28:40; 1G) ews. k Vee. oon 

Moncton, National Defence Department:—-Rent, Mrs. G. S. Anderson............. 

Moncton, National Revenue, Preventive Service:—-Rent..........0...eeceeseaeee 

Moncton, Examining Warehouse:-—Furniture, $63; coal, $18.40; electrical heat, 
$71.50; repairs, $18.50; light, $34.20; N\ing’s Printer, printing, $15.16; legal 
services, “TH Li Goodwity eelasc7O"%, . eta. oe age. tlhe tN anaes 

Moncton, Excise Tax Office:—Furniture, $8; rent, $60................ 0... cece eee 

Moncton, Post Office Site, McManus property:—Taxes, 1928, ’29, ’30............... 

Moncton, Public Building:—Caretaker, A. T. Dillman, $960 (quarters $300 not 
included); labourer, $45; char service, $360; janitor’s supplies, $59; furniture, 
$718.64; coal, $458.89; wood, $5; removing ashes, $13.50; repairs, $550.31; light, 


$880120:  »water,. 61345. snow, removal, $14 0.00/00 Coe etal s « Sine ndnans 
Moncton, Wilbur Building, P. O. Dept.:—Gas heat, $526.50; light, $451.41; rent, 
Fe Wilburg $4 900 Hacer NEU RS cciteisiaps sistas? scape Me aide akeieee melee ne fe Rue Oe wee de 
Moncton Generally 4s Cartagen cis. stem » sec ayn» ole Fells © Rpeleny © = tenes aie ec ini e yah nectar eee Yale 
Nelson, South Post Office:—Caretaker, W. C. Dolan, part time, $540; janitor’s 
supplies, $33.45; coal, $92.50; wood, $4; repairs, $179............... PA he ae 


Newcastle, Public Building:—Caretaker, E. W. Keating, $1,080 (quarters $300, 
not included) care of clock, $50; labourers, $71; janitor’s supplies, $60.20; 
furniture, $46.40; coal, $582.09; wood, $7.50; repairs, Somers & Ramsay, 
$2,036.25, accounts under $1,000, $117.37; light, $887.82; water, $35............ 

Perth,;, National: Detence!, Department :—-Rent. ek PP it ane cscle ietegalektt oratories 

Richibucto, Post Office:—Caretaker, J. R. Le Goff, April 1 to June 30 at $900, 
July 1 to Mar. 31 at $960 (quarters $300 not included); labourer, $45; janitor’s 
supplies, $48.74; coal, $328.27; wood, $32; repairs, $156.89; light, $174.30.... 

Sackville, Armoury:—Rent, $120; electrical lamps, 838¢................cceeeees 

Sackville, Dominion Seed Branch:—Furniture, $673.20; coal, $348.98.......... 

Sackville, Post Office:—Caretaker, J. E. Ayer, $960 (quarters $300 not included) ; 
labourer, $49.50; janitor’s supplies, $39.40; furniture, $203.31; coal, $332; wood, 
$15; removing ashes, $25.65; repairs, $285.52; light, $327.02; water, $36.30.. 

St. Croix, N.B., Customs and Excise Office:—Caretaker, A. C. Kelly, part time, 
$399.96; janitor’s supplies, $8.25; furniture, $136.67; coal, $308; wood, $13; 
PEMAITSNSHOMOO SN Mee DODO. ko. LE At RYE Oh Qh a STOPS OLR ET, 35 Stanete, cheng 

St. George, National Defence Department:—Rent 1.0.0.0... ccc cee ecco cece ece 

St. John, Board of Trade Building, Immigration & Colofiization:—Char service, 
Se OURiaE CUE pee HONE So 6G cc sc UrEte a. Ui Ho @ NRHN Repeal ie aide tate Se nelle Vocations Ste CAO, dc aes 

St. John, Canadian Farm Loan Board:—Char service, $60; furniture, $93.30; light, 
SUG 52- rent, pv mm. co: Marie, AOS, (Sel Be. ie saree i r edatien* Mae Seer aie Pasi a 

St. John, C.N.R. Station, Mail room:—Rent, 15 m. to June 30, 1931.......... 

St. John, Custom House:—Caretaker, W. P. Lawton, $960 (quarters $300 not in- 
cluded); elevatorman, K. H. Vroom, $1,200; engineer, gr. II, J. T. Logan, 
$1,560; fireman, J. K. Long, $1,380; labourers, $678; char service, $1,870.27; 
janitor’s supplies, $128.90; furniture, $2,007.04; coal, Minto Coal Co., Ltd., 
$2,438.96, accounts under $1,000, $175.30; electrical heat, $31.96, gas heat, 
$52.12; wood, $27; removing ashes, $95.40; repairs, James HK. Kane, $2,258, J. 
E. Wilson, Ltd., $2,375, accounts under $1,000, $2,453.50; light and power, 


$1,044.34; water, $932.97; rent of lot, 1930-31, $44; uniform, $24.40.......... 
St. John, Furlong Building, R.C.N.V.R.:—Rent, Dr. J. D. Maher.............. 
St. John: Hagin Building, Pigherieg?: 7 ReMtujd onc) 4 suey Geum) seks dice ae adiccbionnee ee 


St. John, New Post Office:—Caretaker, J. J. Donoghue, $960 (quarters $300 not 
included) ; cleaners, W. J. Beckingham, $1,200, W. J. O’Leary, May 6 to Mar. 
31 at $900 (less 21 d. Dec.), $762.09; elevatormen, A. W. Fowlie, Sept. 7 to Mar. 
31 at $1,080, less 3 d. Nov., $603, J. J. Jenks $1,200, C. W. Johnston, $1.140, W. 
H. O'Neil, $1,260, G. A. Walls, April 1 to July 31 at $1,140; engineer, er. I, 
F. Napier, $1,440; engineer, gr. II, G. A. Elliot, $1,500; labourers, $1,194; 
char service, $1,248; janitor’s supplies, $59.52; furniture, $1,136.46; coal, 
Minto Coal Company, Limited, $2,152.20, accounts under $1,000, $78.60; wood, 
$11.25; removing ashes, $68.80; repairs, J. S. Parker, $1,044.10, accounts under 
$1,000, $1,507.66; light and power, $2,400.66; water, $1,084.19; uniforms, $97.43. . 

St. John, Old Post Office:—Caretaker, T. Killen, $1,200, care of clock, $50; cleaner, 
J. J Connell, $1,140; elevatorman, R. S. Galbraith, $1,200; engineer, er. It) 
HK. Conley, $1,560; messenger, J. C. Grant, $1,020; labourers, $165; char service, 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, ete.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
MARITIME PROVINCES—Conc.-— PROVINCES MARITIMES—fin 


St. John, Old Post Office—Cone. 

$624; ‘janitor’s supplies, $119.27; furniture, $21.45; coal, $594.40; wood, $3.25; 

removing ashes, $33; repairs, H. S. Stephenson & Co., Ltd., $2, 046. 90, accounts 

under $1,000, $989. des light and power, $1,381.84; ‘water, $40.27; telephone, 

$85.67; uniform, SLB EC PS PIS EGG NMG PGW R alsaleh or atelsver Wr lol shale) oss. aia) of ales org) ya 12,300 88 
St. John, Quarantine Sisson. —Coal, Avon Coal Company, Limited, $1,067.82, 

Messrs. R. P. & W. F. Starr, Limited, $2,528.75, accounts under $1, 000, $1,367.34; 

tuel oil, Imperial Oil Limited, $1, 349, 79; wood, $190; water, $980. 61 Ho Ph Sa ads 7,484 31 
St. John, Savings Bank Building: —Caretakers, W. J. Brennan (retired), April 

1 to June, 14 at $960, June 15 to July 30 at $1,260 (quarters, $61.66 not in- 

cluded), A. Walls, Aug. 1 to Sept. 30 at $1,200, Oct. 1 to Mar. 31 at $900 

(quarters oo, not ineluded) ; char service, $201. 505 janitor’s supplies, $27.45; 

furniture, $11. 18; coal, $428.04; electrical ‘heat, $12, gas heat, $10.48; wood, 

$10; removing ashes, $20. 50; repairs, $1,148.97; light, $97.18; water, $40.44. 3,012 68 
St. John, Generally: —Fireman, W. McFarlane, April, $105, S. Miller, Oct. 6 

to Mar. 31 at $1,140; janitor’s supplies, $523. 42; furniture, $1; repairs, $6.70... 1,190 80 
St.. John West, Immigration Building:—Coal, Colwell Fuel Co., Ltd., $1,192.58, 

accounts under $1,000, $1,244; electrical heat, $4.72; wood, 88; light, $221.92; 

water, $158.50; rent of lot, BUS Reais eta ee ike oleh «Sah Midian eA b4e cer apie IOS)-, chekeutles stig 25830 (72 
St. John West, McKinney Building, Radio Inspector:—Rent................ 60 00 
St. John West, Old Martello Hotel:—Watchman, F. C. Craft (resigned), April 

1 to Oct. 12 at $1,020, less 13 d. Aug., $507.25, ae F. Madden, Dec. 8 to Mar. 


31 at $900; labourer, $294.57; gratuity paid At Le O'Neill, re late Mary 
Gillespie, $34; coal, $49.99; repairs, $46.90; light, $12.46....................0.- A Wa ae 
St. John West, No. 4 Shed and Ramp:—Rent, CHUM Ole brn OU Leis dae ges 2,0 2 


St. John West, Post Office:—Caretaker, E. McKinney, part time, $349.92 

(quarters $300 not included); care of clock, $50; janitor’s supplies, $7.05; furni- 

ture, $19.25; coal, eu aD: wood, $45; removing ashes, $6.30; repairs, $66. 50; light, 

Bo App SOLO Ge o TUNT NIM e en. Ae her, DN a eMmeete CORPUS RAIS AMIE 1,062 00 
St. Stephen, Public pei —Caretaker, B. J. Maxwell, $900 (quarters $300 

not included) ; ; janitor’s supplies, ape 47; furniture, $452. 36; coal, $665; repairs, 


phe 8; Uiglip $272,045 spate A 225.9B i cn naa nde emaaes «coarse veal 2,870 24 
St. Stephen, St. Croix Rink, National Defence:—Rent...........0..0ecceccee. 200 00 
St. Stephen, Toad Building, Immigration: —-Coal, $80.50; wood, $8; electric lamps, 

CSUN CRE Peary hae Sa" NS ce RN Ra BO rae faites COOMBE UREA RE MG Coors Sp a ES th ER asa 439 70 
Shediac, Post Office: —Caretaker, W. P. Casey, $960 (quarters $300 not included) ; 

labourer, $49.50; janitor’s supplies, $36.37; furniture, $15; coal, $332.10; wood, 

$21.50; removing ashes, $8; repairs, A. J. Belliveau, $2,030, accounts under 

SLOVO, “SESSeLipht SLT OIO7s Water,” SHO L000 54 eee TR eI Ne 3,745 87 
Shippegan, Post Office: —Rent, $150, less Sib paid: by. BOUL Deptyas .teicie aouees 75 00 


Sussex, Post Office: —Caretaker, F. L. Sprague, $960 (quarters $300 not included) ; 

labourer, $45; janitor’s supplies, $9.71; wood, $25; repairs, $834.25; light, 

$89.48; water, BIO idee eee Me bx 5 cal shal oe ag MUON Mec Gated otatath, «ghee gn ances 2,013 44 
'Tracadie Lazaretto: —HEngineer, gr. II, J. X. Robichaud, $1,550; firemen, J. 

Benoit, April 1 to May 31 at $1, 260, ‘Ad Tid Breton, Oct. 4 to Mar. 31 at $1, 140, 

J. T. ‘Lozier, Oct. 4 to Mar. 31 at $1,140, F. Savoie, April, $105; labourer, 

$49.50; coal, Minto Coal Company, Limited, $2,283.26, accounts under $1,000, 

$348.25; wood, S863 (dec asouine, (S47 4182) Siti. GRR, ce TR Peete)! phitiyn ga 7,016 20 
: Woodstock, Post Office: —Caretaker, J. F. Milbury, April 1 to Dec. 31 at $900, Jan. 

1 to Mar. 31 at $960 (quarters $300 not included), care of clock, $54.16; janitor’s 

supplies, $37.24; furniture, $320.71; coal, $379.62; wood, $63; repairs, $317.24; 

light, $326.97; water, $60. 42: meaner tates, .$12)) .. deena cae uaa om Crete. SiR: 2,486 36 
Minor Offices: -_Furniture, Moncton, Coy NR. Wea oe $9.69, Moncton Live 

Stock Branch, $128.27; heating. Clair Customs & Immigration Office, $14; St. 

Leonard Immigration Office, $52.50; Woodstock Immigration Office, $22; repairs, 

St. John Observatory, $78. 22; express on electric lamps, 80c.; ‘painting mail 


EAE UMD RA Ee cel orcad ck atebat och, s MEGEY Fs PORN a: a cat Ce ARNE RRR Acai te STEIN ihn. oft tah a 319 48 
New Brunswick and P.E.1. Buildings Generally:—Hlectric lamps, Ahearn & Soper, 

PR ed) Ce te ee ae a NLT Re Oy ee eet are tek SM OD 1,134 81 
Maritime Provinces, Buildings Generally:—Travelling expenses, W. W. Allingham, 


$656.20, H. A. Russell, $1, 438. 60; printing and stationery, King’s Printer, print- 

ing, $25, stationery, $297, 03; postage, $188.83; telephone tolls and telegrams, 
€264.24; advertising, $297. 88; blue prints, $17. Os saTaries. S2UO0. 2. 8 as 3,207 19 
373,614 8h 


Part vV—48 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC — QUEBEC 


Abord-a-Plouffe Post Office: —Rent ............. asiebinhs HeeeRe » pee ernie hanases 90 00 
Acton Vale, Post Office:—Caretaker, G. Marcille, $1,080, care of clock, $50; 

labourer, $41.25; janitor’s supplies, $104.75; furniture, $75; coal, $232.05; electric 

heat, $56.11; wood, $30; removing ashes, $19; repairs, $369.84; light, $315.49; 

waters $150.1. cnsgentewckinlenceveemebieew viet bilew ile meri ke ee Oe 2,020 49 
Armstrong, Custom and Immigration Building:—Wood, $120; light, $33.82...... 153 82 
Aythabaska, Post Office:—Caretaker, EH. O. Belleau, $900, (quarters $300 not 

included), care of clock, $50; labourer, $41.25; janitor’s supplies, $49.24; furni- 

ture, $51.13; coal, $266.67; wood, $60; removing ashes, $10; repairs, $369.59; 

light, $251.88; water, $100 .........ee eee eee eevee Clslete. Bas spatalele,«,c}Gpdtie, sbekecfeles 2,149 76 
Arvida Public Building:—Steam heating, $318.33; light, $357.28; water, $11; 

electric lamps, $1.73; rent, Aluminum Company of Canada, Ltd. $1,500, less 

$395 paid by CP.O. Dept, eetec Pha wll S. ohtesk soy A RIOERS SBOE. poe at bees 1,863 34 


re ke et OS yO EAI IU GM Restor. 5 vis Lita oe IIR Nes. is ead ART eo aa 407 37 
Aylmer, Public Building:—Caretaker, A. Malherbe, part time, $99.96 (quarters 
"$300 not included); janitor’s supplies, $18.28; coal, $216.30; wood, $93.60; 

repaire, $16:025 light,9$2345) water, $91.50 . ive. lo adit. LL SI, Seat 769 66 
Baie St. Paul, Post Office:—Caretaker, J. A. Gariepy, part time, $300 (quarters 
$300 not included); janitor’s supplies, $35.60; furniture, $24.67; coal, $432.96; 


eoceeoeeereec eee 


wood, $27; repairs, $53.55; light, $243.45; water, $25.0. 000... 0.0 ee. ee eek 1,142 23 
Beauceville, Post ‘Office:—Jlanitor’s supplies, $1.34; dMurniture, $61.07; rent, 
£526.66, less 139.03 ‘paidepy "P.O. ) Dept Yao. ie neta. nerves ata gsi uel c tame 160 04 


/“ Beauharnois, Public Building:—Caretaker, EH. Trudel, Feb., Mar. at $900 (quarters 
/ hor~ ST not included); labourer, $117.33; char service, $150; janitor’s supplies, $1.87; 


< furniture, $3.35; coal, $355.23; repairs, $6.70; light, $5.99; rent, $720, less 
GOOIELS Hpale VOY ee COE vec aes ste sate te sa ee ces bic eabtent cae alee ee eee eines ee 1,219 34 
Bedford, Post Office:—Electric lamps, 30c.; water, $12.50; rent, $400 less $250 
ATT OY’ CL OLiie es tanaalis it~ ecory bgt S eB e SEMEL® oe tee aia epics CELI are een eee 162 80 
Berthierville, Post Office:-—Janitor’s supplies, $55.79; furniture, $2; coal, $208; 
woods $71.2); tepals, $150.00; light,” $70,095 Watet,- o00. wt + ao owe te 1,258 08 
Bromptonville, Post Office:—Rent, $396, less $150 paid by P.O. Dept.............. 246 00 


Buckingham, Post Office:—Caretaker, T. A. Bisson, part time, $199.92 (quarters 
$300 not included); labourer, $15; janitor’s supplies, $50.95; coal, $243.42; wood, 


$i50; removing ashes, $10; repairs, $41.27; light, $164.26; water, $46.50...... 921 32 
Cap de la Madeleine, Post Office:—Furniture, $5.48; rent, $660, less $300 paid by 
. DIODE a bain ebeeit acess + AERA RIS + ©» mare babies ale ocho 's, mig okgehate « SMM Gt Bice thincs 'o arane eae 365 48 
Cap Rouge, Experimental Farm:—Coal, Canadian Import Company, $1,538.33; 
WwoodwSBG20; Nabt, S215 08080. 0.1. we ilac Mee oaks DALE piel c aot). eaae 1,839 81 


‘Chicoutimi, Public Building:—Caretaker, G. A. Blais, $1,080 (quarters $300 not 

included), care of clock, $50; char service, $300; jamitor’s supplies, $66.10; furni- 

ture, $1,416.29; coal, $671.60; wood, $94.80; removing ashes, $4; repairs, 

$2,907, 69 tdigh pu020.89 shiavater, 1 S800 i4a et. vdeuid tit « ule c usecase ones eiceee. 7,111 24 
‘Coaticook, Public Building:—Caretaker, A. Couture, $1,080 (quarters $300, not 

included); labourers, $131.58; janitor’s supplies, $85.23; furniture, $205.63; 

coal, $453.50; wood, $91.50; removing ashes, $14.40; repairs, Joseph Charest, 

$1,160.31, accounts under $1,000, $51.93; light, $321.90; water, $75............ 3,670 98 
Compton, Post Office:—Rent, $255, less $100 paid by P.O. Dept.............. 155 00 
‘Cookshire, Post Office:—Caretaker, 8. Wright, $1,080 (quarters $300, not included); 

janitor’s supplies, $60.73; furniture, $23.47; coal, $271.20; repairs, $960.99; 

Lipht? $261 S55 FAVA tery $20 oceis..isseicictsceicvecotene: otake wighard cen ete cena: 2 ene ene: Se 2,677 74 
Cowansville, Public Building:—Caretaker, A. W. Ross, July 1 to Mar. 31 at 

$600; janitor’s supplies, $60.60; furniture, $2.50; fuel oil, $231.53; repairs, 13 

$3.10: light: "SRMBT ieee O29, OSC alm hae GW LORS OS OMe ma ease 799 24 


Danville, Post Office:—Electric lamps, 55c.; rent, $1,080, less $300 paid by P.O. 
Dept. RE bs 3 SS Ac Bec eee eee cece cece cence cece eee e rere ee eeen estate eeces 780 55 
Disraeli Post Office:—Repairs, $3.25; rent, $360, less $175 paid by P.O. Depo. ote 188 25 


$135; inquiry, case of E. Duhamel, Antonio Drolet, $92................ee000, 2,276 06 


Part V—49 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC-Con. — QUEBEC-Suite 


Dundee, Custom House:--Caretaker, L. McCaffrey (quarters $300, in lieu of 
salary); janitor’s supplies, $75.61; furniture, $10; coal, $150.50; wood, $17; 
Pepears.. 647.31.) Light eeua Maier . . LOGE «peels: 41d, GRO8 - aslnewel - RDS. ewes 

East Angus, Post Office: —Caretaker, J. A. Jolin, $1,080 (quarters $300, not 
included), care of clock, $50; labourer, $41.25; janitor’s supplies, $69.23; coal, 
$452.63; wood, $105; removing ashes, $12; repairs, Joseph Vallee, $2,069.75, 
accounts under $1,000, $205.20: MightyeSa74 Hoe, Water y1826.50 i efimares sli. cdesals 

Farnham, Experimental Farm:—-Coal, $318.75; wood, $48; light, $133.70; electric 
lamps, PTE NE. CRE DEON Vie s ON 22 WARS oid ORR LOS. wash ceerecn sl sta dmie aioe. dens 

Farnham, Post Office: —Caretaker, 8. Girard, $1,080 (quarters $300, not included) ; 
janitor’s supplies, $40.89; furniture, $70. 80: coal, $121.75; wood, $43; repairs, 
$77.04; light, $136.91; water, SO ts 2 OR. OER eg 2s et ik eats. ene 

Father Point, Quarantine Station:—Coal, $260.40; wood, $252; light, $133.55; 
Clectric laMmipem co0OT sy. Gros 8 Ae vollliclls 5 geieeel caine hielo. ere His See God BHR RR a ouiaee «456 

Gaspe, Public Building:—Caretaker, J. J. Annette, part time, $120 (quarters 
$300, not included); janitor’s supplies, $6.73; furniture, $74. 76; coal, $384; 
WOGd, Soa, Pepsireassol Mon ight,  SOSG MAS Feist. oe fA eit Vapees IR <6 

Granby, Armoury: ae EGE erat. BONS SIU Sock Peete. UbGe eR. Sly ees eo Als 

Granby, Post Office: —Caretaker, G. W. Fayers, $1,080 (quarters $300, not included), 
care of clock, $50; labourer, $41.25; janitor’s supplies, $55.80; furniture, $474.70; 
oon? $28.50; fuel oil, $556. 92: wood, $93; repairs, $422.41; light, $594, 36: water, 
Fe os SERA ND. FA hatts “eA tote fae We ake ie KN to lols es he La Ie LOREM dO EM: EB Depry 

Grand’ Mere, “Public Building:—Caretaker, J. A. Carrignan, Jan. 1 to Mar. 31 at 
$900 (quarters $75, not included) ; labourer, $24.20; coal, $392.85; electric 
heat, $5; repairs, $11.60; light, $37.40; rent, April 1, 1930 to Jan. 7, 1931, 
$640.10, less iecep. 42 ipaien bya Oo Dept. ....¢setine awa «Ay. Sell. 

Grosse Isle, Quarantine Station:—Coal, Canadian Import Company, $2,751.70; 
boiler” compound, :$135;: i gasoline! and’ oil, $45 90S. airs vost hiis Pow 'sls cm arenys 

Pea Armoury: hent, Jo GPravellew. .cysce.c.cs0 es pee teas eheet ety a AE alaidiepelll s 

Hull, Post Office:—Caretaker, A. Payette. part time, $150 (quarters $3006, not 
included) ; janitor’s supplies, $62.20; furniture, $216.44; fuel oil, $819.85; repairs, 
$773.78; light, $257.50; water, $396.46; snow removal, $9.75.............0008% 

Hull, Research Laboratory:—Coal, $270; fuel oil, Belanger & Co. Ltd., $1,201.20, 


aeeountrs unGer..o1,0002+S) .264.20%, electric: lamps, $19 Doig. 22 8. ve dine cco wl I 
Huntingdon, Post Office: :Rent, Ww. P. O’Connor, $1,000, less $475 paid by P.O. 
Depa Ore’, SLs CIO: LOI AAR J o's. Te MnenMees MP IeS: See CaP Ie 


Thervilte: Post Office:—Caretaker, A. Courtois, part time, $549.96; labourer, 
$175.65; furniture, $67.70; coal, $93: wood, $21; repairs, $110.74; light, $73.92; 
water, $19 Ae SRT A eth Fares Haakwo ns bod cag hd inc hake teins senel Mle eS SPERM CL Se ZR) coe RY | 

Joliette, Post Office:—Caretaker, J. C. Fisette, $960 (quarters $300, not included), 
care of clock, $50; janitor’s supplies, $52.26; furniture, $71.10; coal, $452.62; 
wood, $34; repairs, $440.35; light, $755.90; water, $111; snow removal, $14.31.. 

Jonquiéres, Post Office:—Caretaker, L. Tremblay, $960 (quarters $300, not 
included); labourer, $37.26; janitor’s supplies, $113.20; furniture, $4.38; coal, 
$212.50; wood, $60; removing ashes, $2; repairs, $138.07; light, $204. 83; ‘water, 
$23.04. 8 TE Er RATT b, & ROHR I TNC TES ka CICpET Ea ARMM PROPER TI sent St Aue Eee Rt LAE) Ont ay a ae Es 

Kenogami, Post Office: —Caretaker, J. A. R. St. Pierre, part time, $300 (quarters 
$300, not included); janitor’s supplies, $113.16; furniture, $52. 66; coal, $195; 
wood, $99.80; repairs, $8.50; light, $205; water, $24...) .0... 0862 cece cee ces cee 

Knowlton, Public Building: —Caretaker. H. S. Ball. part time, $150 (quarters $300, 
not included); janitor’s supplies, $22.45; coal, $302.25; wood, $63.75; removing 
ashes, $13; repairs, $62.40; light, $143. 92: water, $21 Pe OR See SE Ee 5 See pe 

Lachine, Post Office: — Caretaker, QO.) (B: Robert, part time, $300 (quarters $300, 
not included), care of clock, $50; sundry labour, $898.08; ‘janitor’s supplies, $13; 
furniture, $74. 54; coal, $332. 13; wood, $39.55; removing ashes, $4.50; repairs, 
$186.79; light, $359. 51; water, $86.26 SS) Scr cc RR AS NRE) ate t RS ou 

Lachute, ‘Armoury: Rent Aad Ra Bde ahs Ott See cea. cee eee. fhe . oh. 462" 

Lachute, Post Office:—Caretaker, S. Chaloux, April 1-15 at $1,200, April 16 to 
Mar. 31 at $900 (quarters $987, 50, not included) ; janitor’s supplies, $49.96; 
coal, $362.97; electric heat, $33.34; wood, $92.20; repairs, $115.32; light, $163.55; 
water, $37. 50. ENR Hs Aaa ies et meter gc eee orm erete TA ae c GLaTE Ghee oLetot eae 
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Part V—50 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Kdifices publics du Dominion-Suite 


QUEBEC—Con. — QUEBEC—Suite 
Lac Megantic, Post Office:—Caretaker, H. Guerin, $960 (quarters $300, not 


included), care of clock, $50; janitor’s supplies, $92.49; furniture, $58.80; coal, 
$341.10; wood, $63.35; repairs, $995.01; light, $588.63; water, $23.......... 
La Ferme, Experimental Farm:—Coal, $903.07; light, $992.88.................. 
La Malbaie, Post Office:—Caretaker, P. Lafrancois, $1,080 (quarters $300, not 
included); care of clock, $50; janitor’s supplies, $59.35; furniture, $54.38; coal, 
$467.50; wood, $92; removing ashes, $5; repairs, $81.90; light, $426.60........ 
La Prairie, Post Office:—Caretaker, N. Fontaine, part time, $150 (quarters $300, 
not included); janitor’s supplies, $67.43; furniture, $58.47; coal, $250.28; electric 
heat, $44.14; wood, $61; repairs, $220.73; light, $166.04; water, $56.25........ 
La Tuque, Public Building:—Labourer, J. N, Rosignal, Dee. 16 to Mar. 31 at 
$600; janitor’s supplies, $5.19; coal, $418.50; wood, $15.50; removing ashes, $3; 
repairs, .$93.35;! ght, wWWocsmment pofusite, Holi. eis leit Mamie Attar ais heya name 
L’Assomption, Experimental Farm:—Coal, $417.45; light, $179.28; electric lamps, 
SHS HG , . Niel DU. MMI dial. ciatinldc Alay ke OME eae a Eg 
L’Assomption, Post Office:—Caretakers, J. Z. Lafortune, part time, April 1 to 
June 13 at $300 (quarters $60.83, not included), O, Morin (dismissed), part 
time, June 16 to Feb. 28 at $300 (quarters $212.50, not included); labourer, 
$125; janitor’s supplies, $34.63; furniture, $1.80; coal, $205.76; wood, $42; 
repairs, $68Aaeilightpmeaml? : qvater; $65.0 0 vSin's dec ere eescretate Bi + wae muisioud s ayer 2 i 
Lennoxville, Experimental Farm:—Coal, $924.87; electric heat, $126.21; wood, $10; 
light and..pewer,.$272-40;melectric: lamps, $22.10..¢¢¢ pepe ove Pesos rsccee eer: 
Lennoxville, Post Office:—Caretaker, W. H. Abbott, part time, $600; janitor’s 
supplies, $27.20; furniture, $271.12; coal, $200.56; repairs, $109.54; light, $84.85; 
water, S152 *schooliba Rem, OOO. . 1). ck miehue's, @bene © ui bhele Pinte s ated 5.6 Geielitee «ca sicteletp 
Lennoxville, University of Bishop’s College:—Allowance for officers’ training 


COLDS OR ere RS ik (Mr ie ER ee SiG be ic pt ataie bv CRP NT. stern ial Lanett 
Les Eboulements, Post Office:—Rent, $699.99, less $50 paid by P.O. Dept. ...... 
Levis; O.N.R: DepotePost’ Office:—Furniture.. 4... 0h. cutineee Sth vale sth. lta entice cab 


Levis, Public Building:—-Caretaker, J. Gaumond, April 1 to Sept. 30 at $900, 
Oct. 1 to Mar. 31 at $960 (quarters $300, not included); labourer, $37.97; char 
service, $432; care of clock, $50; janitor’s supplies, $96.50; furniture, $61.05; 
coal, $128.99; wood, $128.50; repairs, $256.23; light, $526; water, $250; snow 
removal, $80... 


eoseeeeeere eo ece ee ee oer ee eee eee eee wee eee eee eee reece eee eee esos 


Loretteville, Post Office:—Caretaker, L. Rheaume (quarters $300, in lieu of 
salary); janitor’s supplies, $65.74; coal, $277.50; wood, $64.50; removing ashes, 
$350” -repairay: $3 1.60 ; light, #$215:60; twatersyS58i Aas .tducl. . caeGnee aetketa ae. 

Louiseville, Post Office:—Caretaker, V. Heroux, $960 (quarters $300, not included) 
care of clock, $25; labourer, $41.25; care of clock, $20.83; janitor’s supplies, 
$85.90; coal, $122.09; wood, $88.50; repairs, $344.65; light, $191.74; water, $25.. 

Magog, Post Office:-—Caretaker, J. Dearsley, $1,080 (quarters $300, not included) ; 
janitor’s supplies, $73.08; furniture, $75.26; coal, $455.35; wood, $62.50; removing 
ashes, $2.85; repairs, $122.95; light, $81.73; water, $78.56 r 

Maniwaki, Post Office:—Caretaker, C. A. Roy, part time, $240 (quarters, $300 not 
included); janitor’s supplies, $30.93; furniture, $1.75; coal, $276.43; wood 
$66.50; repairs $12:503 light, "$06.95.0N.2faaw.ict Som .uale ae, Ae ihe nk bak 

Marieville, Post Office:—Caretaker, P. Prairie, $960 (quarters, $300 not inéluded) ; 
care of clock, $50; labourer, $41.25; janitor’s supplies, $34.61; coal, $380.82; 
wood, $8; removing ashes, $9; repairs, $145.80; light, $104.87................ 

Matane, Post Office:—Caretaker, J. B. Robitaille, $960 (quarters $300, not 
included); care of clock, $50; labourer, $37.97; janitor’s supplies, $68.47; 


erie se of &° eeu! fe. fe io ia fo ‘a, s euieree | 


eee) 8 oe ehehe wegen ee laters arte, era's el ele. stete ete a e 6 6 © ee e788 @ «6 Rib) ue 8 6 & 


e"ere @ 0 Se 6 se 6 6 a 6 oe 8 64 6 6 


1,904 96 


2,032 23 


Part V—51 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, ete.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC—Con. — QUEBEC—Suite 


Mont Laurier, Post Office:-—Caretaker, A. Juteau, part time, $600; janitor’s 
supplies, $3.80; coal, $165; repairs, $19. 593) light, $96. 105 water, » PAW ea ain a 
Montmagny, Post Office:—Caretaker, G. Boulanger, $960 (quarters, $300 not 
included) ; janitor’s supplies, $61. 90; furniture, $1; coal, $176.05; wood, $58; 
removing ashes, $21; repairs, $34.15; light, $239, 82; water, AOL a etl ae ahr ae 
Montreal, Ames Building:—Cleaner, A. Noel, $900; janitor’s ‘supplies, $5.50; furni- 
ture, $49.50; light, $909.86; water, $22.70: rent, Canadian National Realties 
ideo Viorrown hallways aido.Gamals! S3,030I90. in sc. less cele ilucce cen ce 
Montreal, Bonaventure Station Mail room:—Sundry labour, $200.66; janitor’s 
supplies, $7.50; furniture, $982.38; power, $893.19; rent, $449.25...........0000. 
Montreal, Canadian Pulp & Paper Research Building:—-Furniture, $580.10; rent, 
Mec University,” Jan.- 1.71930,"to Deg ssiy 1980") $9,836.37 J. 2s «ce kts Oecd 
Montreal, Chamber of Commerce, Weights and Measures Office:—Rent, La 
Chambre’ dei\Gommerce ‘dw )District de Montreaas vic. cje'e soc 5s coe vais cu'dic cae eee 
Montreal.) Chateau “de! Ramesay, \Archivesi——Rent..i. 6. asic nds die wing's $e anihe sa ens 
Montreal, Custom House (old):—Caretaker, M. O’Donnell, part time, $360 
(quarters, $300 not included); cleaners and helpers, W. Anderson, April 1 to 
Sept. 30 at $900, Oct. 1 to Jan. 10 (noon), Mar. 7 to: 31 at $960, F. X. 
Bernier, Apr. 1-May 23 at $1,200, EH. M. Hayvren, Apr. 15-Mar. 31 at $900; 
engineer, gr. 1, B. Lajeunesse, $1,440; firemen, J. E. Campeau, April, $95, J. 
Baird, Oct. 6 to Mar. 31 at $1,140; watchman, N. Lalonde, April 1 to Oct. 31 
at. $900, Nov. 1 to Feb. 28 at $960; char service, $450; sundry labour, $436.29; 
janitor’s supplies, $550. 70; furniture, $515.95; coal, Joseph Hlie, $1, 438. 86; gas 
heat, $393.83; repairs, $1, 401. 36; light, $1,010.93; water, $673.69; snow cleaning, 
WOO2. 50: ‘uniforms and caps, $46. 53 aati, Sharon oko 6 SERCH CT eenR ans the Nak TN RLU eRe ta at 
Mantzaal Canal Custom House:—Coal, $28.58; light, $8.09; water, SLA-4O 8.6 5:50 
Montreal, uxamination, Hall’ Sty. Denis St.:— Remi oo alc 42% Puta ca let's. coe: ayal di wlan ce 
Montreal, Examining Warehouse (new) :—Caretaker, K. Aubut Gate sha 11) m. 
to Feb. 28. at $1,200; cleaners, A. Attree, $1,140, P. Davey, Nov. 3 to 30 at 
$900, V. Davies, Oct., $75, F. Gascoyne, April 1 to Dec. 31 at $1,020, Jan. 1 to 
Mar. 31 at $1,080, R. Kay, $1,140, A. A. Metivier, April 1 to Sept. 30 at $900, 
Oct. 1 to Mar. 31 at $960, D. Robert, $1,200, W. Shanahan, $1,200, J. Steele, 
April 1 to Nov. 30 at $1,140, A. Teasdale, $1,200; elevator operators, A. Barrette, 
$1,260, A. Bisaillon, $1,260, J. F. Blackie, $1,260, W. A. Boiseau, $1,080, E. 
Gascon, $1,200, S. Lanctot, April 1 to Dec. 11 at $1,260, less 4 m., R. Mathews, 
$1,260, W. Page (deceased), April 1 to May 381 at $1,080, J. Peacock, April 1 
to June 30 at $1,260, July 1 to Mar. 31 at $1,080, C. Varin, $1,260, J. Wright, 
April 1 to Sept. 30 at $1,140, Oct. 1 to Mar. 31 at $1,200; engineer, gr. II, W. H. 
Norkett, $1,500; fireman, J. Enwright, Jr., Oct. 6 to Mar. 31 at $1,140; firemen- 
labourers, S. Gaignery, April 1 to Nov. 30, Jan. 1 to Mar. 31 at $1,140, M. 
Paisley, $1,380, E. Vallee, $1,380, E. Viau, Oct. 20 to Jan. 1 at $1,140; char 
service, $4,612.50; sundry labour, $2,345.49; janitor’s supplies, $1,812.74; furni- 
ture, Office Equipment Company Limited, $1,366.31, Office Specialty Mfg. Co. 
Limited, $2,600.10, accounts under $1,000, $860.71; coal, Joseph Elie, $7,157.32, 
accounts under $1,000, $1389; gas heat, $344.34; removing ashes, $72; repairs, 
Canadian Public Building Cleaning Company, $1,526.25, Frank P. Lalonde 
Limited, $3,160.65, Palmer Sales Agency, Reg’d, $1,123.59, accounts under $1,000, 
$2,639.51; light and power, $8,365.90; water, $4,184; snow cleaning, $62.70; 
NURSE PTVISS LONG oes tara horetace Gs MOR Me ates BNR haloes th atiats MP INC era SCAG UAE SNAST SA FC 
Montreal, Examining Warehouse (old):—Cleaners, W. EH. Atkins, April 1 to 
June 30 at $900,-July 1 to Mar. 31 at $960, J. P. A. Caron, April 1 to Sept. 30 
at $900, Oct. 1 to Mar. 31 at $960, J. Chalmers, April 1 to Dec. 31 at $900, 
Jan. 1 to Mar. 31 at $960, W. Drury, April 1 to June 30 at $900, July 1 to 
Mar. 31 at $960, W. Irvine, $1,140, F. C. Lee, April 1 to June 30 at $900, July 


910 05 
1,619 92 


4,224 52 
2,532 98 
9,916 47 


1,500 00 
600 00 


12,088 55 
54 13 
100 00 


70,340 38 


1 to Mar. 31 at $960; elevator operators, H. J. Cowan, April 1 to June 30 at ~ 


$1,140, July 1 to Mar. 31 at $1,200, J. Doherty, $1,260, i% Fournier, $1,200, V. J. 
Lauze, April 1 to June 30 até $1, 080, July Lite Mar. 31 at $1,140, A. Lincourt, 
$1,260, S. McGary, April, $105, S. “Woodhall, April 1 to Sept. 30 at $1,140, 
Oct. 1 to Mar. 31 at $1,200; engineer, gr. IJ, D. Brown, $1,500; firemen, A. 
Bergeron, April, $95, A. Cote, April, $100, G. Cramp, Oct. 6 to ‘19 at $1,140, 


31857—43v 


Part ,-V—52 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, — 


Furniture, Heating, ete._Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Rdifices publics du Dominion-Suite 
QUEBEC—C'on. — QUEBEC-Suite 


Montreal, Examining Warehouse (old)—Cone.. 

E. Faubert, April, $95, T. Powers, Oct. 6 to Mar. 31 at $1,140, J. Sullivan, Oct. 

28 to Mar. 31 at $1,140 (short paid $2.50); char service, $436.69; sundry 

labour, $961.20; janitor’s supplies, $994.70; furniture, $437.56; coal, Joseph Elie, 

$3,796.69; heat, $6; repairs, Edouard Gohier, $1,940.81, accounts under $1,000, 
$1,782.26; removing ashes, $72; light and power, $6,361.36; water, $1,392; snow 
cleaning, .$42.863) miniformmewiema le rie). ss «5 »:s's semets our ee cht aie Rete uae ee 
Montreal, Fumigation Station:—Fuel oil. $278.97; repairs, $5.25................ 
Montreal, Immigration Building:—Sundry labour, $75.06; coal, Joseph Elie, 
$1,867.24; fuel oil, $401.50; coal, $491.36; wood, $20; light and power, $1,334.83; 
raters GL, 52S:89% % S  Leeager Mereates Cee ce as oss iw she calle Lame Maree Saal. iat eae sd, Ee oe 
Montreal, La Sauvegarde Building, Marine and Fisheries:—Rent.............. 
Montreal, Loyola College:—Alowance for Officers’ Training Corps................ 
Montreal, McGill University:—-Allewance for Officers’ Training Corps............ 
Montreal, National Trust Building, D.S.C.R.:—Rent, National Trust Co., $6,735, 
James “Shearer Con Liaimited PS2 00s. cs seen oe ere coe erate eee na eee 
Montreal, National Defence Dept.:—Rents, H. A. Field, R.C.N.V.R., Mar.-April, 
$400, Messrs. M. Rudolph & Joseph Schafran Co., May to Jan., 1931, $2,055, 

Montreal City & District Saving Bank, $1,620, J. W. Foster, No. 4 Cyclist Corps 

of Guides, 50 Westminster Ave., $1,380, Trustees of Wesley United Church, 

Ist Canadian Motor Machine Gun Brigade, $2,500, Benjamin Isaacs, Parish 

Hall, 1420 Chomedy St., $7,080, Mrs. Henry Weinfield, Westmount Armoury, 

TOUS Greene, A Vey S Tae Bee elene. 0 oa wel o poe ow baaty eal = tama? es ie ae eee 

Montreal, Old Inland Revenue Building:—Clerk, gr. 4, M. Carey, $1,800; fireman- 
labourer, G. Boby, $1,260; janitor’s supplies, $79.75; furniture, $248.20; fuel oil, 
$703.04; heat, $57.54; repairs, $170.78; light and power, $307.89; water, $232.80; 
show cleaning, $2Z4:695" telepnone, S286.3T bi oes, Poe es one ene tas sate wee ts 

Montreal, Place’ Viger: Station Mailroom:——Rent..9. 07.0300. 05 stn eet 

Montreal Post Office:— 

Cleaners and helpers: M. Beauchamp, $1,200, L. Belanger, April 1 to Mar. 29 at 
$1,200, W. J. Boots, $1,200, J. E. Brisbois, $960, J. H. Chartrand, $1,200, A. 
Cherry, April 1 to Dec. 31 at $1,020, V. Davies, 4 m. Mar., $37.50, T. Dear, 
April 1 to Dec. 16 at $1,140, J. Dubuc, $900, A. Ethier, April 1 to June 30 at 
$960, July 1 to Mar. 31 at $1,020, A. Gaignery, $1,200, J. Gour, April 1 to Sept. 
17 at $1,200, I. Grenier, Mar. 24 to 31 at $900, T. Hardigan, $1,140, O. R. 
Holmes, $1,020, O. Lamoureau, Dec. 1 to Mar. 3] at $900, D. Larocque, $900, 
C. Lauzon, $900, J. Lauzon, $1,200, E. Marier (dismissed), April 5 to June 30 
at $900, July 1 to Sept. 11 at $960, T. Marsan, dit Lapierre, $1,200, H. Martin, 
$1,200, H. Montigny, $1,200, J. P. Mullins, $1,200, J. Pare, $1,200, G. Parent, 


$1,080, L. Prudhomme, $1,200, J. P. Roy, $1,200, J. Savoie, April 1 to Dee. 31 - 


at $000, Sangue to Mar. [31 vat! $9602, mie lie «Kivu. Ob ak ceklon ce eae ar ee 
Elevator men: A. Archambault, April 1 to 7 at $1,260, O. Aubin, $1,260, G. 
Bolduc, $1,200, J. Cantin, $1,080, A. Casavant, $1,080, M. F. Considine 
(retired), April 1 to 15, $47.50, E. F. Hall-Tompkins, April 1 to June 30 at 
$1,140, July 1 to Mar. 31 at $1,200, T. F. Hughes, $1,260, H. Laurendeau, 
$1,200, G. Loiselle, $1,200, W. Mayoh, April 1 to June 30 at $1,020, July 1 to 
Mar. 31 at $1,080, Oscar Renaud, $1,260, Osias Renaud, $1,200, H. G. Robinson, 
Nov. 7 to Mar. 31 at $1,080, F. Rochon, $1,080, A. Roy, $1,080, A. W. Salter, 
$1,200, P. Stundon, $1,080, G. C. H. Whittle, $1,200, J. Wynne, April 1 to 
Oct’22, Des. ite Mar.’ 31, ‘less 4 diiat BEQOO): Oia wee che). eee ee 
Firemen: A. Lamonde, April, $95, F. Lavigne, April, $95, M. J. Power, Oct. 8 to 
Mar. 31 at $1,140, R: Webster, Oct. 3 to Mar. 31 at $1,140.........7.. Se Sued rt 
Firemen labourers: Z. Forgues, $1,260, G. Quinn, $1.260, W. Ware, $1.260....... 
Watchmen: C. Berthiaume, $1,260, W. Brennan, $840, V. Paris, at $1,020 less 
Pid: Mar, Hv Meot Jee ZOU), |... 2). ce eas ele ee leah ee Ree he ae ee tek 
Foremen of char service, T. Thompson, $1,380, I. Trudeau (deceased), April 1 to 
Nowi380 ‘at. Sl Za Yohar \dervite, 32250)... 7. wea (eve ee a ee ee 
Janitor’s supplies, $2,639.21; furniture, $2,880.22; fuel oil, Joseph Elie, $1,590.43, 
Municipal Oil Corporation, $4,484.96; gas heat, $1,719.52; sundry labour, 
$4,182.55; repairs, Frank P. Lalonde, $1,981.80, Munn & Shea Limited, $1,950, 
accounts under $1.000, $5,173.30; light and power, $12,929.90; water, $6,706:79; 
snow cleaning, $41.80; telephone, $475.49; uniforms and caps, $448.11......... 
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34,352 97 
284 22 


5,718 88 
600 00 
160 00 
580 00 


8,835 00 


16,860 00 


5,171 00 


246 00 


27,305 42 


20,190 69 


1,302 42 
3,780 00 


4,300 80. 
4,430 00 


47,204 08 


Part V—53 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.-Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-—Suite 
QUEBEC—Con. — QUEBEC-Suite 


Montreal, Postal Station “ A’:—Cleaner, A. A. Daignault, $1,200; fireman, G. 
Outerson, Oct. 6 to Mar. 31 at $1,140, less 2 d.; janitor’s supplies, $106: furniture, 
$4; coal, $500.47; fuel oil, $939.12; gas heat, $149.27; repairs, $553.58; light amd 
power, $1, 184.98; water, $478. 65; rent of vault, $1. 99; snow cleaning, $12. Hy Lee 

Montreal, Postal Station “Br: —Cleaner, A. Canninghane $1,200; fireman-labourer, 
B. Boles, $1,260; sundry labour, $597.56; janitor’s supplies, $29 8.40; furniture, 
$100.30; fuel oil, $630.43; gas heat, $540. 03: woed, $32; repairs, $1,401. 29; light, 
* $855.13; water, $873; snow cleaning, Boone Mets sh Sia datasbepeee eiereae es x Sed ates cuneaab one 

Montreal, Postal Station “CO”: —Cleaners, H. Filiatreault, $1,140, A. Lanctot, 
April 1 to Dec. 31 at $960, Jan. 1 to Mar. 31 at $1,020; sundry labour, $300.24; 
janitor’s supplies. $107.25; furniture, $108.57; coal, $640. 73; wood, $5: gas heat, 
$64.83; repairs, $87.09; light, $440 08; water, $394. 79; rent of vault, $16.30; snow 
cleaning, SO ee as SO) oe Sis oie Osta ts Gao e aging Hee aha Fae A ENE NES ab Tedainy oh esedeg cede Sepeh & Beas 

Montreal Postal Station “D”:—Cleaner, H. Desautels, $1,020; sundry labour, 
$1,422.98; janitor’s supplies, $80; furniture, $225.15; coal, $565.83; fuel oil, 
$14, 73; gas heat, $34.31; wood, $10; repairs, $683.76; light, $483.92; water, 
$230. 54: snow cleaning, $7. cd Meek ea mR tha btli, AM. dtl ined Bie al hol RAVENS Pr sith Uhre 

Montreal, Postal Station “ EH ”:—Fireman-labourer, P. D. McKeough, $1,260; sundry 
labour, $1,222.34; janitor’s supplies, $127.93; furniture, $24.48; fuel oil, $565.29; 
gas heat, $76.09; repairs, $981.32; light, $3605. 27; water, $136. 77; snow cleaning, $6. 

Montreal, Postal Station “F”:—-Fireman, A. Menard, $1,260; sundry labour, 
$445.56; janitor’s supplies, $104; furniture, $14.85; ‘coal, $673.42: gas heat, 
$89.11; wood, $3.50; repairs, $141.67; light, $230.91; water, $194.88; rent of 
Vath, So. 7Osustiny Clea 0G ie bore OUR. sears \ivislh MEMS date hls sl shelf ate LAW staat bee's 

Montreal, Postal Station “G, :—Cleaner, A. Lajeunesse, $1,200; janitor’s supplies, 
$80; furniture, $2; fuel oil, $1,034.70; gas heat, $111.46; repairs, $35.33; light 
and power, $452.64; water, $232. 80; snow cleaning, Le aAN ES tas EN Yat il ah aad dees 

Montreal, Postal Station “H”: Cleaners) J. Bachand, April 1 to June 30 at 
$960, July 1 to Mar. 31 at $1,020, R. Barber, $1,140, J. Groulx, April 1 to Feb. 
28 at $1,200, E. G. Vanne, $1, 140; elevatorman, T. Ritchie, $1,080: engineer, 
er. I, M. ‘Rochford, $1,440; firemen, L. Dempsey, April, o>) G. Martin, ‘Oct. 7 
to Mar. 31 at $1, 140: char service, $900; janitor’s supplies, $1,412.98; furniture, 
$419.89; coal, Joseph Elie, $2,339. 59; repairs, $920.23; light aie power, $3,766.71; 
water, $1, 623. 74; snow cleaning, 19.22: telephone, $684. (Ap uniformss $22... ie 2 

Montreal, Postal Station “L”: ee eteucers. J. Tecan: oe 1 to Dee. 23 
at $1, 260, G. Roberts, Oct. 20 to Mar. 31 at $1,140; char service, $523.79; sundry 
labour, $82, 80; janitor’ s supplies, $175; furniture, $26. 26; fuel oi $1,062.35; gas 
heat, $239. 37; repairs, Campbell, Gilday ae Limited, $2, 837.50, ‘accounts under 
$1,000, $151. 81; lights ($406.11 water i S06 0di. cel... vata eb. Me adlese ade thd. 

Montreal, Postal Station “ M | Janitor’s ae $40.10; coal, $207.81; wood, 
o.oU; Wight son. 435 waten, so4 92 ; ment 15000)... ..c OY Labi smtecemin Oh sleebe. ce by . OME es 

Montreal, Labelle Building, Postal Station “N”:—Cleaners and helpers, J. H. 
Desjardin, $900, E. Laurin, July 2 to Mar. 31 at $900, less 3 d. Aug., W. Lucas, 
April 1 to Dec. 31 at $906, Jan. 1 to Mar. 31 at $960, H. Lachapelle, Feb. 16 
to Mar. 31 at $900, J. McManus, April 1 to Dec. 31 at $900, Jan. 1 to Mar. 31 
at $960, A. Monette, $900, G. Nicholson, April 1 to Dec. 31 at $900, Jan. 1 to 
Mar. 31 at $960, H. Parker, April 10 to May 20 at $900, less 14 d. May, J. 
Pronovost, $900; janitors supplies, $442.50; furniture, $541.68; gas heat, $230.66; 
repairs, $453.70; light and power, $2.052.68; water, $1,749.40; rent, H. P. Labelle 
& Co. Ltd., Dept. of Agriculture, $3,943.80, D.S.C.R., $10,408.08, Postal Sta- 
tion N, $24, ORL mOGMLOM aN RMN oS LR ae ME OFS elk ce 

Montreal, Postal Station “O”:—Caretaker, J. V. Cardinal, part time, April 1 to 
Feb. 28 at $600; janitor’s supplies, $99. 50: coal, $291.08; wood, 815. "50 ; repairs, 
oad. 23-5 Tig t eee ONG =a ber ein? Getehe ee cic os 2 AR OU RL hae Rath BE oy 

Montreal, Postal Station “R”:—Cleaner, A. Labelle, $1,140; janitor’s supplies, 
$173; furniture, $4.88; coal, $69.50; heat, $18.05; fuel oil, $413. 533 repairs, J. A. 
Robillard, $1, 500, accounts under $1, 000, $11. 28: light, $380. 91; water, $174.60; 
snow cleaning, $5 Sig ae Med an Dak ae e aaba ey ieee MRED Bg file belo | 9) Seen a bee eR RI MRE 

Montreal, Postal Station “S”:—Caretaker, Madame Morin (quarters $300, in 
lieu of salary); sundry labour, $450.36: janitor’s supplies, $27.10; furniture, $2; 
fuel oil, $281.32; gas heat, $52.45; repairs, $161.34; light, $125; water, $116. 40; 
snow cleaning, $18 Sp AeA chee See MRAM nbs wns Matarele tetera setae MIke cite ee wen aiclle wk ob 4 SiN 
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Part V—54, 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 .& 24* — Public Buildings — Edifices publics — Rents, Repairs, 


Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. —Kdifices publics du Dominion-Suite 
QUEBEC-Con. — QUEBEC—Suite 


Montreal, Postal Station “'T ”:—Cleaner, Ge E.. Paquette, $1,140; janitor’s supplies, 
$200. 50: furniture, $409.88; repairs, $8.53 light, $414.77; water, $1,118.40; rent, 
Amherst Building, George ‘Rabinovitch ny ouian ee Corporation, "916, yb ky Cope Ok was 

Montreal, Delorimier Postal Station:—-Janitor’s supplies, $167.50; furniture, $8.40; 
fuel oil, $203.58; gas heat, $48.94; repairs, $103.87; light, $329. 22; water, $174. 60: 
rent, P. Hebert, So OUR LIOR IEts ele ede liste siete: og ala: conk ep pian ea Mane Reta tec aid Lia ee Sen 

Montreal, Hochelaga Postal Station:—Caretaker, J. H. Brown (deceased), April 1 
to Jan. 31 at $300, part time (quarters $250, not included) ; janitor’s supplies, 
$52.50; furniture, $26.21; coal, $345.14: gas he at, $13.63; wood, $8.50; repairs, 
Campbell, Gilday Co. Limited, $1,332.56, accounts under $1, 000, $81. 52: light, 
$203.82; water, $139.68; snow cleaning, SRO SU) CUES BEN, str. eee ne ane 

Montreal, Notre Dame de Grace, Postal Station:—Firemen-labourers, R. Duffin, 
April 1 to Jan. 13 at $1,260, F. W. Walker, Oct. 20 to Mar. 31 at $1,140; sundry 
labour, $60.99; sh ees supplies, $1.15; furniture, $78.18; fuel oil, $270.14; gas 
heat, $64.91; repairs, $24.18; light, $205, 50; water, $139. 68; rent, La Banque 
Canadienne Nationale, 84, 000, Leumas Realties Limited, T5000 uae were 

Montreal, Outremont Postal Station:—Fireman-labourer, B. Hughes, $1,140; 
janitor’s supplies, $164; furniture, $7.10; coal, $251.78; repairs, $646.07; light, 
S215 Bois we ee BAS Oct acl MMI HN: os ka RRO Oe i ae eae ale 

Montreal, Post Office Garage, 18 Dowd St.:—Firemen-labourers, FE. Donnelly, 
$1,140; J. Lalonde, April, $95, J. Laporte, Oct. 7 to Mar. 31 at $1, 140; janitor’s 
supplies, $2.10; coal, $394.04: wood. $8.50; repairs, $101.34; light, $66.46; water, 
$148.02; rent, "Hudson Bay Securities Ltd., $2, OTD NOS 8 eh ain ofa d eH ace lg RE 

Montreal, St. Henri Postal Station:—Char service, $450; sundry labour, $669.42; 
janitor’s supplies, $91.85; furniture, $18; fuel oil, $400.32; gas heat, $80.16; 
repairs, Campbell, Gilday Co. Limited, $1,202.50, accounts under $1,000, $1, 408. 14: 
light, $334.233: water} /G104(76; snow cleaning, $670 50.05 24% 044 .u lies Aastea OM 

Montreal, Verdun Postal Sfation: —Caretaker, D. L. Duncan, $960 (quarters $300, 
not included) : char service, $450; janitor’s supplies, $289. 1b: furniture, $11.13; 
coal, $69.50; fuel oil, $453.13; gas heat, $115.16; repairs, $52. 76; light, $249; 
water, SI COMO yi ser ke he es. he Ls Ones abo: UR Rasta | MEMS Os cae 

Montreal, Windsor St. Station Mail room:—Sundry labour, $167.16; janitor’s 
supplies, $7.50; ‘furniture, $730.30; power, $127.44; rent, $462... 220.....005, 29. 

Montreal, Stephens Building:—Cleaners, 'T. Cloutier, $1,200, J.” B. Desjardins, 
$1,200, R. Lepage, Oct. 20 to Mar. 31 at $900, W. Paquette, April 1 to Dec. 11 
at $1,200, W. C. Thurgood, $1,140; elevatormen, J. H. Brown, Aprii 1 to Sept. 30 
at $1,140, Oct. 1 to Mar. 31 at $1,200, W. Fauteaux, $1,260, P. Gervais, April 1 
to June 30 at $1,080, July 1 to Mar. 31 at $1,140, A. Martineau, June 18 to 


Mar. 31 at $1,080, A. Pelletier, April 1 to Oct. 31, less 93 d., Aug., 1 d. Sept. at - 


$1,080, A. D. Ray, $1.170, A. Trudeau, $1,260; engineers, gr. II, J. Forgues, 
$1, 560, J. Quinn, $3, 440; fireman, A. Barbeau, ‘April. $95; firemen-labourers, ek 
Edwards, $1,260, C. Prudhomme, $1,380; sundry Poe $3.040.02; janitor’s 
supplies, $2.086.83; furniture, $1, 166. 31; coal, Joseph Elie, $4,380.53; gas heat, 
$26.54; removing ashes, $108; renairs. $1,240.89: light and power, $9,830.78; water, 
$698. 40; rent, Stephens Estate Realties Ltd., $30,000; taxes, $5,532.40; uniforms, 
Montreal, Transportation Building, Health Dept.:—Furniture, $258; repairs, $3. 50; 

rent, May Poy 1830; to’ Mamr31, 1980 S630! erik sant! Siete: Cee dre Te 
Montreal, University of Montreal:—Allowance for officers’ training corps 
Montreal, Buildings Generally :— 

Cleaner and helper, J. C. E. Birtz, Feb. 2 to Mar. 31 at $900; elevatorman, 
G. Downham, July 2 to Mar. 31 at $1,080; repairs staff, employees paid at 
prevailing rates: bricklayers, $1,790.05; carpenters and helpers, $20,279.36; 
chauffeur, $1,463.76; electricians and helpers, $17,494.30; foremen, $8.388.54; 
machinists, $1,621.44; painters, $3.701.80; plasterers, $3,821.20; plumbers, 
$1,914; sundry labour, $2,705.94; gratuity paid to widow of late 
MoAniwlt9, Seta 06 s cave oedeis i «sige 3: cha pete stay. RIS Ub icca cd eee RPMI RY, I SAD, Yue ai 

Travelling expenses, J. P. Mines, $133.70; janitor’s supplies, E. B. Eddy Co. 
Limited, $1,275.47, Frank P. Lalonde, $5,305.85, accounts under $1,000, $2,457.12; 
furniture, $545.54; repairs, J. E. Plamondon, $2,265.44, accounts under $1,000, 
Bans tahOe gasoline, $152.51; electric lamps, Ahearn & Soper Limited, $3,064.11; 
telephone tolls, $470.50; ihe oh $1.86; freight, $25.25; postage, $37, 20; street 
car fares, $148: uniform, $22 


eee ee eee 


eee ee ec err ee eee woe eee reer eee rere ee eer esr eres enone 
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Part V—55 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—-Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC-—Con. — QUEBEC—Suite 


Nicolet, Public Building:—Caretaker, J. W. H. Bourdon, $1,260; labourer, $60.60; 

janitor’s supplies, Be. 99; furniture, $12; coal, $219. 82; repairs, $241; light, ; 

BLO UOT: ) WAtEES. SOON. argadiesiix ds aawans Mad Geeawou, bunt debell BAA bee. wave 2,787 18 
Pierreville, Post Office: —Caretaker, Mrs. 8S. G. Boucher, part time, $150 eee 

$300, not included); janitor’s supplies, $8.09; furniture, $22. 76; wood, $57.75 

repairs, $9.a7iclight, $03.76; water, 526-50. oi oo... ea SIIE. ceallgaae. awe ai 368 23 
Plessisville, Post Office:—Caretaker, E. Boisvert, $1,080 {quarters $300, not in- 

cluded) ; janitor’s supplies, $27.53; furniture, $47, 10; coal, $302.34; wood, $85.50; 

removing ashes, $8; repairs, J. B. Berthiaume, $1, 827 .90, accounts under $1, 000, 


SOD DOG IGA w RIMS UAW Aber, (POs OO tei aLtee Ts < Oat! Wil tlen UA oats Ret ees IRS, 4 3,573 56 
Quebec, ‘Agriculture Dept., Seeds Branch:-—Char service, $432; ae kan $54.87; 
repairs, $355.57; light, $80. 953, rent), Prank) Gurrelhitd > $1702.50 so ine Aw. 2,625 89 


Quebec, Canadian Farm Loan Board: —Janitor’s supplies, $30; ieee Ottawa 
Typewriter Co. Ltd., $1,181.99, accounts under $1,000, $1,063.54; light, $24.95; 
repairs, $139.88; rent, Frank Carrel bse 2US FOO soa tiaabe al sechi dia 6 sk aad 4,577 86 
Quebee, Custom House:—Care of clock, $50; elevatormen, J. Bedard, $1,260, A. 
Martin, $1,260; fireman, G. Ducharme, April, Oct. 3 to Mar. 31 at $1,260; 
firemen-labourers, M. Arkinson, $1,380, A. Lepage, $1,260; char service, $2,160; 
labourer, F. Roger, 147 d. at $2. 50 per d.; janitor’s supplies, $215.69 ; furniture, 
$1,000. 93; coal, “Canadian Import Co., $1, 071. 76, accounts under $1, 000, $273.61; 
removing ashes, $60; wood, $32; repairs, $1.522.36; light and power, $2,996.61; 


water, $1,400; soni founds $49.38; snowmrenovals SO. ear) Bae . tsiaiihce cone i bend ces 17,135 07 
Quebec, Old C.N.R. Station (extra accommodation) :—Repairs, $232.90; light, $6.25; ; 
Berne eecr rie 10208 ited yeu SO HB LOO yt UNE Ue ry ye a ail USN ahely 439 15 


Quebec, Examining Warehouse:—-Elevatormen, D. Couture, $1,080, L. Lemelin, 

$1,260; engineer, D. P. Kennedy, $1,440; fireman, JH. Paquet; April, $105; 

fireman-labourer, A. O’Connor, °$1,260; char service, $828; janitor’s supplies, 

212.62° furniture, $10.38; coal, $789.04; gas heat, $108.75; wood, $32; removing 

ashes, $37.50; repairs, $712.82; light and power, $1,799.82; water, $787.50; snow 

PETC Vl) Pe Sh UDI LOLS, D4 ts he HRY os eile SLD Ne Mao ie As ails 4 alerd es placa 10,610 88 
Quebec, Immigration Building:—Janitor’s supplies, $175.50; coal, Canadian Import 

Company, $3,169.93. accounts under $1,000, $28.20; removing ashes, $270; light 

and power, $4,141.54; water; $4)182.83; gasoline, $52.50. .idei sees eiivalccec ads 12,020 50 
Quebec, Immigration Hospital, Savard Park:—Janitor’s supplies, $87.75; coal, 

$491.93; fuel oil, Imperial Oil Lim*ted, $1,979.12, Shell Company of Canada, 


$2,568.00; wood, $1343. beht, $2,211.13; . water} $260.98. 0c. wee Ge cece a ce kK ae 7,783 21 
Quebec, Labour Department, Annuities Representative: —Rent, April 1, 1930 to 
Rey fe ORR ol AE I A aR A SEN IIR 2h A eo ORR AU SANs LE eg AR DR 275 00 


Quebée, Dinciled Post Office:—Caretaker, y. B. A. Gagne, $960 (quarters $300, 
not included); labour, $37.97; janitor’s supplies, $75.18; coal, $333.15; wood, 
$107.90; removing ashes, $18; repairs, $73.06; light, $62.51; water, $206; snow 


PAM EVN NaN AT Cl tle eed CUTIE Solel Ca ta EM re hae ee ae Wk a co RTO Sammy GTN, it Matramencaey gu oa te § 1,948 /2 
Quebec, Marine Agency:—Furpiture, $8; coal, $543.03; wood, $48; repairs, $631. 87: 

pe Er te Teme ox So Petanetelich 3) gx Ook ay cevug ytag! shia, Sate ok see's, 06. aneeaaRNa iti Ns acute ees eo ie ei 1,980 90 
Quebec, Merger Building, DS.C.R. :—Furniture, $16; vent, April 1, 1930, to 

ieee tL Pena WANs, eens eilenrane vik pe alcs oat oie MORES aes ohare tun eae « 511 00 
Quebec, McWilliams Pe BMNOMT Wie OML.. « oss tosis ata eaeee Salis eke: of aca Fis cha. «nie, 978 780 00 
Hueheé, Observatory az iieht, 19167 92° water, S00. . bs tae cathepsins sarsinngye ne Sale « ces 217 92 
Quebec, Oliver Building, R.C.N.V.R.:—Rent, Stuart S. Oliver, $1,020; snow 

POH ua ly ae Lab eee ee Rite cael CRNENE oh Head ators ye b's + Sos aye Me a aimte eeapedays’ 4 averaibel oy quel accecelvoiser to's fe 1,144 00 
Quebec, Laval University:—Allowance for officers training corps................. 160 00 


Quebec, Post Office:—Caretaker, O. B. Leclerc, $1,159.93 (quarters $300, not in- 
cluded); care of clock, $100; cleaner and helper, A. Garneau, $1,200; elevator- 
men, A. Poulin, $1, 260, L. Sansfacon, $1,260; engineers, A. Bourassa, $1,440, 

L sg Legace, $1, 500; firemen, C. Drolet, April, $105, A. Garneau, Oct. 3 to Mar. 31 
at $1,140, C. Leclere, Oct. 3 to Mar. 31 at $1,140; firemen- labourers, M. Bedard, 
$1,380, J. EB. Gagnon, $1,260. P. Maranda, $1,380; watchman, M. Hayes, $1,200; 
char service, $6,082.61; labour, $52.50; janitor’s supplies, $469.75; furniture, 
$1,199.98; coal, Alfred Giroux, $2,421. 21, accounts under $1,000, $463.19; gas 
heat, $169.50; removing ashes, $90; repairs, Quebec Electric Co., $1,933.20, 
accounts under $1,000, $1,910.20; light and power, 48,933.64; water, $15312:503 
telephone, $399.60; unifurmg, $49.38 Boh td GRR eh Rc ES Walcbatat, et on Webi o ale 39,859 93 


Part V—56 


PUBLIC WORKS —TRAVAUX PUBLICS 


LR ES. SET SS a TI SN ET NT IT RS TT TE SY TE 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-—Suite 
QUEBEC—Con. — QUEBEC-Suwite 


Quebec, Postal Station “A ”:—Cleaner and helper, L. J. Vezina, Mar. 16 (noon) 

to 31 -at $900; sundry labour, $360.40; janitor’s supplies, $39. 41; furniture, 

$1,266.33; repairs, $35.05; light ‘and power, $215.40; rent, Canadian Pacific Rail- 

way, Sept. 1, 1930, to Mar. SLM GSD SI DGG NT, hls Se OTS SAI ee ee, BG 7,204 09 
Quebec, Postal Station “B”: —Caretaker, J. M. Youde, $960 (quarters $180, not 

included) ; janitor’s supplies, $101.05; coal, $366.80; gas heat, $83.90: Cee 

ashes, $18; repairs, $184.19; light, $389. 95; water, $154; snow removal, $138. . 2,395 89 
Quebec, Faubourg-St. Jean Postal Station: —Rent, Dr. J. O. Dussault............ 1,800 00 
Quebec, Postal Station, St. Roch:—Caretaker, J. B. Turcotte, part time, $559.93; 

char service, $432; janitor’s supplies, $50.60; furniture, $2. 60; coal, $258. 69; gas 

heat, $262. 20; wood, $64; removing ashes, $92. 50; repairs, $132.55; light, $354.29; 

water, $3703, SHOW « TEIVOVA LNG O0 I. nc adits Chitdiet omit ah, Geet chunk tat ATEAMEOE Ce EG 2,564 36 
Quebec, St. Sauveur, HealtliDept2—-Rentae. 8. ag da is 2 eee. Chee 600 00 
Quebec, St. Sauveur, Postal Station:—Caretaker, N. Gauvin, $1,080 (quarters 

$300, not included) ; janitor’s supplies, $61.65; coal, $231.23; gas heat, $202.05; 

wood, $54; removing ashes, $27; repairs, $315.06; ‘light, $284.86; water, $155: 

BNOW.. PEMOVAL 4b HOU, . hts. w Rielle ANE a Seco ala: a thetekce so. OMEI TRO Udi: cathet: cae enn hone eee 2,510 85 
Quebee City, Buildings Generally:—Labour at prevailing rates, carpenters, 

$5,038.20; electricians, $2,099.25; plumbers and fitters, $1,819.35; janitor’s supplies, 

$195.22; furniture, $709.06; repairs, $344.99; tramway tickets, $111.30; sundries, 


S660... 5: oie cde eee Magee Uae CLLGEN coat Seika, cle WTR Wc eACeOie oh LIES 1, CH came 10,323 97 
Rawdon, Public Building:—Light, $58.32; water, $20; rent, $780, less $150 paid by 
P.O. Dept. ; Bundy 16s. 2 50C Fowte ee. sLMet oo 8 OL OE PREG ESO ee eee 708 82 


Richmond, Post Office:—Caretaker, A. J. Proulx, $960 (quarters $300, not in- 

cluded); care of clock, $50; labour, $41.25; janitor’s supplies, $99.10; furniture, 

$96.28; coal, $445.98; electric heat, $66.09; wood, $20; removing ashes, $6; repairs, 

$640.753\ light, 65 SOR water; “S40. Aaa Oe. TOLLS. Rey PAT ZN) ee eae 2,916 70 
Rigaud, Post Office: —Caretaker, G. Seguin, part time, $324.96 (quarters $300, not 

included); care of clock, $50; janitor’s supplies, $41.7 73; furniture, $47. 90; coal, 


$235.49; wood, $100; repairs, $100.52; light, $94.77; water, SYD CRS: BOE aso ee 1,007 37 
Rimouski, District Engineer’ s Office: Furniture, $12; ee $158.88; rent, Lower 
St. Lawrence Power Co., $1,800; telephone, $100.13 Oh Bes eercieta eee 2,071 01 


Rimouski, Public Buiiding: -— Caretaker, A. Martin, $960 (quarters $300, not in- 

cluded) ; labourer, $37. 97; janitor’s supplies, $65,02; furniture, $249; coal, $3882.70; 

removing ashes, $10.50; repairs, $143.70; light, $401. 10; water, $150: telephone, 

BOs ciate big ik Beek eco, Gok bole ocla ue, oun SURI U Sak ars Sass CG EMa tant) oe R Siegen Crea 2,401 89 
Riviere du Loup, Post Office:—Caretaker, O. Gagnon, $960 (quarters $300 not in- 

cluded); janitor’s supplies, $40.17; furniture, $37.20; coal, $336.20; wood, $219; 

removing ashes, $15; repairs, $1, 042. 90; light, $181. 10; water, $200; rent, $600 

lege 5250, paid by OO.) Dept... setae sold lacie ae GAidie Lass = 0 Ry lial once cco Sv ORY] 
Roberval, Post Office:—Caretaker, J. P. Bolduc, $1,080 (quarters $300 not in- — 

cluded), care of clock, $50; janitor’s supplies, $107.70; wood, $156.25; repairs, 

STEZ 65s Tenia 30s. WATE. 20 | a atera decvets ove 6 press, oed-vebie opine ak ee oiaiehn sia oat 2,299 10 
Rock Island, Custom and Immigration Building:—Caretaker, G. Sequin, part 

time, $600; janitor’s supplies, $37.15; furniture, $192.35; coal, $303; wood, 

$15.75; repairs, $65.73; light, $639.02; water, $30; snow removal, $5........ 1,888 00 
Rock Island, Post Office:—Caretaker, O. Garceau, $1,080 (quarters $300 not 

included); care of clock, $50; janitor’s supplies, $59.24; furniture, $7.02; coal, 

$344.80; wood, $57; removing ashes, $2.50; repairs, $40.98; light, $302.50; water, 

SEO. a a. eI REPRE oe. PREIS) ERM 505 Me pean, ni EAI, aD 1,994 04 
Rouyn, Post Office:—Janitor’s supplies, $16.83; furniture, $131.57; coal, $332.10; 

wood, $25; repairs, $102.12; light, $159.18; water, $14.80; rent, June 23, 1930: 

to Mar. 31,4098) $834) less! $270128 paid [by iPsOo Dent... Meee see. 1,345 32 
Ste. Agathe des Monts, Post Office:—Caretaker, J. A. Grignan, $1,080, (quarters 

$300 not included); janitor’s supplies, $72.99; furniture, $44.02; coal, $259.33; 

wood, $115.20; removing ashes, $10; repairs, $351.85; light, $344.65; waiter, 


S7TL.73 ©. . AR RRS. g ly eRe eine ts + eS a as. SER RE oe Pee) ee SF 2,349 77 
Ste. Anne de Bellevue Military Hospital:—Rent, Royal Institute for the Mikee 

ment of Learning $1500) siding, $62\75 .¢ sos. 1 UC Se! Ane ee ow 1 ,562:'75 

te. Anne de Bellevue, Post Office: —Janitor’s supplies, $2.94; coal, $72.50; repairs, 

$24, 40; light, $109. 46: waterltetdi40 ree Sbideis..18e ea S  0e 667 70 


Ste. Anne de la Pocatiere, Wxperimental Farm: —Coal, A. Pelletier, $1,247.49; 
eleetrio’ heat, 137.335. wood, $860; light;. $273.29, . .'.','. @raleims.. gue rated, | 2,618 05 


Part V—5? 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, ete.—Suite 


Dominion Public Buildings—Con. — Kdifices publics du Dominion-—Suite 
QUEBEC- Con. — QUEBEC—Suwite 


' St. Eustache, Post Office:—Light, $20.19; water, $15; rent, $360................ 395 19 
St. Gabriel de Brandon, Post Office: —Caretaker, J LO. Granger, $960 (quarters 
$300 not included); care of clock, $49.99; janitor’s supplies, $39.95; furniture, 

$97.72; coal, $336.95; wood, $40; ‘repairs, $435.57; light, | $255.16; water, $75... 2,290 34 
Pi pape aes de Beauce, Post Office:—Repairs, $2; rent, $450, less $375 paid by 


ep 

St. Hyacinthe, Customs Building:—Caretaker, A. Demers, $1,080 (quarters $300 

not included) ; janitor’s supplies, $67.76; furniture, $52.78; coal, $272.42; wood, 

$78.50; repairs, $267.10; light, $142.81; snow removal, $4. BO. Ve IONS bee Lae 1,965 67 
St. Hyacinthe, Public Building: —Caretaker, V. Arcand, $1,080 (quarters $300 

not included) ; care of clock, $50; janitor’s supplies, $109.08; furniture, $16.80; 

coal, $248.08; ‘wood, a 50; repairs, $308.88; light, $427.17; snow removal, $4. 30. 2,260 81 
St. _ Jacques L’Achi : Ww Caretaker, L. Coderre, part time, $300 
7s supplies, $ = furniture, $24; coal, $225; wood, $48; repairs, $470.29; 
light, $128.40; water, $54 LA Ae RR ES eh MATS ee sah er Meare CAPS? Ba Ee eb 1,312 56 
St. Jean, Custom House: —Caretaker, L. Forrant, part time, $450; labourers, 

$212. 50 : janitor’s supplies, $3.25; furniture, $4; coal, $224.13; wood, $40; repairs, 

-$135.02; light, $80.24; water, $60: express, $1.13 LAT KEIM FASS NOR AOE ROLUE TD ade L2R0R2 7 
St. Jean, Post Office: — Caretaker, A. F. Camaraire, part time, $300 (quarters $300 

not included), eare of clock, $50; janitor’s supplies, $45.90; furniture, $168.68 

coal, $728.36; electric heat, $61. 16; wood, $27; repairs, $146.96; light, $291. 02: 

water, Bh) Serer iecer cai tecict eo Pe rie Saale hs Aces eh ee ates UM 1,869 08 
St. Jerdme, Public Building:—Caretaker, E. Sigouin, $1,020 (quarters $300 not 

included); labourer, $41 25; janitor’s supplies, $105. 34; furniture, $99.17; coal, 

$475.20; ‘wood, $102; repairs, $339.58; light, $199.39; water, $49.68; snow 


Pe TOUS FRG Mar an ois sch cletdn ns chore sty the Seth ie an ache e Hart aap ee ee I 2,447 63 
St. Joseph d’Alma, Post Office: —Wood, $160; light, $75.50; water, $22.50; rent, 

$600, less $350 paid Wye A A PCISE aienc aus sug s seperate fades Go iete eo, bree eae 508 00 
St. Joseph de Beauce, Post Office:—Furniture, $10.50; repairs, $1.50; light, $92.06; 

rent, $600, less $300 PALO, Ci. ICC) oo) mt CA le tt Sees mitt a eee ne ie 404 06 
St. Lambert, National Defence Dept.:—Rent, L. Edson Kimpton.............. 1,380 00 


Sts Lambert, Post Office:—Caretaker, V. Beauchemin, $960 (quarters $300 not 
included); labourer, $41.25; janitor’s supplies, $82. 67: furniture, bas 74; coal, 


€233.89 ; wood, $30. 50; repairs, $1,013.66; light, $124. 76; waters > $28.52). 07) 95% 2,677 99 
Ste. Marie de Beauce, Post Office:—Labourer, $318; janitor’s supplies, Ae coal, 

CoLO 3, LO Mee ell a te ign ee aie cate Sa ok ok gra aee eel cist ohare Cees Bee Ce 668 72 
St. Pascal, Post Office:—Labourer, $206.66; coal, $292.50; wood, $90; light, $4.70. 593 86 


St. Romuald d’Etchemin, Post Office:—Caretaker, E. Coté, part time, Oct. 1 to 
Mar. 31 at $300 (quarters $150 not included); labourer, $124.19; janitor’s 
supplies, $69.69; furniture, $8.40; coal, $287.14; wood, $39.50; repairs, $5.91; 
light, $61.86; water, $16.66; rent, $140, less $83.33 paid by P.O. Dept....... 820 02 
Ste. Rose, Post. Oifice: -_Caretaker, N. Ethier, part time, Aug. 2 to Mar. 31 at $300 
(quarters $199.20 not included) ; janitor’s Ve ie $46. 08: coal, $198.01; wood, 
$3.50; repairs, $1.09; light, $44.01; water, $25; rent, $414, less $54.82 paid by 
O. ‘Dept ee ee ee ete ae te he. yee ome eo ed kek Ok Ae 876 07 
Ste. Thérése, Post Office: nen ropa H. Beaucage, $1,080 (quarters $300 not in- 
cluded), care of clock, $50; janitor’ s supplies, $84.08: furniture, $28.90; coal, 


$371. 38: electric heat, $34. 71; wood, $69.75; repairs, $270.54; light, $271.49. 2,260 85 
St. Tite, Post Office: Furniture, $244 62: repairs, $5.10; light, $103.94; wood, $85; 

Peay.s o4O0- 1 ee coe dies A RV Ta Lee LICL Ire « cic.s' «baleen Ceeeeeiete sie sla s eels Sie Uwe oa 743 66 
St. Vincent de Paul, Post Seas ht San $46.94; repairs, $247.25; rent, 

£0550) lesen OOy Dash OO. LICDE.. xs «.... oat eRe Te al cerca e cis cm ce dee idee 602 58 


Shawinigan Falls, Post Office: nea ee: C. de Carufel, $1,080 (quarters $300 
not included) ; ‘labourers, oo) .25¢ janitor’s supplies, $38.84: furniture, $115.91; 
coal, $455.98; wood, $77. ‘25; repairs, $722.55; light, $164.90: water, $57. 20. 2,803 88 
Shawville, Post Office: Caretaker, W. Elliott, g1, 080 (quarters $300, not included) ; 
janitor’s supplies, $37.50; furniture, $179. 68; coal, $292.12; wood, $112.50; re- 


pairs, $66.50; , light, $126. DE WALEE pete Lisa < dee Eee och ide a ace nels tas saya uses ees 1,916 24 
Sherbrooke, C.P.R. Station Mailroom: MCI EAM NONIND CMS foie ae 0k hts ts, SRE a(eyos aaa 96 00 
Sherbrooke, Gregoire Building, Post Office Inspector’s Office:—Furniture, $26.48; 

repairs, $74. 60; light, $9. 94: Potten 1G. ts oo tatan MRR ais, ovate Stee oii acs oe kteale 927 02 
Sherbrooke, Soldier Settlement Board:—Repairs, $15.75; rent, Hon. J. Nicol, 

K.C., $1,399.92 ORAM em ee Ls Cie ss Nie ie Mia a Cte S lS pameth ar he RES foci a Vite, Gove 1,415 67 


Sherbrooke, Weights and Measures Office:-——Rent. ii... 000.50, ouececescsccee 600 00 
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PUBLIC WORKS—TRAVAUX PUBLICS 


a ne eee ee ae AS NE ET NE ES A SS DS SS SS EEE 


Votes_Crédits 128 & 24% — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete._Con. —- Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Kdifices publics du Dominion-Suite 


QUELEC—Cone. — QUEBEC—F'in 


Sherbrooke, Public Building:—Caretaker, J. McL. Brownlow, $1,080 (quarters 
$300 not included); care of clock, $50; char service, $420; labourer, $41.25; 
janitor’s supplies, $121.34; furniture, $381.40; coal, $723.62; gas heat, $74.27; 
wood, $61; removing ashes, $11.40; repairs, Marchant Decorating Co., $2,221.85, 
accounts under $1,000, $1,014.97; light, $1,410.70; water, $89.81; snow cleaning, 


PUNT ea Yat ee eee ee Ye de ee eee eA WC TR Toa Sar we St eC UM CA I Sect ea Ce CR ee ak iat ie RL aC eC Tat Ney ear SW eC 


SPEC ABs) Light, C3190 5 Aten SOUL SiaL s Bicin an « ey ull a deep taneumiene ace Te eal> Papnacye oieds 
Stanhope, Immigration Building:—Coal, $87.50; repairs, $10.................. 
Stanstead Plain, Post Office:—Coal, $112; light, $135.42; rent, $300, less $200 paid 

DVO. Dept.) SUNULICR VoUC po aiinrs wielaje. sve uses.» ons sis’ ee 6 o anlebenene ainie-a ak mane a a eee tea 
Terrebonne, Public Building:—Caretaker, A. Desjardins, part time, $300 (quarters 

$300 not included); janitor’s supplies, $58.31; furniture, $45.10; coal, $320.78; 

wood, $94.50; repairs, $873.97; light, $116.04; water, $19; snow removal, $7.65.. 
Thetford Mines) Armoury: tient, n MitSe de. o) COGEPC! ay she fe tecie es gaits 2m 2 sceegee s 
Thetford Mines, Post Office:—Caretaker, J. Dussault, part time, $300 (quarters 
$300 not included); janitor’s supplies, $93.87; furniture, $186.24; coal, $268.54; 
electric heat, $11.83; wood, $126.30; repairs, $200.70; light, $195.22; water, $40; 

SO Wat CMO Vale BRIG cite Pe eee Ptah Ls = Ne Apes ae LE ie cok Ss heute uaa Wen Ge MPR cre ats cena 
LYOIS Me Istoles,. POst OUNCE ss POD Gk ities sca bibs ale fe bray hole e hakg pects eaiene MEN eats eteneietot eat ae 
Trois Riviéres, Public Building:—Caretaker, F. Lavoie, $960 (quarters $300 not 

included); cleaner and helper, M. Pellerin, April 1 to Sept. 30 at $900, Oct. 

1 to Mar. 31 at $960; fireman-labourer, EH. Madon, $1,260; char service, $1,248; 

janitor’s supplies, $265.42; furniture, $204.19; coal, Zeph Marchand, $2,261; 

wood, $99.60; removing ashes, $69; repairs, $348.30; light and power, $1,422.16; 
water, $400; telephone, $149.27; registrar’s fees, $1.60. ... 0.0... 0. c cece ee eee 
Valleyfield, Post Office:—Caretaker, C. E. French, $960 (quarters $300 not in- 
eluded), care of clock, $50; janitor’s supplies, $174.25; furniture, $3.75; coal, 
$381.93; wood, $142.50; repairs, $111.77; light, $264.75; water, $50; snow 
mere | SAS Ta it) ARNE Sache cue ENO Bc ak SRO acu the eR Va tole tA Seamer NE Sede AOR 
Victoriaville, Post Office:—Caretaker, L. A. Tourigny, part time, $300; labourer, 
$58.57; janitor’s supplies, $42.52; furniture, $46.45; coal, $386.31; wood, $236; 
repairs, $47.95; light, $181.14; water, $100; rent, 14 m. to April 6, 1931, $840, 

POTIGVOE COTO Ae es Pe We hte casa e 6k ie Shi BRD hESC ALS cap RoeNee wclebida & Emeentte: pute aban ace 
Warwick, Post Office:—Rent, $360, less $150 paid by. P.O. Dept................. 
Waterloo, Post Office:—Caretaker, J. C. Marcotte, part time, Sept. 1 to Mar. 31 

at $300 (quarters $175, not included); care of clock, $8.33: labourer, $187.50; 

janitor’s supplies, $59.47; furniture, $16.21; electric heat, $28.22; fuel oil, 

S080,.94 \irepaines: Oll.4A5. light, (S20606> waters S220" Ge. oe Ve cack ate ae 
Weedon, Post Office:—Furniture, $43; light, $31.20; water, $15; rent, $600, less $75 

DAWG! OVE ESOC ci). carkiw stale bp oaeln Clears clate eee veuere als tua ee TENE mee CC Re Cee Seen 
Windsor, Post Office:—Furniture, Wood Specialties, Limited, $1.300, accounts 

under $1,000, $787.10; repairs, $134; rent, A. L. Provencher, $1,440.50, less 

$200 paid by P.O. Dept.; advertising, $49.80; printing, $4.18..................-. 
Minor Offices:—Furniture, Berthierville Entomology Branch, Dept. of Agriculture, 
$114.31, Chicoutimi Live Stock Office, $143.88, Montreal Agriculture Depart- 
ment, $85.50, Montreal Dupuis Fréres Bldg. Mailroom, $15, Montreal Lachine 

Canal Stores, $20, Quebec Agricultural Dept. Dairy Branch, $17; coal and wood, 

Lacolle Immigration Office, $75.04; Phillipsburg Immigraticn Building, $76.31, 

St. Armand Immigration Office, $12: St. Regis Custom. & Immigration Office, 

$164.62; repairs, Bedford Public Building Site, $14.81, L’Epiphanie Post Office, 

75c., Montreal Gas & Electric Inspector’s Ottice, $139.29, Sherbrooke, Canadian 

Bank of Commerce, Post Office Inspector’s Office, $2.75, Sherbrooke Radio In- 

spector, Radio Building, $2.25, Sherbrooke Whiting Building, Soldiers Settle- 

ment Board. $3.80, Sutton Public Building Site, $3.30; light. St. Hyacinthe 

Armoury, 60c., Sherbrooke Armoury, 90c.; painting letter boxes, $34........ 
Quebec, Public Buildings Generally:—Electric lamps, Ahearn & Soper Limited, 

$1,568.67, accounts under $1,000, $27.30; travelling expenses. J. F. Cayouette, 

$113.25, G. S. Gingras, $1,286.85, A. Pouliot, $146.80; printing and stationery, 

King’s Printer, printing, $145.82, stationery, $239.44; office expenses, $64; postage, 

$83.11; telegrams, $41.04; telephone tolls, $385.62; advertising, $533.52.......... 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etec._Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-—Suite 
ONTARIO 


‘Ottawa Public Buildings, rents, 12 m. to Mar. 31, 1931, unless otherwise stated 
($817,630.12) :— 


Arcade Building (National Defence), Metropolitan Stores, Ltd. .............. 11,000 00 
Auditorium eh airs Gallery storage), The Auditorium, Ltd., 12 m. to Mar. 
13, BDO Ee a tale cat bat eo IM allel aldo Ma eMail tit 5) al ohehlisl0/bi6 Rb \~ 26 Wine il ale 2,200 00 


RSE yah oe Lees a te eLS hs TILE CRM OE Tad SN STAINED 5 SO GeO DR hn “a ehh ior hes teens 17,000 00 
Birks “Building | (Agriculture, etc.), Birks Building, Ltd., $7,516.20; 12 m. to 

Mar. 15, 1931, $353.04; 12 m. to Mar. 21, 1931, $322.20 CEN. aetbansiben lel, aoe 8,191 44 
Blackburn Building (Post Office} isi vi ee Ry: Diack burniad..a Jalal nhs bettie » 48.467 19 
Blyth’ Building (4 Manes))"Metate of) JEN Blyth bias leet le iis). Sa Merdicoinanere oli ois 3,600 V0 
Booth Building“ (Indian /Affairs).,, @ooth & Holbrook . os /agiaynacd co aldieien aE. 17,319 76 
Bryson Building, Bryson Realty Ltd., National Revenue, 9 m. to Mar. 12, 1931, 

$5,871.39, National Defence, Aug. 21, 1930 to Mar. 31, 1931, $1,603.24...... 7,474 63 
eae Building (National Defence), Estate of H. Brouse, J2 m. to Mar. 15, 

Be eee ea, RAR Rit) in ote oka: ory Maa ese ar Creda ag ioneba one eae hohe les y en a ley eke ey > aor eR 12,580 00 
Dominion Loose Leaf Building (Interior), Norlite Realty Co., Ltd., 12/ im.) to 

IAT. ASL EOD UA erly An tam IMME ARH elise eets Os evi siy GR EDS tues 24,016 92 
Pavivlourt Building (Interior, ete.), Earlscourt Realty Co., Ltd. HALE M ed « LSLS 3,500 60 


Elgin Building, Annex and Cottage (Customs, etc.), Elgin Realty Co., Ltd., 
$35,004; 12 m. to Mar. 15, 1931, $1,200; City of Ottawa, taxes, 1930, $9, $36.48. 46,040 48 
Free Press Building (Mines), Realty. Co. of Ottawa, Ltd., 15h tn! to Apeil how 


NESS aA oe Pe RS 18 COLD Rig ARS SARE CREE PE Marcon ck Oe Raemk ar He h Oa MRte aegleg DLE VS Ne 9,500 00 
Halcyon Club, contribution towards rental of¢ chibiMrooms AEN) sacks sei ay : 600 00 
Imperial Garage (National: Defence). TicDiy MceBatlane)). oii ih. dened’. Mea Lae ve 6,116 76 


Imperial Realty, Canadian and Woods Building, Slater St. and 66 Queen St.: 

13 m. to Mar, 31, 1931, $113,257.04; City of Ottawa, taxes, 1930, $13,636.99.. 126,894 03 
Jackson Building (Immigration, ete.), C. J. Booth: $67,576.48; 10 m. to Nov. 16, 

1930, $1,218; 9 m. to Nov. 30, 1930, $1,485; 12 m. to Mar. 9, 1931, $2,713.20; 

4m. to Mar. 16, 1931, $487.20; 12 m. to Mar. 24, 1931, $6,425.52; 12 m. to 


Nar. 120,)) LOS hy "S50121 887512 m+ toy April, 8,) L9dTe S716, Saher VSAM |b. 85,743 40 
Jarman buitding (iride ‘and: (lommevee);. Fi; Sarita ite ie oy ed wei 1,560 00 
Labelle and Garage Buildings: P. Labelle: Interior $35,700; National Defence, 

So,0008 VETineme aay Staplonenyer oe ,ee Oke). IRE CR poco bE OR. iy laters 41,148 00 
Lamb Building (Health), J. B. and W. A. Lamb, $2,659.92; City of Ottawa, 

PALESS OSH) WOOO Oi iia iiisee teaee lee ia NRRL VRS 22, UNS Se ty ad WS” ce ta cas SDo0% 7 
Langevin Block. easement, me to. Ochie Ly 91980 Fh Gai ee, re sk Ret ta 5 00 
Larocque Building (ROM Poy Provincial Bank. efi Gamadaniasw dence oaks 12,832 00 
Lowe-Martin Building (National Defence), Lowe-Martin Co. Ltd., 12 m. to 

Mia MeL PU LOS Le Ae ees, OS street, ot eR IR 54 LIE. Jeo A aie g AEEAG 6,345 40 
MacKenzie Building (Post Office), J. A, MacKenzie... ...... cece cee eee eet 17,000 00 
Martin: ‘Building’ (inimicration)’“Norlite Realty Cog. L6G ee eee es 6.499 92 
McDougal Building (Marine and Fisheries), Builders Sales, Ltd., 12 m. to 

TEE iL, REO UR Ae ceils Raed kee se Sierals le sete y MareRdiare oN R Te Sr tegte te Pn Ai. ued AN 7.233 44 
Motor (Building /"(taterior i Ri: biwand: BR.’ Blackburme woo. ee ed kak 17,763 76 
A Biuriding. (interior)... Norlite “Realty Co. dade tole mrcke en kee te ese 30,000 90 

O.A.A.C, Building (National Defence), O.A.A. Association, 15 m. to April 15, 

PO AA: 3 Fe eae ROUT Nes) le eMM MET RAT AIM U c 4. at ecu Tata WMaMEN< tal BIBRA! hy wh gs Seine aL eRa so distal Sede kis 10,284 15 
Old Castle Building (Agriculture): Ottawa Investment Co., Ltd. 12 m. to 

anials (oat, $1, O00" City OL, Ottawa,’ taxes) 1030 1387.99"... <0 +s a: cyese 2,387 99 
Old Daurcnech Club Aericnltmre i) Daurentian OMIM tds 1. aii a siete «a nee 2,750 04 
Peerless Box Building (National Defence), W. H. McAuliffe................ 3,400 Q1 
Plaza Building, R. L. Blackburn, Insurance, 12 m. to Mar. 21, 1931, $7,599.96, 

POST OM Gr ie 4, SLOLO Yi RTE Y SOE Men OF. Zw SRR ME ye RON OM siboied bie akalie atobersh Sous mualatehe 12,419 04 
Printing “Bureaus Stores,) 105 “Murray St. McDougals,.. Ltd) 29 sat adie oid 05.0 ¢ hs 2.390 04 
Regal Building’ (Labour), Dr J. Hiv Hanna,' 12) ms to: Mari 12y. 1938], ss 9o..n18 16,500 00 
Rideau Building) (RIC MeP:) fw Ha Pitzsi mmm. seed. he lee. GK 7,225 00 


Robinson Building, Estate H. Robinson: Interior, etc., 12 m. to Mar. 18, 1931, 

$16,273.72; Marine and Fisheries, 12 m. to Mar. 15, 1931, $4,365.76; Post 

Se arrears, Oct. 18, 1928-Mar. 18, 1930, $685.55, 12 m, to Mar. 18, 1931, 

DOS O Ses Bethe in SF Sk RB RED, Dark 618 de 9) OO PERIS gale ls MAUMUVCR RNa ONT SOIR a etd IMM a alas 12 SAP Oar bie 22,970 36 
Royal Bank Chambers (Interior, etc.), Royal Bank of Canada... ....0.) cou.) 15,050 24 
Sovereign Building (Interior), Sovereign Realty Gove Lads. reise ceed ow owned bo 15,000 00 
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Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO—Con.-Suite 


Ottawa Public Buildings, rents, 12 m. to Mar. 31, 1931—Cone. i 
Steel Building (National Revenue and Trade and Commerce), Rideau Realties, 


Meee BLT Sn een ek es IS. CR RO ees lan Ae. . Crete Dall dic ra leetaieye es erave oye 10,598 28 
Stephen Building (Interior), Sovereign Realty Co., Ltd, ...............-.. 7,500 00 
Trafalgar Building (luterior).,. Estate.of J:.C. Brennan. .........-..eseeeseed 16,880 60 
Transportation Building \(various),! CorJ. Booths wii... 4,02) sea ts ewe: bT 34 aa 42,474 84 
Union Station Building (Railway Comm.), Ottawa Terminals Railway Co. .. 22,549 00 
Vimy Building and Annex (Interior), Vimy: Realty Co., Ltd. ................ 16,000 00 
hn corner Metcalfe and Slater Sts. (Interior), Ottawa Building Co., aah if 

UEP SS os inn, ccaba Reged Shetek lege he sels te lS RRDTE REND « ghle UNC aids hehe st ERNE) RINE & o Meee Cragam : 


Jan, 23, 1931, $6,503; Legation of the United States of America, 3 m. to 


April (23) 4931, SL. BOS BGP aoe tee IF Yeon, | Mad. Sibi ee Ci ee rasyht.s leet S.12875 
No; ‘122° Wellington St}'(Tradeland Comimerce);\A.. Cy Kains.i.006). . Gegalenes - 2; t2..60 
Clock: Line ‘Service, BelloTelephonerCo li fos alse. tae tals -\ das sare cmeee 665 28 

817,630 12 


Acton, Public Building:—Caretaker, J. Anderson, $900, care of clock, $50 (quarters 

$300, not included); janitor’s supplies, $11.65; coal, $464.75; wood, $148; remov- 

ing ‘ashes, $15; repairs, $85.06; light, .$138:79; . water, $24.06 <<. 0..:.u!.). sm 2 6s wo 1,837 31 
Alexandria, Post Office:—Caretaker, D. A. McLeod, $960 (quarters $300, not 

included); labourer, $36; janitor’s supplies, $239.42; furniture, 75c.; coal, 

$187.57; wood, $42.75; repairs, $168.37; light, $75.69; water, $60.............. 1,770 595 
Almonte, Public Building:—Caretaker, P, Burns (retired), April 1-Sept. 30 at 

$1,080, Oct. 1-Feb. 28 at $1,380 (quarters $150, not included), E. J. Lee, Jan. 

24-Feb. 28 at $1,200, Mar. at $900 (quarters $25, not included); labourer, $345; 

care of clock, $50; janitor’s supplies, $119.10; furniture, 25c.; coal, $299.84; 

removing ashes, $11; repairs, $163.17; light,: $153.37; water, $100.).)..3....... 2,057 33 
Amherstburg, Public Buiiding:—Caretaker, L. E. Wright, $960 (quarters $300, 

not included); labourer, $114; janitor’s supplies, $39.50; furniture, $260.22; 

coal, $346.50; wood, $36; removing ashes, $8; repairs, $1,113.51; freight, etce., 

$5.9aslicht, $201.06.) water, ue Lye. AGRE sme setae aS. ahead eC ee ee ye 3,144 72 
Arnprior, Public Building:—Caretaker, R. Tait (retired), April 1-Nov. 30, at 

$1,380; HE. L. Kelly, $900 (quarters $300, not included), care of clock, $50; 

janitor’s supplies, $92.55; furniture, $12; coal, $385.83; wood, $30; repairs, 

S. R. Rudd & Co., on account of contract for painting, etc., $1,900, sundry, 

$76.97, accounts under $1,000, $1,294.06; electric lamps, $173.24; light, 14 m. to 

Feb. 20; 1931. 8014.085 water, L931, . $53.43... ees ol. tak) Od. a Pees cee 6,402 16 
Athens, Public Building:—Caretaker, A. W. Johnston (quarters $300, in lieu of 

salary); care of clock, $50; janitor’s supplies, $6.10; coal, $381.60; electric heat, 

$21.39; gasoline, $41.30; wood, $48; repairs, $33.55; electric lamps, $4.05; light, . 

BATS IB WHA LOT LARS ice laces autisaS Udi cle land hte eee Re Bes. PAO See ee op een ene 866 82 
Aurora, Public Building:—Caretaker, T. W. Stephens, $1,080 (quarters $300, not 

included), care of clock, $50; labourer, $36; janitor’s supplies, $18.30; coal, 

$278:37; wood, $12.50;- repairs, $117.75; light, $69.24: water, $16... 0... 5 cor 1,678 16 
Aylmer, Public Building:-——Caretaker, J. H. Tutt. $1,020 (quarters $300, not 

included) ; labourer, $45; care of clock, $50; janitor’s supplies, $94.29; furniture, 

$38.44; coal, $407.14; gas heat, $65.70; removing ashes, $10; repairs, $49.50; 

ireight, etc, $8077 lieht,. $200.06" "water, S5d.04 08 wee cy ods ee ee eee ee 2,047 04 
Barrie, Public Building:—Caretaker, A. E. Thorogood, April 1-Mar. 20, at $960, 

Mar. 21-31, at $1,260 (quarters $291.12. not included). eare of clock, $50; 

labourer, $302.50; janitor’s supplies, $71.73; furniture, $11.52; coal, $347; gas 

heat, $28.40; wood, $8.50; removing ashes, $11; repairs, $89.60; light, $208.62; 

Walel. 2000. ee Oya ocd a! s 9.0 eo ove ca mtesanie ve Mae ale Mittens eR ere ees See ae ea ee ee eee 2,123 40 
Belleville, Food tnspector’s ‘ Office:——Rentlt . 52 aR iy OO ie, ce 300 00 
Belleville, Public Building:—Caretaker, P. TE. J. Follwell, $960 (quarters $300, 

not included); labourer, $72; char service, $360; janitor’s supplies, $182.10; 

furniture, $132.64; coal, $698; gas heat. $44.30; wood, $39; repairs, C. B. 

Scantlebury, on account of contract, $950, accounts under $1,000, $128.05; 


freight, etc., $15.41; light, $635.68; water, $75; street cleaning, $32.06........ 4,324 24 
Belleville, Tax ‘Office: +—Light,! '$87.94; rent, D. V. “Doyle. -$2,126:72. . a0s..54.<4 2,214 66 
Belleville, Weights and Measures Office:—Coal, $44.25; light, $10.67; rent, $590.. 644 92 
Dimereeui, Armoury:7 hen. bo. m. to. Mar Sl lost ef ee eee 500 00 


Blind River, Post Office:—Rent, $600, less $475 paid by P.O. Department........ 25 00 
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ECE ha eR ites i BO). RO. ribet nda ®..cban oaaens 360 00 


ant 19240 54 3¢ waters ts B28 40 kcal’ DT AE a Beart WPA anak SES 8 wel EL eS 1,725 66 
Bracebridge, Public Building:—Caretaker, J. Carr (retired), April 1-Jan, 4, at 

$1,080, Jan. 5-Mar. 31 at $1,880 (quorters $228.22, not included), care of clock, 

$37.50, C. Grimwood, Feb. 1-5, at $1,200, Feb. 6-Mar. 31 at $900 (quarters $45.54, 

not included), care of clock, $8.33; labourer, $84; janitor’s supplies, $8.15; 

furniture, $16; coal, $230.02; removing ashes, $9; repairs, W. P. Hartwell, $1,950, 

accounts under $1,000, $103.12; express, $2; light, $105.23; lampolene, $4.50; 


Wa COD Psy eeecctee cuts’: BRT Cath, Wei) divs o/b dy Ooms WS sR: osha Ride MG Wi he chain roll tRRE Glan acti oe B,o48 ol 
Brampton, Public Building:—Caretaker. A. H. Nixon, $1,080 (quarters $300, 

not included); labourer, $40.50; care of clock, $50; janitor’s supplies, $82.35; 

coal, $317.20; electric heat, $34.10; wood, $26; removing ashes, $7.50; repairs, 

‘$126.1358 expresains2.55- light, S130 a3: waters SES .6Ow «,. 6 uctescie soit ie «chee. then... 1,915 66 
Brantford, Armoury:—Express on lamps, 45c.; rent, Estate of J. A. Schultz, 

SECON RS UMRNS EIEN, CRS ac Aaya heen Me CC meh at iY eg Mcgee ay, hy MRR gre ge 4,700 45 


Brantford, Public Building: Cleaner and helper, H. E. Lynch, $1,200; elevator- 


SIMRO A OA. Cagis eset Cae nee ahege oMtayS + acid a oan LIES 6 xt Cotes Sula cocoate ee 10,849 00 
Bridgeburg, Custom House:—Caretaker, W. Hanna, $1,080 (quarters, $300 not 
included); labourer, $36; furniture, $118.82; repairs, $259.36; light, $138.44; 


ROR UR OS Writes =: pba tad ere nts. sia. atahane Ze or he, tasty Apart «os tdabeaee. Natit? 6 ae 1,664 62 
Bridgeburg, Post Office:—Janitor’s supplies, $17.74; furniture, $2; coal, $209.45; 

repairs, $156.17; express, $1.13; light, 3108.31; rent, Mrs. 0. C. Teal, $1,800..... 2,294 80 
Brighton, »National ‘Defence’ Department!—Rent. oo... lesen seen dace clue, 225 00 
Brighton, Post Office:—Rent, $376, less $300 paid by P.O. Department............ 76 00 


Brockville, Post Office:—Caretaker, C. F. Gray, $1,080 (quarters, $300 not 
included); char service, $420; janitor’s supplies, $112.50; furniture, $178.69; 
coal, $646.29; gas heat, $51.61; wood. $25; removing ashes, $13; repairs, T. 
Fitzpatrick & Son, $1,500, less $1,000 paid in 1929-30, page V—60, sundries, 
$305.24, accounts under $1,000, $714.45; electric lamps, $17.05; freight, $6.25; 


MOR SoaU Lalas) WACCLME SLOOLOO. S bie ER re eee. «cA ok ok Cea he eke ee 4,625 09 
Brussels, Post Office:—Coal, $108.29; wood, $9; repairs, $3; light, Nov. 1-Jan. 31, 
SUMP ake ee a re ce Tee Lae eee athe See ann eh Mea Olien, Ak snea mn eet A LS pAya rs 


Burford, Post Office:—Caretaker, D. C. Stewart, $960 (quarters, $300 not 
included), care of clock, $50; janitor’s supplies, $14.65; coal, $251.10; wood, 
$3.50; removing ashes, $4.50; repairs, $117.85; light, 13 m. to Mar. 31,,, 1934, ' 
Be eT Oe ee Re eee Te eee eset Ee Ree eh ee 1,488 91 


SP oo ocaevatce el ec oC eae s ee oe 2,438 19 
Caledonia, (Armoury, ——ment, «April leMay..20, 1980: asa ot... ee cere ee 25 00 
Caledonia, National Defence Department, Howden Building:—Rent, May 19- 

00 Wei 1 Day (2129 OPP aha inh am ene Tet ERG fs 3) Dee: 6 BLS eee Re ee ann HARE nce mn aR 5, Ste! 260 48 
Campbellford, Armoury:—Rent, 15 m. to June 6, 1931........... EBs tgablovies and aeaeiee 150 00 
Capreol, Post Office:—Light, $127.54; rent, $720, less $275 paid by P.O. Department 572 54 


ashes, $4.50; repairs, $10.95; light, Nov. 26, 1929-Feb. 1, 1931, lees Nov., 1930, 
pr LOOsA WateRH Oa. 1OSh sal tines: HOR eb \!. UCR Sie RROR! Ashwell, scot 464 98 
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Cayuga, Post Office:—Caretaker, H. A. Cotter, July 6-31, at $600, Aug. 1-Mar. 
31, at $300 (quarters, $200 not included); char service, $79.03; janitor’s supplies, 
$37, 24; furniture, $6.50; gas heat, 14 m. to Feb. 28, 1931, $201.22; repairs, 
$204.47; freight, etc., $3.13; iG MNSSVO OSL LOI I, CDS a Pe a Wie. 

Chapleau, Post Office:—Rent, $540, less $450 paid by P.O. Department............ 

Chatham, Public Building:——Caretaker, D. Martin, $1,080 (quarters, $300 not 
included); labourer, $72; char. service, $403.20; janitor’s supplies, $122.78; 
furniture, Woods Specialties, Ltd., detailed in 1929-30, page V—17, $10, accounts 
under $1,000, $277.65; coal, $269.18; gas heat, $74.30; removing ashes, $2.03; 
repairs, $184.19; freight, etc., $11.43; light, $283.19; water, $54.81............ 


Chesley, Public Building:—Caretaker, EK. HK. Maher, $900 (quarters, $300 not © 


included); labourer, $86; care of clock, $50; janitor’s supplies. $20.10; furniture, 
$5.50; coal, $276.85; coal oil, $16.25; es $24; repairs, $26.92; light, $170.01; 
water, $31. Be Liha. APO UMN MO ik TIO Siudyiy ” FO ONON. SU Mm. Cenc A Die 
Clinton, Arnioury?—Rents. fe ee) eee, ee aE Ee a OE Se 
Clinton, Post Office:—Caretaker, E. R. Walton, $1,080 (quarters, $300 not 
included); labourer, $36; care of clock, $50; janitor’s supplies, $29.30; furniture, 
$15.95; coal, $473.34; wood, $54; removing ashes, $4; repairs, $48.05; light, 
13: ne'to Mare T1087) seivorie mater: LosU,: Chores tte. ott an et eae ete nena 
Cobalt, Post Office: —Light, 13m. to Mar. 9, 1931, $49.01; “rent, C. Laurin,’ 6 m. 
to Sept. 30, 1930, $1,050, Leannpark Realty Ltd., 6 m. to. Maral,’ 193%. $1, 050. 
Cobourg, Publié Building: —-Caretaker,. J. Scarfe, $1,080 (quarters, $300 not 
included); labourer, $40, 50; janitor’s supplies, $62. 09; furniture, $56.71; coal, 
$201.25; gas heat, $64.78; removing ashes, §7; repairs, $38.40; light, $193.10; 
water, "$45. 50; street watering, $8. "19 See A RAP AGET ite ae eaeahey Cee dae ereerachaet etre ane 
Collingwood, Armoury: EN OTTBY Cov tile LO) ART sab U wah Gles Ly, tance eae a auras nee aaer a ogee 
Collingwood, Public Building: Caretaker, D. Hawman, $900, less 36 d. (quarters, 
$300 not included) ; labourer, C147: char service, $480; janitor’s supplies, $21.50; 
furniture, $10; coal, $573.30; repairs, $391.33; light, 13 m. to Feb. 28, 1931, 
S27 4n205 ‘water, 1930, BOOT O Td el “sy PaN URES RES ey plies @ Seen ou 
Copper Cliff, Post Office:—Furniture, moving equipment, etc., $214.40; coal, $172.50 
Contipall: Avmoury 2Gece Min cree us saraultue eae teatime ae te aise eee ee 
Cornwall, Post Office:—Caretaker, J. Lauzon, $1,080 (quarters, $300 not included), 
care of clock, $50; labourer, $123; janitor’s supplies, $141.77; furniture, $1.50; 
coal, $611.19; wood, $27; removing ashes, $15.50; repairs, $151.62; electric lamps, 
$32.40; express, etc., $5.04; light, 14 m. to Mar. 11, 1931, $467.50; water, 12 m. 
to July 1, rahe $75 PR MR VE Regret As Ry ley ig Ae eg aE gant AiR Dh srgctre) Rte i 4 Ts Ghs 
Deseronto, i yaretaker, M. Hart, $900 (quarters, $300 not 


included), care of clock, $50; janitor’s supplies, $34.83; coal, $585; coal oil, - 


$23.10; .express, 60c.; light, 14 mi to’ Mar. 3; YOST) ($199.25; water, -$39....:... 
Dorchester) National’ (Defence Deparftinentt, Rents pi ee eee eaten he as 
Dresden, Post Office:—Caretaker, 8. Markham, $960 (quarters, $300 not included), 
care of clock, $50; janitor’s supplies, $35.75; furniture, $6.54; coal, $160; gas 
heat, $43.40; wood, $10; repairs, $47.63; express, etc., $3.49; light, $125.45; 
WA LCE OO TNS eid siren cn ad stakes Wie» atic Wace 2) oa ey eect ei ata) ange ace Sunue 0 ee ee 
Dundas, Post Office:—Caretaker, F. E. Martin, April 1-Dec. 31, at $900, Jan. 1- 
Mar. 31, at $960 (quarters, $300 not included), care of clock, $50; janitor’s 
supplies, $65.54; coal, $336.08; gas heat, $62.70; removing ashes, $20; repairs, 
Merl OSs ERU el LOvees: Water, SO iL ae, tabetha fe ees eke wie ne cin ee arene 
Dunnville, Departments of National Defence and National Revenue, Vaughan 
Building:—Gas heat, i m. to Mar. 15, 1930, $25.35; furniture, S. S. Moote, 
$61.15, accounts under $1,000, $276.49; repairs, S. S. Moote, $1,522.12, accounts 
under aoe 000, $1.74; rent, $850 Jit 6 GES Oe RAa RE, ECC cial POND nee, 3 
Durham, Post ‘Office: Caretaker, J. J. Smith, part time, $600; janitor’s supplies, 
$14.21; coal, $123.75; removing ashes, $2; repairs, $45.53; electric lamps, 90c.; 
light, $42.56; ‘water, 1930, $90 «dis sD bRE Sy bce oll OAL ee SS. Getta aria tLe 
Dutton, Post Office:—Furniture, $190.33; rent, $500, less $200 paid by P.O. Depart- 
MENG ss sci a SMe: TREN A rR, So Bie. 0 CE i, SUROI TERE ESD eI TOL CEE, ERC A eR 
Eganville, Public Building: —Caretaker, J. Sterling, $1,080 (quarters, $300 not 
included); care of clock, $50; janitor’s supplies, $63.80; wood, $50; repairs, 
$180.98; electric lamps, $0; light, 14 m. to Feb. 28, 1931, "$215. 52; water, 12 m. 
TOMA Bar. 20, OSL, Boks ccrpitticeh ectonce erotik att digs la'elie?s isthe ntB dtp MEE Res et antPen cia vee 


1,082 
90 


2,844 


1,556 


61 
00 


76 


88 


60 00 


2,005 
2,149 


1,798 
300 


2,913 
386 
400 


2,781 
1,831 
120 


1,475 


1,943 


1,683 


06 
01 


12 
00 


35 
90 
00 


52 


78 


00 


78 


94 


30 


Part V—63 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.-Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


ONTARIO—Con—Swite 


Elmira, Public Building:—Caretaker, F. Mattusch, $1,080 (quarters, $300 not 

included); care of clock, $50; janitor’s supplies. $24.82; furniture, $3.12; coal, 

$241.71; wood, $16.50; repairs, $149.38; light, 15 m. to Mar. 31, 1931, $224.59; 

water, 1930, $19, 69; street Vili pRB GOOLE LUANG IN Ie woskinewk nae tele seblaen abkas 1,816 4] 
Elora, Post Office: —Caretaker, A. Blackburn (retired), April 1-Dec. 29, at $1,080 

(quarters, $225 not included), G. Duncan, Mar. 16-31, at $900 (quarters, $12.90 

not included); labourer, $541; care of clock, $50; janitor’s supplies, $9.35; 

furniture, $13.40; coal, $244. 04; coal oil, $5; removing ashes, $5; repairs, $275.25; 

postacd (Sli75 sgn eSe Boles Ok OY NBM OI! GOERS. oh glale HR CP GR 2,072 53 
Essex, Post Office: —Caretaker, T. Crozier, $1,080 (quarters, $300 not included) ; 

labourer, $45; care of clock, $50; janitor’s supplies, $19.10; furniture, $3; coal, 

$324.40; gas heat, $48.10; wood, $64; repairs, $122.60; light, 14 m. to Feb. 28, 

1931, $62. 35; water, $45 he RS rd Oh a gr a aL F< ca a aE ss SV aM ecu OLE! Me 1,863 55 
Exeter, Post Office: —Caretaker, M. W. Pfoff, May 1-Mar. 31, at $600; labourer, 

$10.50; janitor’s supplies, $44. Q5: coal, $170; light, 6 m. to Feb. 1, 1931, $23.55; 

‘water, 6 m. to Dec. 31, 1930, $6.30 Ae oe Pyke va ge sa NR De, Sanita HRN baseball 805 30 
Fergus, Post Office:—Caretaker, F. Gibson, $960 (quarters, $300 not included) ; 

care of clock, $50; janitor’s supplies, $13.87; coal, $246; coal oil, $7.88; wood, 

$16; repairs, $93; express, 55c.; light, 14 m. to Feb. 1, 19381, $90.07; water, $22.43 1,499 80 
Fort Frances, New Post Office:—Caretaker, J. Keenahan, May 1-11 at $1,200, 

May 12-Mar. 31, at $900 (quarters, $271.13 not included); labourer, $105; 

janitor’s ‘supplies, $269.61; furniture, $5.45; coal, $693.15; electric heat, $3.90; 

removing ashes, $20; repairs, $76.99; express, 90c.; light, $204.45; water, Ra alan So) ss aes 
Fort Frances, Masonic Building:—Repairs, $2; light, Dee. 1-April 30, 1930, $120. 90; 

water, $7; went, April, 1930, Customs Office, $83.33, Engineer’s Office, $35, 

Post Office, $75 less $59.58 paid by P.O. Department Py PPO ns tetins ss Star epeiat. 263 65 
Port, Wiliam, Armoury'—Rent; Estate of, J. Murpiyot ys... edie nce cis setolaiele 4 cog 2,700 00 
Fort William, Customs Building:—Caretaker, J. leas $1,099.93 (quarters $300, 

not included); elevatorman, J. Irving, $1,200; engineer, J. Perry, $1,560; fire- 

man, G. Randall, Oct. 4-Mar. 31, at $1,140 (short. paid "$1. 55); labourer, $5. 60; 

char service, $485; janitor’s supplies, $161.55; furniture, $126.37; coal, J. 

Murphy Coal Co., $1,402.07; electric heat, $38, 48; repairs, $278. 93: electric 

lamps, 8lc.; light, $315.56; power, $269.83; water, $180.02; telephones, $60.60; 

REC LE OTA in ANNs ais este Cots jclhy oh hs THUS SL 5c LS Di m0 MO REEMA: oul seca lord Stone soya aite ot oh'ofre Sauib 13 108 62 
Fort William, Post Office:—Caretaker, J. Skea, $1,080 (quarters $300, not in- 

cluded); fireman, D. K. Green, April 1930, $95; char service, $420; janitor’s 

supplies, $130.30; furniture, $197.50; coal, $547.15; wood, $33; repairs, $183.03; 

Pee OU FE LT LWALED StOs .StRBCT Watering, BLida wee asks ww ay sige lo ema a 3,081 58 
Fort William, , Buildings. ,Generally:—Electric lamps......0.. ccceccseseceoescte 12166: 
Galt, Public Building:—Caretaker, T. Barrett, $1,080 (quarters $300, not in- 

cluded); care of clock, $50; char service, $18; janitor’s supplies, $44.59; furni- 

ture, $1; coal, $310.09; gas heat, $42; repairs, $69.24; express, 83c.; light, 

$192.04; water, $68.55; street watering, Bd Ladd ere Ce aharaon oakolie shen AL ee ae 1,887 65 
Gananoque, Custom House: —Janitor’s supplies, $12.85; furniture, $13.15; coal, 

$334.61; wood. $10: repairs, $266.14; ar chitectural services, $141.20; light, $65.87; : 

OT We UO es Oe Oe ee NEN AE Lik T. 6 SH s Gae R RM cel, cdeiedete exo me Seibo) ceres ieibrrs 873 76 
Gananoque, Public Building:—Caretaker, W. H. Richardson, $1,260, care of clock, 

$50; janitor’s supplies, $43.05; furniture, $13.15; coal, $331. 33; repairs, $199.06; 

architectural services, $266. 61; light, $172. GO > Pree V.E2 HOD dae ae hh Hates avd 2,363 49 
Glencoe, Post Office: —Caretaker, Jy "Tait, $960 (quartera $300, not included); care 

of clock, $50; labourer, $36; jJanitor’s supplies, $42.75; coal, $145; wood, $48; 

repairs, $1,033.35; express, 98c.; light, $199.71; water, $45 edie >. acieker 2,560 79 
Goderich, Armoury: Rea REM TOL RE Als |) 2 eR AE cose Dal hyeewee 6 2h 014 Tok be 300 00 
Goderich, Public Building:—Caretaker, W. Grindrod, $960 (quarters $300, not in- 

cluded); labourer, $54; janitor’s supplies, $63.20: furniture, $21.50; coal, 

$393, 74; wood, $19. 25; removing ashes, $5; repairs, $110.24; express, etc., $4.02: 

light, $170.38: WALCE ie] ODO © 2R cht eisai per Reels PRMD OT rei, ad hee 1,801 53 
Gore Bay, Post Office:—Labourer, $59; janitor’s supplies, $8.95; coal, $327.28.. 395 23 
Gravenhurst, Public Building:—Caretaker, W. R. Emmett, part time, $600 less 

20.413 labourer, $50; janitor’s supplies, $13.05; furniture, 62c.: coal, $232.18; 

removing ashes, $1.50; repairs, $25.54; light, $30.06; street lighting, 1929, 1930, 

$22.50; water, $10 Sialdeee a ES PE aes te ORE. dae. oF 943 51 
Grimsby, Armoury: Rent. oi BOLS cu ee es.» DRL Lal dere ORT hs sel A ERE 354 00 
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Grimsby, Post Office:—Caretaker, G. F. Warner, $960 (quarters $300, not in- 
cluded), care of clock, $50; labourer, $30; janitor’s supplies, $72.26; coal, 
$287.84; repairs, $976.26; express, $1.65; light, $130.84; water, S27. 40UD. DAE. kro 

Guelph, Examining Warehouse:—Furniture, $1.25; rent, SOOO acide. COMER oO! 

Guelph, Ontario Agricultural College:—Allowance for Officers’ Training Corps, 
P9O30-3.1. LOVER Gets eh UR ce EES ook Ts A Laas ete a ofeach aStoyove « auergrene Cale 

Guelph, Public Building:—Caretaker, G. N. MacLean, $1,099.92 (quarters $300, 
not included), care of clock, $50; labourer, $54; janitor’s supplies, $64.75; 
furniture, $95.42; gas heat, $112.66; fuel oil, Imperial Oil, Ltd., $1,013.30; re- 
pairs, Louden Machinery Co., Ltd., $1,010, accounts under $1,000, $723.67; ex- 
press, 68c.; light, $242.07; water, $53.80; street cleaning, $31.96; rent, extra 
ACCOMM ATOM Dees s BO- Aube EEO sf) ULE he, « srw forse eeete sve RoIRM Alan tema lel BTS shea tad Sete 

Hamilton, Armouries:—Express on lamps, 83c.; area rental, $1.68..... vod eiests ae 

Hamilton, Department of Pensions and National Health:—Fireman, 8. McTier, 
Oct. 1-Mar. 31, at $1,140; labourer, $450; char service, $39.16; janitor’s supplies, 
$79.03; furniture, MacKay Bros., $2,420.52; coal, Gillies-Guy, Ltd., $1,136.89, 
accounts under $1,000, $97.49; repairs, MacKay Bros., $2,921.41, accounts under 
$1,000. 'S230 05. reo tes ete LCA VELL, OS, LO 1.20 0 teteme's cra pbe cre cr 8G las Gem asie tees 

Hamilton, Duffield Building:—Cleaners and helpers, J. McCamus, $1,200, H. H. 
Stevenson, $1,200; firemen, R. Calderwood, April 1-May 16, noon, at $1,140, W. 
Harley, Mar. 21-31 at $1,140, J. Morris, Oct. 1-Mar. 31, at $1,140, W. Overand, 
April 1-June 30, Sept. 29-Mar. 31, at $1,140, H. Sugden, Mar. 19-31, at $1,140; 
firemen labourers, J. Bishop, $1,260, J. Wilson, $1,140; labourers, $970; char 
service, $900.70; janitor’s supplies, $13; furniture, Donaldson & Paterson, 
$6,930.83, accounts under $1,000, $244.47; coal, J. A. Nelligan, $3,359.74; gas 
heat, $78; repairs, Donaldson & Paterson, $809.38, accounts under $1,000, 
$1,534.38; freight, etc., $29.37; light, $1,443.24; power, $76.29; rent, W. S. 


Prrereld.” S27 666153 es te ee eee nae bE, bis 2 Gee ORM | en ee Le ee 
Hamilton, National Defence Department:—Rent, Hamilton Knights of Columbus 
Home Assocration td.) *7* m.: ‘to Maran 2931). ld, oo, oe. 5 


Hamilton, Post Office:—Caretaker, A. Benzie, $1,500; cleaners and helpers, J. 
Figgins, $1,200, A. Marr, $1,200, C. H. Noble, April 1-Sept. 30, at $1,020, Oct. 
1-Mar. 31, at $1,080; elevatorman, A. Mathers, $1,200; firemen-labourers, W. 
Overall (deceased), $1,219.93 (quarters $100, not included), C. Partridge, $1,320; 
labourer, $150; care of clock, $65; janitor’s supplies, $429.89; furniture, $913.80; 
coal, J. A. Nelligan, $1,416.89; gas heat, $78; removing ashes. $90; repairs, 
$1,645.08; express, etc., $2.72; electric lamps, $264.54; light, $471.75; power, 
$272.04; water, April 1, 1929-Oct. 1, 1930, $265.20; street watering, 1930, $150.50; 
dreaprental $01/90°- "uniform, ($24.30: hae. ae a Ae 2 ee I ON ee 

Hamilton, Postal Station “A”:—Furniture, $8.25; repairs, $128; water, 1930, 


Vere 0. e" 0's Oe Gene 6 6 6 6 US bile eS m @) 6 Sra las lets te 


Hanover, Public Building:—Caretaker, G. H. Zinn, $1,080 (quarters $300 f 
ae ee ue oh of see $50; janitor’s supplies, $34.77; funmttnee 

; coal, $295.72; wood, $49; repairs, $33.41; light, 13 ‘m. to Feb. 1, : 
water, 12 m. to June 1, 1931, $45.62 E, m. to Heb. 1, 1931, $154.25; 


SSeS ee Se we 6} Fe e.s) Oe 6 6 616 Sia ele sella « © elk © 6 6s 


I ok RCI CE ey Pe Ot ae ICIS. ROT OR eer ee ea We 


SSeS eee Le 6. Oa 6 we ne lene ae) ere 


a "ele (e 6 h 6 (0 ee (oe (ee a) eee Te 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Kdifices publics du Dominion-Suite 
ONTARIO—Con.—Suite 


Hawkesbury, Post Office:—Caretaker, F. Dupuis, $1,080 (quarters $300, not in- 

cluded); labourer, $54; janitor’s supplies, $104.65; furniture, $152.78; coal, 

$435; wood, $75; repairs, Gatineau Electric Co., $580, less $525 paid in 1929-30, 

page V—18, accounts under $1,000, $18.71; electric lamps, $3.40; freight, $5.30; 

advertising, $6.24; light, 14 m. to Mar. 5, 1931, $181.12; water, 1930, $38...... 2,209 20 
Hespeler, Post Office:—Caretaker, W. Dunn, April 1-Dec. 31, at $900, Jan. 1- 

Mar. 31 at $960 (quarters $300, not included); janitor’s supplies. $18.95; 

furniture, $4.18: coal, $265.05; electric heat, $36.59; repairs, $80.95; light, 

SOL. OD WALORS SOL OR ia hele cle huss MP RMEEL . Retard A DID RIOT Nore, Sul Geardl . adbetes 1,408 05 
Huntsville, Public Building:—Light, $86.04; rent, Town of Huntsville, $3,919.44. . 4,005 48 
Ingersoll, Public Building:—Caretaker, R. H. Day, $960 (quarters $300, not in- 

eluded); labourer, $54; care of clock, $50; janitor’s supplies, $70.26; furniture, 

$10; coal, $389.04; wood, $8; removing ashes, $8; gas heat, $152.84; repairs, 


$409.14; express, 60c.; light, $163.24; water, $41.15.......... ats’ « MATRA He + tha DvoOue t 
Kapuskasing, Experimental Farm:—Labour, $363; coal, West Virginia Coal Co., 
CB 55Aa 9 Wood, 640 Love. lightn: S1O95T7 Vat! patie eels Wes abseil Leys gee 3,251 64 


Kemptville, Public Building:—Caretaker, T. Pearson, part time, (quarters $300, 

in lieu of salary); care of clock, $50; janitor’s supplies, $32.45; furniture, $1.50; 

coal, $228.33; coal oil, $4.20; wood, $4; repairs, $168.50; light, $185.86........ 674 84 
Kenora, National Defence Department:—Rent, 15 m. to Mar. 31, 1931.......... 750 00 
Kenora, Public Building:—Caretaker, J. Lang, $1,080 (quarters $300, not in- 

cluded), care of clock, $50; labourer, $60; janitor’s supplies, $135.55; furniture, 

$495.55; coal, $543.55; electric heat, $51.60; wood, $29.25; repairs, $242.55; 

PADECHS TOL aos a0 ) ig nt, -SeOUl Ow Walter: Plo. 1). sacle at ntere make tie ve alatone one at isentbe 3,235 64 
Kincardine, Post Office:—Caretaker, J. G. Morrison, part time, $249.96 (quarters 

$300, not included) ; janitor’s supplies, $76.50; coal, $304.93; wood, $16; removing 

ashes, $10; repairs, $96.60; freight, etc., $6.51; light, $201.22; water, $34.68.. 996 40 
Kingston, Custom House:—Caretaker, T. Frizell, $1,380; labourer, $40; janitor’s 

supplies, $102.40; furniture, $85.80; coal, $368; repairs, $1,033.85; architectural 

services, $468.58; light, $82.92; water, $33.42; street cleaning, $9.51............ 3,604 48 
Kingston, Inland Revenue Building:—-Caretaker, W. J. Penfold, $1,080 (quarters 

$300, not included); labourer, $25; janitor’s supplies, $75.65; furniture, $37.67; 

coal, $625; gas heat, $44.32; repairs, $43.43; architectural services, $140; light, 

$126.07; water, $82.22; rent, H. G. Gildersleeve and Mrs. M. G. Rivers, $2,788... 5,067 36 
Kingston, Labour Department:—Repairs, $30; rent, 6 m. to Mar. 31, 1931, $96.... 126 00 
Kingston, Public Building:—Caretaker, J. Kehoe, $1,080 (quarters $300, not in- 

cluded); labourer, $40; char service, $360; janitor’s supplies, $199.69: furniture, 

$93.35; coal, $606.60; gas heat, $117.26; wood, $11.50; moving coal, $30; repairs, 

$1,083.41; architectural services, $402.75; light, $507.89; water, $128.04; street 


CUES VIMO Ree dts gh a l ee SIR El cLal ose oye "os of 4 Rate tes Ma byal a ea ach ote 4,669 11 
Kingston, Queen’s University:—Allowance for Officers’ Training Corps, 1930-31.... 1,201 66 
Kingston, Buildings Generally:—Scavenging ...............e eee een Sh Ae ie eee 250 00 


Kirkland Lake, Post Office:--Light, 1 m. to Mar. 5, 1931, $4.06; rent, Reams- 
bottom and Edwards Kirkland Co., Ltd., 6 m. to Mar. 31, 1931, $800, less $212.50 


Dat DV PLS CDA EICTN Eno ca Soden dy ste <Tasis seehcoveinae WH Qes Se ah ak of eh lay: atk el anna al Shel ive bass 591 56 
Kitebener, CNih sale Ons He ats Bee chao 4 soe jn 684 win RIN Cane Oe ld Db opal a ue ture up ayiode Solid ue 90 84 
Kitchener, National Defence Department, Breithaupt Property:—Taxes, 3 m. to ; 

BE oles Wa CF Bie SAG eae a a A nae 0 Aa ee Se RY Al 20 a aa 6) eae 76 82 
Kitchener, National Defence Department, Dunker Building:—Express on lamps, 

GS6.° rent. VWiii.and, Ae unizer ($6 .000n . if sin Ska R © eg ocbed ys cee « 6,000 68 
Kitchener, Labour Department:—Furniture, $92.46; light, $2.25; rent, Nov. 13- 

Maria), 10 cL lee tet od... ¢ Cet PR. ch etek «ARE ssi Fs eo A Se a” ors Aes ee eee Zao Tt 
Kitchener, Marine Department, Radio Car Garage:—Rent.............. cc eee ceeas 78 00 
Kitchener, Marine Department, Radio Inspector’s Office:—Light, $15.84; rent, $300. 315 84 


Kitchener, Public Building:—Caretaker, J. Carse, -$1,080 (quarters $300, not 

included); cleaner and helper, W. Smith, $1,140; labourer, $42; char service, 

$499.92; care of clock, $50; janitor’s supplies, $97.20; furniture, $137.93; coal, 

$589.96; gas heat, $60.80; wood, $14.50; repairs, $808.36; express, etc., $7.63; 

light, $557.54; power, $34.15; water, $136.47; scavenging, $29.70.............04. 5,286 16 
Lakefield, Post Office:—Caretaker, T. Watson, $900 (quarters $300, not included), 

care of clock, $50; janitor’s supplies, $39.24; furniture, 75c.; coal, $324.25; coal 

oil, $4.20; wood, $14; repairs, $190.94; express, $1.20; TEU SIZOS TROL MARK - 1,650 09 
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Part V—66 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ONTARIO—Oon Suite 


Leamington, Public Building:-—Caretaker, J. W. Ross, $1,080 (quarters $300, not 
included) ; labourer, $45; janitor’s supplies, $27.85; furniture, $44.25; coal, $210; 
gas heat, $62.33; removing ashes, $6; repairs, $464.81; freight, etc., $15.53; light, 
S115.26: waters S20 bs). oOR dae CMe lace latelicls «Oe eet des whut se scree cwar ans 

Lindsay, Public Building:—Caretaker, W. Healey, $1,080 (quarters $300, not 
included), care of clock, $50; labourer, $255; janitor’s supplies, $34.95; furniture, 
$93.38; coal, $103.25; fuel oil, $734.25; wood, $12; repairs, $89.57; freight, etc., 
800. >) light): $300,025 (watery) GOBO5 (bo 55 5 og wiael sms el dualleie. + eile Seber mish vajeseeebeb aueore 

Listowel, Public Building:—Caretaker, C. G. Bitton, $1,080 (quarters $300, not 
included), eare of clock, $50; labourer, $50.40; janitor’s supplies, $69.72; furni- 
ture, $42.25; coal, C. H. Smith, $1,050; wood, $54.36; repairs, W. A. Wahl, $235, 
less $155 paid in 1929-30, page V—18, accounts under $1,000, $697.15; express, 
$4.03; lights'$352.7 76 water: SQ11Od... saltl. Hesham « Geer wenayin eo Sige «/chermregue «mbe pate leks 

London, C.N.R. Mailroom:—Furniture, $6; repairs, 70c.; rent, $210............... 

London, Customs Building:—Caretaker, D. Hare, $1,080 (quarters $300, not in- 
cluded), care of clock, $50; cleaner and helper, V. O. Clarke, $1,020; char service, 
$525; janitor’s supplies, $405.38; furniture, $277.38; gas heat, $95.22; steam heat, 
$1,561.98; repairs, W. T. Pace and Son, $1,736.40, accounts under $1,000, $1,243.06; 
electric lamps, $2.60; light, $394.22; water, $122.47; telephones, $209.02......... 

London, Marine Dept. (Radio/Carn Garage: Remind oo). vs ieielanye ¢ Fog a ea weer ims ; 

London, National Defence Department, Chapter House:—Caretaker, E. Green, 
$1,260; labourer, $60; janitor’s supplies, $64.53; furniture, $149; coal, $384.54; 
repairs, $121.38; light, $158.87; water, $45.98; rent, F. W. Daly, $3,900.......... 

London, National Defence Department, Western Medical College:—Rent, Premier 
Trust: Co.) \Trisbeds) tam ce wiee sledis ileus <tc: Mihai > Wiehe ales ieee ei bek «terete nana yn cece 

London, Public Building:—Caretaker, H. Clements, $1,080 (quarters $300, not 
included); cleaner and helper, B. Devlin, $1,140; labourers, $301.61; char service, 
$1,341; janitor’s supplies, $961.27; furnituze, Office Specialty M’f’g. Co., $1,480.11, 
accounts under $1,000, $1,354.57; gas heat, $79.26; electric heat, $32.40; steam 
heat, $7,261.95; repairs, J. C. Fitzgerald, $4,653, accounts under $1,000, $3,700.21; 
aN lamps, $33; freight, etc., $3.79; light, $1,319; water, $308.40; taxes, 

10.5 5A. hhc eed ad «ele wn Mlle wus hag cre ete ase Sollee yess trees nll sate Ome caren eS en 

London, Wyatt Building, Labour Department:—Furniture, $84; light, Nov. 28- 
Heb! 6, (G2. 2Evarente | SL agate sie’ a opascatatateraly & ee ec. #08 in sacar ar nie coh Pan aap een Oe Bre ei a, 

it a Buildings Generally:—Furniture, $134; electric lamps, $211.34; ear 
POS, DOG rec ial Seg meey elie ele b's, sagan shetatelh atlcns eigen taecel oth ae china en RaG Eee InnMnaN Se Raetataas 

L’Orignal, Post Office: —Rent, $420, less $100 paid by P.O. Department............ 

Lucan; National Détence Department:—Rent i ov oi un ee ae ae i eee 

Markham, Post Office:—Caretaker, T. L. Willis, part time, $300; janitor’s supplies, 
$22.91; coal, $90; wood, $12; repairs, $4.30; express, $2.03; light, $45.25: water, $5 

Marmora, Post Office:—Furniture, $1,307.91; express, $1.68; King’s Printer, $2.26; 
advertising, $48.90; rent, $420, less €200 paid by P.O. Department.............. 

Maxville, Post Office:—Furniture, $36.20; repairs, $191; taxes, $81.05; rent, $240, 
légs ‘$200 “Dard by P/O? Departmen .76 oe VR ee a i Mae ta eee ne Se ee 

Merrickville, Post Office: —Rent, $360, less $225 paid by P.O. Department......... 

Midland, Post Office:—Caretaker, J. C. Coates, $1,080 (quarters $300, not included), 
care of clock, $50; janitor’s supplies, $25.85; furniture, $12.50; coal, $266.60; coal 
oil, $30.48; repairs, $147.15; light, $191.95; water, $31.83...00.0.... 0.0.0 002 000% 

Mildmay, Post Office:—Caretaker, W. A. Kramer, part time, $60; janitor’s sup- 
plies, $7. Poe] S753: Tight: S26) Gi SE). PORE, Sete Da eet eee 

Milton, Post Office:-—Caretaker, W. T. Randell, $960 ‘(quarters $300, not included), 
care of clock, $50; labourer, $81; janitor’s supples, $33.20; furniture, $1.50; 
coal, $236.07; coal oil, $8.75; wood, $7; removing ashes, $5.50; repairs, $31.90; 
fight; | $245,606. water,.$17....¢ watesdd tailors Beh iA. 145. alee) cdeee ee eee 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-—Suite 
ONTARIO—Con.—Suite 


Mount Forest, Post Office:—Caretaker, M. Smith (quarters $300, in lieu of salary) ; 
care of clock, $50; janitor’s supplies, $38.58; furniture, $4.50; coal, $318.50; coal 
oil, $23.20; wood, $9; removing ashes, $10; repairs, $195.17; express, etc., $1.52; 
ete LOW en Waler Sct ck oe «= peilene ollie Cle le19 convo laieim sielercia/s 5.» sigh rents matin e ef aLcueier ¢, 0 822 83 
Napanee, Post Office: —Caretaker, J. G. Pollard, $1,080 (quarters $300, not in- 
cluded), care of clock, $50; labourer, $54; jamitor’s supplies, $92.30; furniture, 
$55; coal, $360; wood, $90; removing ashes, $10; repairs, $177.52; express, etc., 


SOs lichinweot0 A ls ava ter; 08.00 caleiais ate a tm sisisye tine oie cee eles e's cis eye aay amie kit 2,519 96 
New Hamburg, Post Ofiice:—Coal, $87; light, $42.41; rent, $400, less $275 paid by 
PO) ete Ua Ee oe ceil sls Pep eats Tey ko ca ciaed coe F aele cas see ea eas 254 41 


Newmarket, Post Office: —Caretaker, H. McCordick, April 1-Dec. 31, at $900, Jan. 
1-Mar. 31, at $960 (quarters $300, not included), care of clock, $50; janitor’s 
supplies, $38.45; furniture, $29.75; coal, $449.56; wood, $10; repairs, $336.93; 


RISE oh Osteo RAVIIECN, oan te eee sok Re a AN ae cata, soe tlaltt ease « ey ee ole 2,024 02 
New Toronto, National Defence Department, Brown Building:—Rent. Mar. 1-July 
SE TOS0 Ree Le ae eat, SORE 0) Ue SO ON CN Na eT 175 00 


New Toronto, Post Office:—Char. service, $546; janitor’s supplies, $116.32: furni- 

ture, $6; gas heat, $10.25; repairs, $43.35; light, $60.76; rent, J. Whitlam, $1,500. 2,282 68 
Niagara Falls, Agriculture Department, Bampfield Building:—Furniture, $77.45; 

POM Saco UOT MUSE LE EU aA CCRT ice tI ho BLUSE CULM VOR ky | VR 302 45 
Niagara Falls, National Revenue Department, Lower Arch Bridge Building :— 

Repairs, $479; rent, Niagara Falls Suspension Bridge Co., 5 m. to Aug. 9, 

1950, Gl GO atlpoad HRA hans BLU IN: ANU eG Te total 27 tel 1,979 00 


Niagara Falls, Temporary Post Office:—Janitor’s supplies, $27.20; furniture, 
$455.50; fuel oil, $102; gas heat, $13.05; repairs, C.. J. Doran, in lieu of 
restoration of building, $600, accounts under $1,000, $58.68; express, $2.43; light, 


$135.70; rents WiL...and. C) J. Doran, April :9-Jam 07 $4,000. 2. 0. ee ee eet 5,394 56 
North Bay, Hydrographic Survey:—Moving furniture, $13.80; rent, May 22-Mar. 

LE Sida bis, wie avelieiga ss: <femif ap mire™ | lalate AM RIN, @ Matis elt a Lam SUNT REE NY ARES Cc 607 35 
North Bay, National Revenue Department (Tax Office) :—Moving furniture, $2; 

TEU, Lo) TV GCEO CREAT OCE, 1 LOG LY pee Utah ely eek «ole ors Nene Geer cee bin in. tem, Sean se aN 422 00 
North Bay, Interior Department, Campbell Building:—Furniture, $403.50; repairs, 

BLD | TONG UMC ede ee THOUS! OBIT oh tenia Bare Mite eettas oc eeeetay (Vato fenee "URNS 703 50 


North Bay, Post Office:—Caretaker, L. A. Gauthier, $1,380; labourer, $18; char 

service, $120; janitor’s supplies, $269.30; furniture, $247.84; coal, $695.82); 

removing ashes, $19.50; repairs, $244; freight, ete., $14.61; light, $736.43; water, 

BOO es aes ET ean, Gitar eee Rat er AS EMMONS Tee ARB EMU le Du eras ene 3,788 36 
Norwich, Public Building:—Caretaker, A. Searls (discharged), April 1-Oct. 31 at 

$900 (quarters $175, not included), care of clock, $29.17, J. W. E. Cole, Nov. 1- 

Mar. 31, at $900 (quarters $125, not included), care of clock, $20.83; janitor’s 

supplies, $24.23; furniture, $34.90; coal. $311.89; coal oil, $18.75; repairs, $74.10; 


express, $1.35; light, $95.47; water, $25; street watering, $7.92..............6. 1,543 61 
Gakville: ‘Armoury. “henty eine oie ae ee. 8 Y WIENER Whore tas olaite MNS Se dk oe 480 00 
Orangeville, National Defence Department:—Rent..............c ccc eee enceece 310 00 


Orangeville, Post Office:—Caretaker, R. J. McConnell, $1,380; labourer, $45; 
_janitor’s supplies, $23.30; furniture, $1; coal, $210.79; wood, $50; removing ashes, 
$5; repairs, $27.75; express, 60c.; light, $102.91; water, $20........ 4 Sk Dp! 1,866 35 
Orillia, Public Building:—Caretaker, W. H. Barker (resigned), April 1-May 30 
at $900 (quarters $49.20, not included), J. Riddell, July 1-Nov. 19, at $1,200, 
Nov. 20-Mar. 31 at $900 (quarters $116.66, not included); labourer, $273; care 
of clock, $50; janitor’s supplies, $50.90; furniture, $101.24; coal, $540.08; wood, 
$34.50; removing ashes, $5.03; repairs, $795.50; freight, etc., $45.93; light, 
BI0G 44 Waler, (O20 Oa. «see ees aie & + Fae sus clelo 4 she oyaye oe < dente « a 90a og pie Cele &* 8 3,130 36 
31857—53v 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs,. 


Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


ONTARIO—Con —Suite 


Oshawa, ‘Public Building:—Caretaker, W. Cooper, 3960 (quarters $300, not in- 
cluded), care of clock, $50; fireman, ah Jeffrey, April, Oct. 10-Mar. 31, at $1,140; 
labourer, $54; char service, $207.48; janitor’s supplies, $41.62; furniture, $374. rie 
coal, $634. 69; gas heat, $27. 04; removing ashes, $15; repairs, $253. 47: express, 
etc., $3.40; light, $508.70: power, $92.07; water, $63.01; street cleaning, $22.03; 
rent, extra accommodation, Deel P5-31:  SOUuss «ates s Cae eed at cata oka ee Lae Unies 

Owen Sound, National Defence Department:—Repairs, $21.75; express on lamps, 
400, rent, $8STV.255 TaRes GosO9S. <5 sis sc. cies as bs ORR | ube 4 eee Re 

Owen Sound, Post Office:—Caretaker, N. Wright, $1,080 (quarters $300, not in- 
cluded); labourer, $54; janitor’s supplies, “$148. 70; furniture, $113.76; coal, 
$587.20; gas heat, $51.60; wood, $8: removing ashes, $15; repairs, $1,005.87; 
freight, ete., $9.10; light, $206.70; water, $50; street cleaning,.$13,.22. S588. fa. 

Palmerston, Post Office: —Caretaker, Te Rymal (dismissed), April 1-Dec. 9, at 
$1,080 (quarters $207.26, not included), Mrs. L. C. Rymal, Dec. 10-Mar. 31, 
at $900 (quarters $92.73, not included); labourer, $36; care of clock, $50; 
janitor’s supplies, $79.25; coal, $453.07; electric heat, $48. 80; repairs, $174. 20; 
freight, Sha7 sehen SlbdeO8s (waters Soicou se wt aeres areatds aoe oe eae ake 

Paris, Post Office: —Caretaker, W. R. Parker (resigned), April 1-July 13 at $1,080 
(short paid 29c., quarters 885, 52. not included), EH. Hodder, Aug. 23-Sept. 30, 
at $1,200, Oct. 1-Mar. 31, at $900 (quarters $150, not included) ; labourer. $342; 
care of clock, $50: janitor’s supplies. $41.15; furniture, $59.68; electric heat, 
$26.77; fuel oil, $974.90; repairs, I. Stewart, $1,562.50, accounts under $1,000, 
$711.82; express, ete., $1.31; light, $212.87; water, $27. 36: aaa tts few i, Sam 

Parkhill, Post Office: Caretaker, G. Tudor, part time, $324.96 (quarters $300, 
not ‘included); labourer, $27; janitor’s supplies, $18.10; coal, $486; coal oil, 
$13.50; wood, $10; repairs, $24, 95; lheht.. $106.60; pwatery hS22csiis eet ek 

Pembroke, aker, H. J. Church, $l, 080 (quarters $300, not 
included), care of clock, $50; labourer, $45; char service, $90; janitor’s supplies, 
$101.15; furniture, $96.10; coal, $443.68; electric heat, $69.15; wood, $30; 
removing ashes, $4: repairs, J. M, Taylor, $2,475, accounts under $1,000, $870.07: 
electric lampsi7$22.183 dacht,y $643.49 > Aveter, S40nsalat ee. tacts. Gal eek. oe 

Perth National Defence Department:—Rent, Feb. l-Jan. 3]......3...20.0....4%. 

Peterborough, Custom House:—Caretaker, J. M. Luther, $1,020 (quarters $300, 
not included); labourer, $48; janitor’s supplies, $46.04; furniture, $83.73; coal, 
$342.76;° electric heat, $41.91; gas heat, $50.97; removing ashes, $12; wood, $9; 
repairs, $326.29; di eht..$104.63:> watergiey 749s fice odeuleek. Ue. Sasi. 29.8 

Peterborough, National Revenue Department:—Furniture, $54.90; light, 63c.; rent, 
Bank of Toronto Building, Feb. and March, 1931, $44, "Barrie ‘Building, Mar. 1- 
Feb. 28, $300, Duffus Building, April 1-Jan. 31, CoO ore, oe anen i eee 

Peterborough, Post Office:—Caretaker, P. T. King, $900 (quarters $300, not in- 
cluded) ; ‘fireman, H. A. Graham, April, Oct. 1-Mar. 31, at $1,260; labourer, $54; 
char service, $78; care of clock, $50; janitor’s supplies, $93. 05; furniture, $169.05; 
coal, $638. 83; gas heat, $44.54; removing ashes, $12; repairs, $84. 86; freight, etc., 
$8.63; light, $438.31; water, $99. BOG) LBs ete aC ees eat pane ae ee aa ee 

Petrolia: Public Building: —Caret: aker, J. A. Chivers, $1,080 (quarters $300, not 
included); labourer. $212.50; janitor’s supplies, $52.45; furniture, $35.45; coal, 
$391.77; gas heat, $74.10; wood, $8; repairs, $62.25; express, 98c.; light, $183.28; 
PALEY, POSH since = Keouteehe’ «2h Pembilen Wedmete Vs belle MARE s e's tide le bapa tena te hee ta ena ce ane 

Picton, Public Building:—Caretaker, H. Franklin, $1,080 (quarters $300, not in- 
cluded); janitor’s supplies, $65.15; furniture, $17.30; coal, $346.70; removing 
ashes, $15.60:) repairs, $181.06; light, $159.75; water, $41.40... 2... 0.0.0. .0% 108 

Pigeon River Bridge, Immigration Building and Site:—Wood, $224; light, $38.64; 
freicht, $1 somenp-of site, 12'm. te pepts 22,° 19a). Gos. "eee ole ee ei OP eee 

Port Arthur, Customs Building:-—Caretaker, G. A.. Fox, $960 (quarters $300, not 
included); elevatorman, W. B. Pouney, $1,200; engineer, A. J. Smith, $1,560; 
fireman-labourer, G. Dennis, $1.260; labour, $50; char service, $648; janitor’s 
supplies, $362.78; furniture, $145.11; boiler compound, $129.10; coal, $888.78; 
wood, $115;. removing ashes, -$52; repairs, Cantwell & Strachan, $1,712.97, 
accounts under $1,000, $583.53; electric lamps. $5; light, $419.55; power, $635.61; 
water, $164:08:"tevenhones, 383.50; “antrorin . Soe oe te eet ote etelens cia ole chi heave 

Port Arthur, Temporary Post Office:—Labour, $187.65; janitor’s supplies, $35.65; 
furniture, $242.17; coal, $452.69; wood, $15; removing ashes, $13; repairs, 
$374.33; electric lamps, $3; light, $320.16; water, $32.63; rent, Port Arthur 
Community Athletic Centre, Ltd.; 9 mi toVMar:'15," 103); SE 80055 ole A. ose 
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Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, ete.Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ONTARIO—C07.--Suite 
Port Arthur, Public Building:—Caretaker, H. Martin, $960 (quarters $300, not 


included); fireman, W. Milne, Dec. 1-Mar. 31 at $1,140; char service, $324; 
janitor’s supplies, $152.60; furniture, $8.05: boiler compound, $129.10; céoal, 


$480.47; removing ashes, $37.50; repairs, $26.34; light, $141.01; water, $17.25.. 2,000 32 
Port Arthur, Buildings Generally:—Electric lamps............. ge Fess cde, 3 Sete 121 55 


Port Colborne, Post Office: 


Che S21) Sent 8204 BO waters SSOU MeL ew) Shs AIA COM so dehy LOE fF 3,436 08 
meort cOredit, armoury trent Met. | UROL ONG ERLE Om fui vito | its 500 00 
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Port Perry, Public Building:— Caretaker, G. 8. White, $1,080 (quarters $300, not 
included), care of clock. $50; labourer, $54; janitor’s supplies, $43.39; coal, 


$269.50; wood, $46; repairs, $26.95; express, 45c.; light, $157.99; water, $44.... be7 8228 
Port Stanley, Public Building:—Light, $23.07; rent, Village of Port Stanley, 

pL00Qwessi sl O. paleo £.Os Deparement... ss ee. te as wae ba ee 848 07 
pwasson CAT Maury: —abeent. £4 Axe tik eats O) o's OP LY Ho ook ete 6 AUOBOR chee tan 300 00 


ree E24 SOT ee ee kt, Steamy ems AURIS AM 6,623 13 
Preston, Public Building:-—Caretaker, D. Campbell, $1,080 (quarters $300, not 
- included), care of clock, $50; labourer, $75; janitor’s supplies, $56.07; furniture, 

$3.65; coal, $801.73; coal oil, $2.60; wood, $43.50; repairs, $405.38; express, etc., 

Moto; light Gwes: hraters: SSNOG LAGOS isc cthd. POR Ae, . War letie acs oddiee 2,810 90 
Princeton, Post Oftice:—Light, $19.50; rent, $396 less $75 paid by P.O. Department. 340 50 
Renfrew, Public Building:—Caretaker, C. Eady, $900 (quarters $300, not included) ; 

labourer, $135; care of clock, $50; janitor’s supplies, $102.60; furniture, $2.40: 


coal, $258.24: removing ashes, $12; repairs, $97.63; light, $149.91; water, $36.25. 1,744 03 
Ridgetown, Post Office: —Express, $1.30; rent, $675 less $425 paid by P.O. Depart- 
MEI SS, hah mi ek BAe Ne GOR cle Se Ee A a O Sella  t R  A 20 Tou 


Rockland, Post Office:—Caretaker, L. Regnier, $300 (quarters $300, not included) ; 
janitor’s supplies. $91.21; furniture, $1.25; coal, $304; electric heat, $34.61; wood, 


$20.75; repairs, $115.98; electric lamps, $5.66; light, $120.09; water, $30........ 1,023 49 
St. Catharines, Health Department:—Light, $8.49; rent, 12 m. to Mar. 10, $300... 308 49 


St. Catharines, Public Building:—Caretaker, A. H. Sandford, $1,080 (quarters 
$300, not included); labourer, $60; janitor’s supplies, $75.20; furniture, $120.74; 
coal, $555.11; gas heat, $59.25; removing ashes, $20; repairs, $350.26; electric 


lamps, $2.45; express, $4.88; light, $313.40; waver, $LILIB... 01... 6. ed. cnmad onto o's ZOD 4b 
St. Catharines; Plant Pathological.Laboratory :—-Coal: ius . 4. ich. . cemellewsan dues 180 78 
Sin wiary ss a NenoneL «Delence. epartment:— Rent... coke) aehle s vcakt fuss 1d cde 6 aces 550 00 


St. Mary’s, Post Office:-—Caretaker, S. Sandercock, $960 (quarters $300, not in- 

cluded); labourer, $45; janitor’s supplies, $26.46; coal. $380.36; wood, $16; 

removing ashes, $15; repairs, $85.35; freight, ete., $6.20; light, $232.06; water, 

227.0900 Shlain. See ade’ 2 Pan ORs aed ere ve od ree. OR LO . oregereiod. 6 1,808 52 
St. Thomas, Post Office:—Caretaker, G. Luton, $1,080 (quarters $300, not in- 

cluded); labourer, $417; char service, $90; janitor’s supplies, $57.62; furniture, 

$89.03; coal, $388; gas heat, $73.50; removing ashes, $11; express, etc., 95c.; 

repairs, $987.10; light, $124.97; water, $43.93; street sprinkling, $12.84........ 3,079 94 
Sandwich, Public Building:—Caretaker, G. H. Scandrett, April 1-Dec. 31 at $900, 

Jan. 1-Mar. 31 at $960 (quarters $300, not included); janitor’s supplies, $47.65; 

furniture, $14.60; coal, $236.25; gas heat, $5.50; repairs, $94.29; express, $2; 

light, $67.33; water, $10.96....... PR Pe eRe POR te ks Aa Aer re ee 15393255 
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Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
onrTARIO—Con—Suite 


Sarnia, Post Oftice:—Caretaker, W. Smith, $960 (quarters $300, not included) ; 
labourer, $63; care ot clock, $50; janitor’s supplies, $19.53; furniture, $288.93; 
repairs, Chambers Electric Co., $3,858, less $3,500 paid in 1929- 30, page V—19, 
sundry, $125, accounts under $1,000, $365. 55: freight, etc., $12.70; ‘coal, $455.32; 
gas heat, $24.15; light, $305.06; water, 1930, 1931, $160 Secs Nhhd fers ohare Oak rs WG ay Be 

Sault Ste. “Marie, ‘Armoury :—Express, 60c.; rent, Kirstin-Hase Co. Ltd., $1,920... 

Sault Ste. Marie, National Defence Department:—Rent............-eeccseseues 

Sault Ste. Marie, Post Office:—Caretaker, J. Cormier, Sr., $1,080 (quarters $300, 
not included), care of clock, $50; cleaner and hel per, Si Cormier, Jr., $900; 
labourer, $73.50; char service, $180; janitor’s supplies, $184.04; furniture, 
$201.63; coal, Century Coal Co., $1,145; wood, $101; repairs, $275. 85; light, 
$465.61; power, $320.98; water, $103. 26; telephones, $93. 86; uniform, $24.30. 

Seaforth, Post Office: —Caretaker, T. A. Beattie, $960 (quarters $300, not in- 
cluded) ; labourer, $45; care of clock, $30; janitor’s supplies, $56.18; coal, 
$342.25: coal oil, $3. 75; wood, $30; repairs, G. A. Sills & Sons, $1,026.18, 
accounts under $1. 000, $09, 58: express, 60c.; light, $112.39; water, $32. ....02.0.. 

Shelburne, Public ‘Building: —Caretaker, J. C. Stoddart, $1,080 (quarters $300, not 
included); labourer, $40; care of clock. $59; janitor’s supplies, $83.57; furniture. 
$7.85; coal, $404.23; electric heat, $72.52; wood, $30; repairs, $75.14; light, 
SLOS02* WALT, Son calc coeliac te & rele wicne cs ois, wiece totes piaia ot catatels Rite cet teraa ee ne eee penn 

Simcoe, Public Building:—Caretaker, W. Layland, April 1-Sept. 30 at $1,200, 
Oct. 1-Mar. 31 at $1,260; janitor’s supplies, $58.90; furniture, $283.52; gas 
heat, $442.20; repairs, $95.36; freight, etc., $1.76; light, $152.81; water, $40.80; 
rent; extra accommodation; Dee! |'15-31, SIS. Vea Nee Le ieee eee 

Smith’s Falls, Public Building:—Caretaker, R. W. Lewis, $1,080 (quarters $390, 
not included); labourer, $45; care of clock, $50; janitor’s supplies, $124.12; 
furniture, $15; coal, $323.38; wood, $15; removing ashes, $3.50; repairs, $22.25; 
electric lamps, $32.20; freight, $1.78; light, $297.96; water, $85................ 

Stouffville, Post Office:—Caretaker, G. H. Saunders, part time, $240 (quarters 
$300, not included); janitor’s supplies, $18.64; coal, $244; wood, $13; repairs, 
$46,253 express,) Goce. Tent $82.95 s | Water i184 00 Cais. stow viate siecsiebtoetahl march dee 

Stratford, Labour Department:—Rent, Oct. 15-Mar. 31............... ccc ceeees 

Stratford, Post Office:-—Caretaker, J. F. Darby, April 1-Dec. 31 at $900, Jan. 1- 
Mar. 31 at $960 (quarters $300, not included); char service, $300; care of 
clock, $50; janitor’s supplies, $110.22; furniture, $85, 84; coal, $779. 48; gas heat, 
eei8: wood, $14; repairs, $421.09; ’ freight, etc., $2. 58: light, $311. 27: water, 
GE Gack Dib tre tL sepa es ocean a RCtomeny be (aa Talvaproletee We “at P Meus We etelbs taitalls (atabien ep suerea NEM cS IRS, To Wale Jee ppm Beale as 

Strathroy, Public Building:—Caretaker, N. Leitch, $1,080 (quarters $300, not 
included) ; labourer, $36; care of clock, $50; janitor’s supplies, $24.77; furniture, 


$196.25; coal, Pak 70: wood, $54; repairs, $110.47; electric lamps, $3. 26: freight, | 


etc., $10. 26; light, $147, 81; water, $19.58; street watering. (S6.000.0 ¢) 20k ee 
Sturgeon Falls, Post Office: —Light, $102.56; ‘electric lamps, $1.25; rent, Michaud 
& Levesque, $1,200, less $500 paid by P.O. Mepartmenee ss we secs ost eles sacar 


Sudbury, Public Building: —Caretaker, P. Loiselle, $1,080 (quarters $300, not 
included), care of clock, $50; labourer, $205; ‘char service, $576; janitor’s 
supplies, $199. 45; furniture, $529. 59; coal, ‘Empire Coal & Lumber Co., $1,110.72: 
wood, $101; repairs, $24. 33: electric lamps, $74.87; freight, etc., $35. 36; light, 


$4,117.13; power, $320.87; water, BOSS ie ete ie eke a clas attic hte tk ee eee 
Sydenham, Post Office: = Labourer Pony a ae PS CO Re ea Bie Fe 
Tara, National Defence ‘Department :+—Rent ioe. soo. ee ae ee one eee 


Thorold, Post Office:—Rent, D. P. O’Connell, $1,140, less $625 paid by P.O. 
Department. . ee ee ee FP Pe eg Ae 
Tilbury, Post Office: —Caretaker, H. Benoit, deceased, April 1-Jan. 31 at $1,080 
(quarters $250, not included), care of clock, $37.50. J. L. Bourdeau. Feb. 15-24 
at $1,200, Feb. 25-Mar. 31 at $900 (quarters $28.57, not included), care of 
cloek, $12. 50; labourer, $189; janitor’s supplies, $21. BBs furniture, $32.89; coal, 
$267. 33; gas heat. $166. 97; wood, $60; repairs, $46.50; freight, etc., $1.49; light, 
$90.47; ~watertipalein 203 7 Pe. en8 Geel EO ee SIRE. one re eo We eee 
Tillsonburg, Public Building:—Caretaker, K. Rouse, $1,080 (quarters $300, not 
included) ; labourer, $54; care of clock, ‘$50: janitor’s supplies, $26.85; furniture, 
$38.50; coal, $217.50; gas heat. $56.07: wood. $20: renairs, $183.07; express, 
55¢,: light, $16147,; water, $23.88; streéty oiling, S507 (0726 2 He eae. 
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ONTARIO—Con-Suite 


Timmins, Post Office:-—Caretaker, O. Chenier, Sept. 7-Mar. 31 at $900 (quarters 
$170, not included); labourer, $72; janitor’s supplies, $108.47; furniture, 10c.; 
coal, $839.78; electric heat, $93.66; repairs, $15.50; electric lamps, $9.90; light, 
$426. 65; water, He gt ES TASER) RE i Le aR a LL es OR 

Toronto, Agriculture Department, Seed Branch:—Janitor’s supplies, $211.08; 
furniture, $39.85; boiler compound, $19; coal, $663.11; gas heat, $34.05; remov- 
ing ashes, $36; repairs, $429.81; light, $527. 16; water, WU» seme CL UNS ay Saey at 

Toronto, Agents of Justice Department: —Light, "$19. 66; rent, Feb. 27-28, April i- 
LAA Ls BOOTIES tate Net, 2em wed Ly MU natum eM MU ATU GN sta Satay Nee. VU ES yaa ee, 

Toronto, Commerce & Transportation Building:—Furniture, Office Specialty Mfg. 
Co., $1,416.24, accounts under $1,000, $275.43; gas heat, $6; repairs, $33.91; 
rent, Commerce and Transportation Building Co., National Revenue, $25,755, 
Post CHICR PSUS SO, Pee eT ne Oo AMON Gate Se Me eal s gtetatete ee site MRL oe Oi 

Toronto, Temporary Custom House: —“Cleaner and helper, “agg McComish, $1,200; 
fireman-labourer, B. Marando, $1,320; labourer, $664; janitor’s supplies, $559.80; 
furniture, $845. 43; repairs, 9494. 02; light, $1, 585.86; power, $177.45; water, 
$216.19; rent, Peters Estates, Ltd. $27,000 OL Oe cag AON at Mt APE RHE ol MOD 

Toronto, Temporary Examining Warehouse, Eckhardt Building:—Caretaker, W. 
Stringer, $1,320; cleaners and helpers, A. 8. Andrade, April 16-Mar. 31 at $900, 

A. Cope, April 1-June 30 at $1,020, July 1-Mar. 31 at $1,080, T. Wyers, 
12 m. to Mar. 31, less 60 d., at $1,140; elevatormen, A. Blair, $1, 2600 RW 
Colby, 8 m. to Nov. 30 at $105.40 per m., P. Cussack, $1,080, Ww. Ee Murphy, 
retired, April 1-Sept. 15 at $1,200; engineer, F, Crump, $1, ‘440: fireman, A, 
Innes, ‘$1, 200; watchmen, J. W. Andrew, $1, 200, J. Barr, $960; ’ char service, 
$363.19; janitor’s supplies, $388.98; furniture, $1, 395.50; coal, P. Burns & Co. 
Ltd., $1,459.36, accounts under $1, 000, $149, 07: boiler compound, $19; gas heat, 
San. 86; wood, $12; removing ashes, $72; repairs, $1,061.60; light, $917.62; 
power, $325.31; water, $260.62; rent, National Grocers Co. Ltd., $25, 999. 92: 
uniforms, $73. 5st el A TRS ba ht. e paling RARE ES SABI de al OE 

Toronto, Inland Reve enue ’ Building: —fFireman-labourer, J, Veal, $1,260; janitor’s 
supplies, $249.12; furniture, J. & J. Taylor, Ltd., $1, 370, accounts under $1,000, 
$175.60; fuel oil, $1,068.23; gas heat, $249.12; repairs, $1, 557.45; light, $533.16; 
power, $13.54; water, $91.83 I LA P| SRO Sear iol: 2," chook ea aR) UE a Pee 

Toronto, Insurance Department, Lumsden Building:—Furniture, $119; rent, $900. 

Toronto, Marine Department, Meteorological Service, Aerodrome Pavilion:—— 
Rent, Dec. 15-Mar. 31....... cece cece center cnet ene cece ete eneee eet eee cenes 

Toronto, Meteorological Building:—Furniture, $944.70; repairs, $210.55.......... 

Toronto, North, National Defence Department, Airways Inspector’s Office:—Rent, 
Nov. 1-Mar. SPURS «BIO et FSM ME RY) (OR Ral a ee Recta" ROS I Na EA Ne a 

Toronto, National Defence Department, Barry Badu: —Rent, Toronto Transpor- 
tation COTATINISOIG TN, UIA: dk nak ee Te Ce, MRL) ete OAL 2, 

Toronto, National Defence Department. Drill Hall. 185 Spadina Ave. :—Elevator- 
man, J. A.. McCormick, $1,200; engineer, J. Moffatt, $1,380; fireman, G. G. 
Robinson, April, 1930, $105; janitor’s supplies, $96. 73: furniture, $7; boiler 
compound, $19; coal, Pp, Burns & Co. Ltd., $1,675.27, accounts under $1,000, 
$201.72; gas heat, $53.77; wood, $5.50; removing ashes, $106; repairs, $1,149.93; 
light, $844, 11; power, $455. 88; water. $148. 13: uniform, ol ee PAE Mpa RR I 

Toronto, National Defence Department, Mount: Denhis:“-Rent 2.05 0... 

Toronto, National Defence Department, Old Knox College, Spadina House:—Rent, 
Keyvetone: Investments, itd Gm tore.) Oe 1930. ee eee ee es dtestt dea 

Toronto, National Defence Department, Ordnance Stores, 174 Spadina Ave.:— 
Boiler compound, $19; coal, P. Burns & Co. Ltd., $1, 328.13, accounts under $1, 000, 
$108.57; gas heat, $36. 87; removing ashes, $43: repairs, $58.75; light, $538.83; 
ee ee 65 ; water, $47, 53; taxes, $3. O36. 85; rent, Wagman, Waeman & Wein- 
stoc DU. Chile mp SN, Ares rig ASM ig Salat Rage Nii gigs! SRE Begin gg SEE de pb OR a 

Toronto, National Defence Department, St. Paul’s Hall:—Rent, City of Toronto... 

als National Defence Department, Women’s College Hospital, 71 Grosvenor 
Fi EARL SN cise pean et a1) 6. Ede SPP ia ee In. ht cele «age STALL Re MRR R Gh a MA UII AAI i ie 

Toronto, National Revenue Department, Preventive Service, Mail Building:— 
Repairs, $15.89; light, $6.60; rent, Dec. 22-Mar. 31, $697.74. ...0.. 0... cc cee cees 

Toronto, Navy League Building:—Rent, Navy League of Canada, R.C.NW Rs i s..0% 
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Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
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Dominion Public Buildings—Con. — Edifices publics du Dominion -Suite 
ONTARIO—Con.—Suite 


Toronto, Public Building:— 

Cleaners and helpers: I. W. Allen, $1,140; W. Cleverdon, $1,200; J. J. Cosgrove, 
retired, April 1l-Aug. 8 at $900; J. Dempsey, April 1-Dec. 31, at_$1,020, Jan. 1- 
Mar. 31 at $1,080; W. F. Hudson, April 1-Nov. 30 at $1,140; R. Massey, $1,200; 
J. McGivern, $1,140; G. A. Parker, $1,140; D. Reid, $1,140; W. Simpson, 


$1,140; J. Stanton, $1,140; J. E. Tapp, $1,200; R. A. Warren, March, $75..... 
Elevatormen: C. G. Dable, $1,200; J. H. Doak, $1,080: A. McInnes, $1,200; 
M. J. Patten, $1,200;. A. A. Robotham, $1,200; F. W. Sinclair, $1,260.......... 


Engineers: M. McCartney, $1,380; W. R. Pearce, $1,380; W. D. Wallace, $1,380. 
Firemen: J. Higgins, Nov. 5-Mar. 31, at $1,140; H. MoGall, Nov. 6-Mar. 31 at 
$1,140; P. Varaicolli, Nov. 6-Mar. 31 at SL LOS hey: . IIE Se Butt ca ean A 
Firemen-labourers: G. L. Beecham, $1,260; T. J. Burns, $1,320; C. Smith, $1,260. 
Labourers, J. Haworth, $1,248, C. Pearce, $1,219.92; sundry labour, $654.20; 
char service; :$50646 gana of) clocks S25...» sds n/t Vso Hee igh *peeiuey} “ey ekae 
Janitor’s supplies, Building Cleaners Supply Co., $1,112.76, accounts under $1,000, 
$1,409.45; furniture, Office Specialty M’f’g. Co., $3,507.59, accounts under $1,000, 
$932.27; boiler compound, $104.50: coal, P. Burns & Co. Lid., $2,847.26, Great 
Lakes Coal Co. Ltd., $1,925.39, accounts under $1,000, $427.69; fuel oil, $772; 
gas heat, $428.61; wood, $41.50; removing ashes, $205; repairs, F. C. Bell, 
$1,912.09, Carbo Engineering Co. Ltd., $1,450, Elevator Specialty Co. Ltd., 
$2,096.20, J. Gow & Sons, $1,023.90, Hedges Bros. $1,319.99, EH. A. Sills, $1,780, 
accounts under $1,000, $5,071.38; freight, $85.24; light, $5271.53; power, 
$1,158.66; water, $879.92; telephones, $659.65; area rental, $69.56; taxes, 
CA883.963. UMM CINS eb2 LEAs. cisleher. Pot lctene py ita ine Buaield be Fes ih see i tae Ore 
Toronto, New Postal Station “A ”:—- 
Garetalers'G, Camliice: Avan: b wrieiss.4 58 eek alate ek bate SE es eats sats eee bo ree 
Cleaners and helpers: F. Allum, $1,140; J. B. Andrews, April 1-Dec. 31 at $1,020, 
Jan. 1-Mar. 31 at $1,080; J. Angus, April 1-Dec. 31 at $1,020, Jan. 1-Mar. 31 
at $1,080; T. M. Armstrong, $1,620; H. R. Bunn, $1,140; W. W. Connolly, 
$1,020; H. E. Cooper, $1,140; J. Cotton, $1,200; J. L. Doig, April 1-June 30 at 
$960, July 1-Mar. 31 at $1,020; C. H. Farley, $1,200; W. Graham, $1,140; A. E. 
Hale, $1,260; H. F. Hart, $900; C. Holyday, $960; W. Hurst, April 1-Mar. 31 
at $1,140, less 314 d.; R. J. Irvine, $1,140; J. Jolly, $1,140; F. W. Knight, 
April 1-Sept. 30 at $1,020, less 743 d., Oct. 1-Mar. 31 at_$1.080; W. Martin, 
$1,140; W. McLeod-Moon, $1,140; F. A. Minshull, $1,200; J. T. Morris, $1,140; 
R. M. Patterson, $1,200; A. Petti, $1,200; H. G. Plow, $1,140; D. Sardella, 
$1,200; E. W. Sparks, $1,140; E. Stevenson, $1,200: T. W. Stocks, $960; L. 
Walton, April 1-June 30 at $960, July 1-Mar. 31 at $1,020; A. White, $900.... 


Elevatormen:—W. P. Barbe, $1,200; D. M. Cochrane, $1,200; T. Collis, $1,260:;. 


R. Cox, $1,200; E. J. Davies, deceased, April 1-Jan. 31 at $1,200; W. Dunn 
$1,200; J. M. Gormaly, $1,264.80; J. E. Hart, $1,200: -W. Hill, Oct. 16 noon to 
Mar. 31 at $1,080: S. G. Janes, Feb. 7-Mar. 31 at $1,080; O. E. Johnson, $1,080; 
W. A. King, $1,200; A. McCabe, $1,200; J. B. McCulla, $1,200; R. J. MacLean, 
$1,260; A. Morrice, $1,260; A. H. 8. Nelson, $1.200; F. Y. Parsons, March, $90; 
J. I. Powell, $1,200; J. Smith, $1,200; E. F. Tooze, $1,264.80........... cok eees 
Janitor’s supplies, Building Cleaners Supply Co., $1,108.18, accounts under $1,000 
$1,901.42; furniture, $2,094.99; gas heat, $140; repairs, Turnbull Elevator Co., 
$2,042.38, accounts under $1,000, $5,616.47; electric lamps. $8.10; light, 
$14,017.86; power, $5,855.80; water, $1,903.39; accounts paid to Toronto 


=) 1@ ie) 0) fe To 'e: (0.0 a ie) m6) a ee Rejvariente 


Che) 8) os aie e \eenoiiens \e a 0 
2 | 506. Af ee ee OeS Se Ole.) 6. 8) wre PTO ean wee eee. of aM eliniieke ls Sethe obiste. a 
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Part. V—73 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
- Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings-Con. — Edifices publics du Dominion-Suite 


ONTARIO—Con—Suite 


Toronto, Postal Station “E’:—-Cleaner and helper, F. Malone, $1,140, less $570 
charged to Station “L”’; janitor’s supplies, $134.05; furniture, $5. 75; coal, $36.77 ; 
gas heat, $9.74; repairs, $288.96; light, $253.91; ‘water, $12. 26; rent, estate ao 

Mullin, $3,000, extra accommodation, Dec. 8-31, SOD a Rive eae, cae hee: eee 2 a 

MRIS Postal Station “F”: —Caretaker, J. Lynch, "$1, 260; cleaners and helpers, 
A. Taylor, $900, T. D. Wilson, $1,140, less $570 charged to Station “L” 3 jJanitor’s 
supplies, $346.08; furniture, $180.87; boiler compound, $9.50; coal, $271.85; fuel 
oil, $797.16; gas heat, $55.88; repairs, $796.01; light, $566.30; water, $75.87...... 

Toronto, Postal Station cGy ree Oar etaker, Ap Rae, $1. 080 (quarters $300, not in- 
cluded) : fireman-labourer, T. Kerfoot, $1,320: janitor’s supplies, $317.64; furni- 
ture, $171.23; boiler compound, $19; foals $261.38; fuel oil, $713.62; gas heat, 
$14. 50; repairs, $1,308.83; light, $576.88; water, $41. 2); area) rental $3.9200 wae. 

Toronto, Postal Station ap: —-Cleaner and helper, ¥. Tugnutt, $1,200, less $600 
charged to Station “J”; janitor’s supplies, $148.64; furniture, $71.50; gas heat, 
$7.20; repairs, $98.41; light, $165.75; rent, G. P. Price, $3,120.................. 

Toronto, Postal Station oy. —Cleaner and helper, detailed with Station “H,” 
$600; janitor’s supplies, $148.50; furniture, $3; repairs, $68.96; light, $289.84; 
Bombe El dhtieaey os GUO ei. do FE oud «5:6 ese lel Medinah fala ARH creda Po Mes Barada o Mid exe 

Toronto, Postal Station “ K ”:—Caretaker, J. W. Thornton, $1,020 (quarters $300, 
not included) ; janitor’s supplies, $220.03; furniture, $10; boiler compound, $9.50; 
coal, $365.15; gas heat, $46.29; wood, $6; repairs, $337.21; light, $230.33; water, 
S20.25; nent, ,extra.aceommodanon,, se. 8-324 S125 sae eaves. 4 ule ath ss ous hl eA nd 

Toronto, Postal Station “ L”:—-Cleaners and helpers, detailed with Station “ E,” 
$570, Station “ F,” $570; janitor’s supplies, $114.56; furniture, $2; gas heat, $18.58; 
repairs, $142.80; light, $311.79; rent, F. Calderone, EONS coe. ig bb sad a tel od ade So 

Toronto, Post Office Garage:—Engineer, E. Hewitt, $1,320; janitor’s supplies, 
$216.57; furniture, $50.70; boiler compound, $19; coal, $739.17; gas heat, $109.73; 
wood, $6; removing ashes, $74; repairs, $928.45; light, $381.69; power, $447.63; 
water, $79, 32; area rental, 1929, HOSEA e245. 00's er hee ar ars Maren tL eee 

Toronto, North Christie Street Siding: Rent, y. to July 31, 1931, $115, right. of 
way, 1931, DOU Hate ok AMA s BA eS ME oot, TET Mec geen ORT ROR 2 TA PRES 

Toronto, Terminal Warehouse Building:—Furniture, $14; repairs, $8.80; rent, 
Canadian Rail & Harbour Terminals etd; SUSR3 Pasa LR 2, OFS gies 

Toronto, University:—Rent, allowance for Officers’ Training Corps, 1930-31........ 

Toronto, York-Piper Building, Department of Pensions and National Health:— 


Tneht VS3:67) nem heNnov O2Giae. . BIPM E564.25 08 Baie, ed ey 
Toronto, Buildings Generally:— 
Firemen: M. Mulqueen, April, $105; W. J. Stevens, April, $100.............. 


Foremen of char service: G. C. Auchincloss, deceased, April 1-Nov. 30 at $1,260; 
W. F. Hudson, Dec. 1-Mar. 31 at $1,200; J. McCarron, $1,260; T. Russell, 
$1,200; J. Stevens, April 1-Dec. 31 at $1,260, Jan. 1-Mar. 31 at $1,320...... 

Employees paid prevailing rates: carpenters, $7,374.90; electricians, $10,358.48; 
painters, $4,944,246 ~plumbets and  iittersy.$10G99725 wiwetal ee oe haat 

Eabouperes eras oer One. ah ea POL SR SRS Che BRA eat eee 2.20. 2) 

Janitor’s supplies, $36.75; fittings, $655.48; repairs, automobile, $267.09, sundry, 
$37.80; anti-freeze, $40; gasoline, $269.51; oil, $93.55; ear tickets, $221.95; 
BPElEVWOUS PLO e SOT Le oki lon SES «<0 «leben aR andes TR adnate AMER. . Es onesie 

Trenton, AYMGUSt Eve oan at 2e Cee ees. andthe eee. wmaetistrie PEO IY (A kia 
Trenton, Post Office:—Caretaker, T. H Smith, $960 (quarters, $300 not included), 
eare of clock, $50; labourer, $54; janitor’s supplies, $41.80; coal, $400.44; coal 
oil, $1.40; wood, $96; removing ashes, $10; repairs, $51.79; express, 98c.; light, 
$389. Oe WAVE «0 DOL c: crests acct 5's pies echt» COR IOO lL terrse 2 LURES. CREE 
Uxbridge, Post Office:—Caretaker, M. Linton, $1,080 (quarters, $300 not included) ; 
care ‘of clock, $50; janitor’s supplies, $44. 35; coal, $331.66; wood, $54; repairs, 

310305) Xpress) OoGGH CHG slOUODE RS . carsciauy were. aed seid aes «2h Looee 

Walkerton, Post Office:—sCaretaker, J. W. Lindsay, $900 (quarters, $300 not 
included) ; labourer, $24; janitor’s supplies, $17.79; furniture, $20; coal, $450.66; 
wood, $10; repairs, $44.43; light, $239.71; water, $15.50; street oiling, $4.15.... 

Walkerville, Post Officas+Ceretaker, ial Maynard, April 1-Jan. 31 at $1,260; 
cleaners and helpers, T. Touzel, April, $85, H. Maynard, Feb. 1-Mar. 31 at 
$1,140 (transferred from caretaker); labourers, $1,142.28; char service, $360; 
janitor’s supplies, $228.18; furniture, $503.06; coal, $643.83; wood, $17; repairs, 
$1,155.96; express, etc., $10.85; light, $382.41; power, $47.49; water, $68.40.... 


4.371 


5,829 


5,828 


4,211 


5,710 


2,395 


‘$29 


4,618 


195 


18,860 
2,375 


567 
205 
4,975 
39,404 
11,240 


1,687 
300 


2,137 


1,700 


1,726 


5,884 


44 


99 


24 


4¢ 


Part V—74 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete.-Con. — Loyers, réparations, 
ameublement, chauffage, etce._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ONTARIO—Con.-Suite 


Wardsville, Post Office:—Janitor’s supplies, 30c.; furniture, $1,015.61; coal, $129.27; 
repairs, $17; electric lamps, $1.80; freight, etc., $5.55; light, $29.63; rent, $200, 
less. 850" paid by ‘PO. Wepartaiene ise: vet re wide teach mnt aie Woe cere 

Waterloo, Post Office:—Caretaker, G. Suggitt, deceased, $900 (quarters $300, not 
included), care of clock, $37.50; labourer, $93; care of clock, $8.33; janitor’s 
supplies, $47.93; furniture, $11.50; coal, $383.75; gas heat, $43.86; removing 
ashes, $17.10; repairs, $69; freight, etc., $5.15; light, $290.17; water, $95.48; 
Street oiling, STIG Ue ak an alielelelt iw scales: ake: «apelin uaa rare aac Sole Both > Laie earl aoe 

Welland, ‘National Defence Departmentiz Rent... ison «srcpeyainna ble e612 & mera picyablald wimterets 

Welland, Public Building:—Caretaker, W. Jarvis, $1,080 (quarters, $300 not 
included); labourer, $16; janitor’s supplies, $88.72; furniture, $54.70; coal, 
$352; gas heat, $54.14; wood, $64; repairs, $240.66; freight, etc., $4.43; gas 


mantles, $1.80, light, ;8270 968 parma ber iO TO Sie. . sisng bibta wis <u Rand elelols ake » Ave soalOlninee 
West Lorne, Post Office:—Furniture, $1,368.56; repairs, 35c.; freight, $29.15; 
rent, July 15-Mar. 31, $354.15, less $107.72 paid by P.O. Department............ 


Weston, Post Office:—Furniture, 40c.; repairs, $11.75; electric lamps, $6.50; light, 
$42.77; water, $7; rent, J. R. Farr, $1,800, less $1,100: paid by P.O. Department 
West Toronto, Examining Warehouse:—Janitor’s supplies, $4.08; furniture, 
$523.47; repairs, $817.77; rent, M. G. Wardell, Mar. 15, 1930-Mar. 31, 1931, 
SLES hed che “ot 
Whitby, Public Building:—Caretaker, W. P. Ashton, $960 (quarters, $300 not 
-ineluded), care of clock, $50; labourer, $36; janitor’s supplies, $56.27; furniture, 
$20.80; coal, $398.08; wood, $35.50; removing ashes, $15.75; repairs, $108.10; 
frereht, vetc., "SGc.;' Went NS1S5.7 75) water, Sal.60. nas. essa lo pierares sige 6%, sneinlale’« 
Wiarton, Post Office:—Caretaker, T. C. Allan, part time, $540; janitor’s supplies, 
$49.20; furniture, $10.90; coal, $204; wood, $8.75; repairs, $183.20; light, $81.50; 
water, o20;) SLreSb. Cleatmne.  PUsdLs. 5s, 5 os alsa ch olednihuneieoceiaiety ila RIKI « iMate Dbie erciibin crete 
Windsor, Agriculture Department:—Rent, Feb. 1-Dec. 31....5.0.0.0 eee esses 
Windsor, Air Mail Accommodation:—Rent, July 15, 1929-Mar. 31, 1931.......... 
Windsor, Marine Dept., Radio Inspector’s Office:—Repairs, $3.84; furniture, $15; 
light) $17.69; rent; "Star Publishing Co.) $L,080.\taleh:, olvicclanee S's elekeedelels ola cok 
Windsor, Marine’ Dept; Radio) Car storage:—Rentijs 5 .iae). ais siecle ol ao steele oes shite 
Windsor, Metropolitan Building:—Light, $2.35; cartage, $12; rent, London & 
Victoria Building Co., Plant Inspector’s Office, Jan. 1-Mar. 31, $150, Pensions & 
National Health, "Heb: wa) am. ol) S900. ean eee el eec se me on nea eee 
Windsor, Park Building, Labour Department:—Repairs, $28.34; light, $3.53; 
eartage, $2.56; )rent, J uly :l-April 304 S400 wea y san Le ialonl st ujjc Acie Lee ee 
Windsor, Post Office:—Caretaker, W. I. Hillier, deceased, April, $90 (quarters, 
$25 not included), W. F. Bethell, Aug. 9-31 at $1,200, Sept. 1-Mar. 31 at $900 
(quarters, $175 not included); cleaner and helper, W. House, $1,140; fireman- 
labourer, E. Gormley, $1,260; labourers, A. Teetzel, $900, sundry, $251.77; janitor’s 
supplies, $171.07; furniture, $1,848.48; coal, $816.30; gas heat, $250.10; repairs, 
$1,240.27; freight; $47.885 ¢ light, #33115)! water, /$153:362.098 Delia aie owen ll 
Windsor, Postal Station “A ”:—Fireman, E. M. Green, Nov. 8-Mar. 31 at $1,140; 
fireman-labourer, J. McGuire, $1,140; labourers, C. Topping, $900, sundry, $108; 
janitor’s supplies, $111.72; furniture, Hunter Bros., $3,222.36, accounts under 
$1,000, $337.14; coal, $976.35; repairs, Hunter Bros., $550.43, accounts under 
$1,000, $419.99; express, 90c.; light, $405.66; power, $64.99; rent, Fox Bros. 
& Cody S10 OOO Pik ae. sides orale RN Ete 2 ba aia OLS GC Lc halt ney lea ths 90 ERLE 
Windsor, Buildings Generally :—Electric lamps: si ciis es... ods be dees eee eae ee 
Wingham, Post Office:—Caretaker, Miss M. S. Fisher, part time, $300 (quarters, 
$300 not included), care of clock, $50; janitor’s supplies, $18.55; furniture, 
$14.50; coal, $359.80; removing ashes, $12; repairs, $64.80; express, 60c.; light, 
$222.22; Water; S40. streeti watering? °$7.8liied ol. addis ods. on eile det ce tie 
Woodstock, Public Building:—Caretaker, R. Kerr, $1,080 (quarters, $300 not 
included), care of clock, $50; labourers, $146.70; char service, $403.20; janitor’s 
supplies, $56.40; furniture, $98.69; coal, $27.40; electric heat, $74.04; fuel oil, 
$556.19; wood, $20; removing ashes, $1; repairs, $686.53; express, $2.86; light, 
$251.39; water, $39.20 


ceoecececeecececereoeoo ere eoeo eer ec eo ee eee eee ee ee were eee ereeeeeeeseoce ee eeeee ses 


OR OOO HOS [Oye +O, 40 10 10 16 00 6 Te. 0 8)6\ se 46 Te les eo else eke io ie Te! Mellel w 6) e)le 66 eee ‘ene (os 16. © (ee) ae 
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Part V—75 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


PDominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


Cone—F'in 


ONTARIO 


Minor Offices:—Furniture, Belleville, Agriculture. $1,271.25, Belleville, Food In- 
spector’s Office, $75, Campbellford, Post Office, $44.12, Chatham, Agriculture, 
$344.11, Chatham, National Revenue, 75c., Cochrane, Post Office, $52.15, Corn- 
wall, Canal Office, $45.98, Driftwood, Post Office, $1.44, Fenelle, Indian Agent, 
$58.02, Fort William, Government Hlevator, $78.59, Fort William, Grain 
Inspector, $187.58, Humberston, National Revenue, $6, New Liskeard, Agricul- 
ture, $121.51, Parry Sound, Post Office, $92.06, Penetanguishene, Interior, 
$105.75, Perth, Post Office, $11.35, Port Colborne, Government Elevator, $68.05, 
Port Weller, Canal Office, $757.19, St. Catharines, Canal Office, $941.33, Sioux 
Lookout, Post Office, $7.33, Thessalon, Indian Agent, $53.46, Toronto, Agricul- 
ture, $46, Toronto, Civil Aviation, $356.15, Toronto, Exhibition Post Office, 
$4.75, Toronto, Shriners’ Post Office, $627.13, Toronto, Civil Service Commission, 
$125; repairs, Belleville, Agriculture, $157.72, Torontc, Exhibition Post Office, 
$104.20, Toronto, Shriners’ Post Office, $36.62; painting mail boxes at 16 towns, 


$62; .express on electric’ lamps..to. 22 malitary buildings) ($13.27 .aneson. eo. alt é 


Ontario, Buildings Generally:—Travelling expenses, G. Beecham, $55.36, T. Bridger, 
$234.37, W. Corrigan, $457.85, H. E. Matthews, $7.65, A. Morrison, $43.05, H. 
Popert, $106.56, W. Wallace, $3.65. R. Winter, $991.41; furniture, $10.80; electric 
lamps, Ahearn & Soper, $5.744.91; printing and stationery, King’s Printer, print- 
ing, $176.78, supplies, $79.95; postage, $204.12; tax stamps, $2.50; telegrams and 
telephone tolls, $199.50; car tickets, $9; advertising, $526.77; cartage, $10; 
express and freight, $12.98; blue prints, $4.10: sundries, $1.80; architects’ 
services, $99; automobiles, Chevrolet sedan, $854.60. less $328.60 allowed on old 
CAE AIO | CERAUS, Peso G i intl ens FAR GHA elak cole Sleds, ot MMe GAMA Mic aM PROHURL oo Lee eRe le las Seat base's 


MANITOBA 
Altaniont, A LMmouryor Epelte sit. POL Mi Mahl PS eels xl eletteNe Maratea ale ae ate gO Os 
Brandon, Examining Warehouse:—Steam heat, $142.50; light, $16.25; rent, Mrs. 
CPS IPERDOMCHE SLL OTO LE OEY Wa) PSS eA aes eee A eg UR ars PEPE am Uae 
Brandon, Experimental Farm:—Coal, Cumming & Dobbie, $1,316.60, accounts 
under $1,000, $80.19; light, $430.21; electric lamps, $32.05...................4- 
Hrandon, iNew sr oat Once: “Coane tes d eek ee URES 58k ee Sas Rum eed 


Brandon, Public Building:—Caretaker, J. Quackenbush, April 1-Jan. 31 at $1,380, 
Feb. 1-Mar. 31 at $1,080 (quarters $50, not included); labourers, $230; janitor’s 
supplies, $33.48; furniture, $79.36; coal, $105.05; steam heat, $1,488.22; wood, 
$33.60; repairs, $226.89; freight, $5.59; light, $1,220.18; water, $160.80........ 

Carberry, Interior Department:—Rent, 6 m. to Sept. 30, 1930................ 


Carman, Post Office:—Caretaker, W. 8S. McCullough, $1,080 (quarters $300, not 


included), care of clock, $50; janitor’s supplies, $11.70; coal, $437.27; wood, 
$56.25; repairs, $130.57; freight, etc., $1.50; light, $298.75; water, $13.......... 
Dauphin, National Defence Department:—Rent, Dauphin Veterans’ Association. . 
Dauphin, Public Building:—-Caretaker, F. W. L. Little, $960 (quarters $300, not 
included); labourer, $60; janitor’s supplies, $56.70; furniture, $41.89: coal, 
$881.80; wood, $31.60; removing ashes, $22; repairs, $74.68; freight, etc., $35.78; 
light: S6603.19- swater, Sd0. 40. i xan as 6b We a bes peels Melee Miers Siete les euler e ee ots 6 clans 
Emerson, Customs-Immigration Building:—Caretaker, W. Watson, part time, 
$600; janitor’s supplies, $76.95; furniture, $324.05; coal, $490.40; wood, $47; 
repairs, $190.06;...express, -55¢.3: dight,:.:$629.25 4.4 .iss5 ws sss sles be baw ace ee saets 
Emerson, Public Building:—Caretaker, G. E. Ross, $1,080 (quarters $300, not 
included); janitor’s supplies, $67.90; coal, $599; wood, $72; repairs, $754.17; 
freight, etc., $3.18; light, $386.10; gasoline, $6; water, $12................00:- 
Gilbert Plains, Post Office:—Coal, $101.80; wood, $4; light, $47.80; electric lamps, 
$2,095; rent,’ $540, Jess, $375 paid .by, P.0.''‘Department iio. eS eee 
Gimli, Post Office:—-Rent, $240, less $188 paid by P.O. Department............ 
Grand View, National Defence Department:—Rent.............0c0e cee ceeceeeee 
Gretna, Post Office:—Caretaker, C, L. Hayward, part time, Sept. 1-Mar. 31 at 
$300 (quarters $175, not included); janitor’s supplies, $30.25; coal, $400.39; 
FEDGIPS, Soe IMiGNt, eee ue HIS CRIS. COR AIO Ly OT Fee OTR 
Gunton, National Defence Department:—Rent.............cccc ec ecccsccccceceas 


5,859 


9,511 
1,172,337 


86 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Kdifices publics du Dominion-Suite 


MANITrOBA—-Con —NSuite 


Kississing (Cold Lake), Interior Dept., Mining Recorder’s Office:—Rent, Dec. 1, 


1920-Jridy 159 DOB O 6406, WER sce reba © oS VSRGN Des cA shane) td ene DEAT UG ee dive a eI 
Manitou, Armoury:-=Reni,. 03mm. tor iam es Slee losis. . Li RNegs . sels eiedelds « se siatcls 
Melita, Post Office: Wood,,”SiG66.75:e@light $31.98. i). PE LIA TAN, Os utelees obtains ts 


Minnedosa, Public Building:—Caretaker, S. Butterworth, deceased, April 1-Jan. 31 
at $1,080 (quarters $250, not included); labcurer, $255; care of clock, $74; 
janitor’s supplies, $45.25; coal, $652.72; wood, $32.50; repairs, $137.69; freight, 
ete., 38:40; light, $496.10) gasoline; S31 ASIII. PU ttle stele s Ce eta 

Morden, Experimental Farm:—Coal, Morden Pump & Machine Works, $1,323.19: 
eleetric heat): :S126.55 3" Tight, Beara Le ts ad oO IS, es ee ee 

Morden, Public Building: —Caretaker, F. A. Pegg, dismissed, April 1-June 16 at 
$960 (quarters $63.33, not included), care of clock, $12.50, F. Simmans, Oct. 1- 
Mar. 31 at $900 (quarters $150, not included) ; labourer, $225; care of clock, 
$16.67; janitor’s supplies, $85.20; furniture, $4.50; coal, $883.40; wood, $45; 

- removing ashes, $5; repairs, $230.03; freight, ete. $5.05; light, $314.20........ 

Neepawa, Public Building:—Caretaker, W. H. Worrall, $1,260; labourer, $67.50; 
janitor’s supplies, $32.25; furniture, $31.30; coal, $629.75; wood, $35; removing 
ashes, $6; repairs, $85.68; freight, etc., $1.15; light, $456.45; water, $49.79.... 

Norwood Grove, Post Office:—Janitor’s supplies, $6.75; repairs, $14.65; water, 
$1.66; rent, 6 m. to Sept. 30, 1930, $300, less $281.50 paid by P.O, Department. 

Portage la Prairie, National Defence Department:—Caretaker, T. C, Jackson, 
part. time, $540 (quarters $300, not included); labourer, $36; janitor’s supplies, 
$30.97; furniture, $3.25; coal, $598.26; wood, $39.50; repairs, $1,145.73; express, 
etc., $1.33; light, $176.09; water, $103.69; rent, 15 m. to Jan. 15, 1931, $625, 
Wi MERE Te Oh, psd eid CHO ena he vac iichlaion.cas on, SR ORME awe Sa ie pte eRe Seem ne ad ents Remar ect 

Portage la Prairie, Post Office:—Caretaker, J. Titchener, $1,080 (quarters $300, 
not included); fireman, W. Radford, Feb. 7-Mar. 31 at $1,140; labourer, $200; 
janitor’s supplies, $175.90; furniture, $247.75; coal, $808.55; coal oil, $8.75; 
wood, $84; repairs, B. Pierce, $1,697.25, accounts under $1,000, $1,334.58: 
express, etc., $64.52; light, $1,161.77; power, $30; water, $47.06.............. 

St. Boniface, Post Office:—Caretaker, T. Bouchard, $1,080 (quarters $300, not 
included); labourer, $27.50; janitor’s supplies, $45.73; furniture, $65.67; coal, 
$389.46; electric heat, $37.76; repairs, $144.08; freight, etc., $14.20; light, 


SEBO 4G 2 > waters 9$29 Soi wet. Me ale ah) + 949.4 ataheha le revaearaity 10: oreo ie clack ae ree Ie Ls 
Selkirk, Post Office:—Caretaker, J. Massey, $1,200; labourer, $60.40; coal, $490; 
repairs, $570.86; express, 45c.; light, $106.22; water, $20.11......0.0.0. 0.0.40. 
Shoal Lake, Post Office:—Rent, $480, less $375 paid by P.O. Department........ 
Sonriss Armoury :-—Rent37d2e m:, to. Mar.ad8,) 193 lath: 00. Beiteee oe) ge Bl ao atl 


Souris, Post Office:-——Caretaker, T. E. Llowarch, $900 (quarters $300, not in- 
cluded) ; janitor’s supplies, $49, 20; coal, $442.55; removing ashes, $11.25; repairs, 
$85.34; express, etc., $1.15; light, $167. 30; water, Sod T Oca «shoe . aaa e. Abate 

Stonewall, Post Office: —Caretaker, Cais: Vincent, part time, $499.92; care of 
clock, $50; labourer, $22.50; janitor’s supplies, $17.65; furniture, "$2: coal, 
$283.92; wood, $12; repairs, $59.36; freight, etc., $12.88; ‘light, $71.42 ets icatek. omit 

Swan River, Forestry Oftice:—Rent, ‘10 m. to Feb. iat 1 Oak: sev Ri steidee 2 SEAR. sO SRE 

The’ Pas, Interior Department: —Rent, Bank of Toronto, 9 m. to, Oct. 3; 1930, 
$1125.76 “moto jpept.. 30, 1930." S605. ilo. steno oases akc Rees ee eee 

The Pas, Lands Office: —F urniture, $103.45; rent, Royal Bank of Canada, 10 m. 
to Jan. 31, 1931, $1,000, less $354. 84 paid by Manitoba Government for July 15- 
ete OM LOSO eee a ss ee sos sta sa ele gage ts ct + RR OMOUED. |» tater C s'e oli. cp anteaein men, Oban 4 

The Pas, Post Office: —Coal, $338.45; freight, etce., $16.70; light, $107.40; rent, 
TL. Creteh tons meena’. pei devine . 0a)t' is «bs Vis SEM ohare. fe, CED. an amensess a eee 

Transeona, Post Ofiee!—Rent, Mayril9s0uar.. ae. auiinman «nt AROS. aki. cet . 

Transcona, New Post Office: :“Garetaker, part time, A. Fitzgerald, April 1-21 at 
$600, J. MacKay, Sept. 1-Dec. 31, less QT d., at $600, Jo. Coulombe, Mar. 11-31 
at $600; labourers, $464.50; janitor’s supplies, $67.01; furniture, $580.40; 
ane S137 50; wood, $8; repairs, $100.60; freight, etc., $8: light, $42. 64; water, 
7413) Peer 0 See toy Me te en Seer es RARE GO. ye Ae eee og 

Virden, Public ‘Building: —Caretaker, J. H. Hewitt, $1,020 (quarters $300, not 
included); labourer, $27; care of clock, $50; janitor’s supplies, $51.22; coal, 
$126. 80. wood, pitts removing ashes, $8; repairs, $395.47; freight, $1.15; light, 


eee ee eee ewe wee 


4,076 


1,670 | 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etec.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
MANTroBA—-Con.—Suite 


Winnipeg, Avenue Block:—Furniture, $139; freight, etc., $4.72; light, $33.27; 

rent, Radio Inspector, April l-Jan. 24, $391, Pensions and National Health, 

Mare lo dots 247 Oe POL, . kid etche oa a tele = SOUP wl ate Be wid Cees Bl. Labs 978 99 
Winnipeg, Commercial Building:—Cleaners and helpers, G. H. Atkin, $1,140, 

J. A. Woolverton, $1,080; elevatormen, B. Crane, $1,200, G. Roulin, $1,200; 

char service, $2,973.54; janitor’s supplies, $360.02; furniture, $2,175.37: repairs, 

$1,737.21; freight, etc., $130.55; removing ashes, $5.10; light, $1,217.47; power, 

$454.24; electric lamps, $2.40; rent, Manitoba Finance Corporation, Ltd., 

$29,403.96,.Gibson & Paterson, Ltd., $240; telephones, $80.60; uniforms, $50.40.. 43,450 86 
Winnipeg, Custom House:—Cleaner and helper, G. M. Turner, April 1-June 30 

at $1,020, July 1-Mar. 31 at $1,080; elevatorman, F. Jenkins, $1,260; fireman- 

labourer, W. Coffey, $1,380; watchman, A. A. Boiteau, £1,260, H. G. Phillips, 

$1,200; labourer, $100: char service, $1.918.28; janitor’s supphes, $159.98; fur- 

niture, $283.06; ‘coal, $48.40; gas heat, $33.96; steam oat, $3,197.49: removing 

ashes, $1.70; repairs, $1,355 27: freight, etc., $6. 80; light, $1, 301.94; power, $215; 


water, $145. 40; telephones, $383; uniform, 2b) 20. AURIS. et ald. a 15,341 48 
Winnipeg, Canadian Farm Loan Board: —Furniture, $924. 13; light, $18; freight, 
ete., $5. 87: PonGaee Meeto. eer ed VOB0 KSA oda eal el « o nevada beak + sassinal baw’ Fonts 1,403 00 


Winnipeg, Weenie Warehouse: —iganera and helpers, T, Crewe, $1,140, M. 
Poppit, April 1-Sept. 30 at $900, Oct. 1-Mar. 31 at $960; elevatormen, H. S. 
Cox, $1,260, J. Knott, $1,260, A. MacTeer, $1,260, R. C. Yuill, $1,200; fireman- 
labourer, J. Watterson, $1, 260: char service, $1, 123. 14; janitor’s’ supplies, $304.10; 
furniture, $747.13; electric heat, $143.60; gas heat, $25. 20; steam heat, $5,981.91; 
repairs, $1,885.58: freight, etc., $55.38: light, $952.76: power, $787. 50: water, 


SO 20ST 2) AUAIOT IS SOU CO Os ARRAY Oh RERUN owe rn aban TACs Ra tne ie ye Mad 21,046 57 
Winnipeg, Grain Exchange Building, Meteorological Service:—Furniture, $1,463.02; 
light, $9.99; express, Glic.: rent, Traders’ Building Association Ltd., $1,583.... 3,056 62 


Winnipeg, Tithieration Building, No. 1:—Coal, McCracken Bros., $1,075.17, M. 
McMahon & Co., $2,784.77; gas heat, $437.67; wood, $192; removing ashes, 


Sv0.70; hight, $1b/2:47: > power es229109" water, SBearl Bl. Fie aise ee ee 6,797 95 
Winnipeg, Immigration Building, No. 2:—Coal, $864.51; gas heat, $176.81; remov- 

1g) ASHES Peet « teh Get OOS. tore ct. ca lp cb MENS See ER ERIS an eels ce a 6 1,382.19 
Winnipeg, National Defence Department, R.C.A.F.:—Water, $15.45; rent, Western 

Bred roducies maru.4t Oosinesbor ec. ob LOG, GomUO cies hee Mos tie gen fake es 5.415 45 
Winnipeg, National Defence Department, R.C.N.V.R,:—Rent, P. C. Shepherd, 

C\ Marty MEO nL Cres Lend Ooo Oe, ts is eae Coles Soles oleic OT. «: » capcy otlnean Sa 54s cb ba SNS ete Be ew aio) oa 1,500 C0 
Winnipeg, National Defence Department, 8.C.R.:—Rent, April 15-June 11, 1930, 

$97333.40 sam te Namal? 108 | ieee: 210i 52 d+ ares Wests Race oo. dail, 558 (33 
Winnipeg, Old Custom House and Lands Office: —Water............0 0c ce cece eee § 00 


Winnipeg, Post Oflice:—Caretaker, W. E. Hubbard, $960 (quarters $300, not in- 

cluded); cleaner and helper, G. C. Stewart, April 1-June 30 at $1,020, July 1- 

Mar. 31 at $1,080, less 18 d.; elevatormen, G. Bilton, $1,260, P. C. Devey, $1,260, 

E. Hood, $1,260, H. D. Pickering, $1,200, A. Stewart, $1, 200, less 22 d.; engineer, 

W. Clark, $1,500; firemen-labourers, J. Kennedy, $1,380, A. Sabine, $1,380; 

watchman, E. Inall, April 1-Dee. 31 at $900, Jan. 1-Mar. 31 at $960; labourers, 

$282. ae char service, $2,742.05; janitor’s supplies, $592.38; furniture, J. Watson 

Mfg. $1,682.85, accounts under $1,000, $1,999.83; gas heat, $209.32; steam 

heat, a 068. 15; removing ashes, $8.50; repairs, F. J. Hawkins, $1,280.10, W. J. 

Wood, $2,786.17. Schumacher -Mackenzie, Ltd.. $3,100 less $2,800 paid in 1929-30, 

page V—21, accounts under $1,000, $2.946.78; freight, etc.. $44.25; electric lamps, 

$1.92; light, $4,422.17; water, $869.56; telephones, $36; rent, extra accommoda- 

tion, Dec. 20-27, $60, mail chute, $37. 50: unifopimg $153.40 ..:. 3. Hes gaa so AAR 42,780 67 
Winnipeg, Postal Stavion (OWE See Gr's supplies $25.50; furniture, $910.61; 

repairs, $97.61; freight, etc., $23.12; power, $1,367.50; rent, Canadian Pacific 

Hailey Conta, SPe, 0G se, Case cei kia. os \ stemeeenme ee cite ga. UI ee eats os as yee smlare ene 13,524 34 
Winnipeg Postal Station “B”:—Caretaker, R. S. Fraser, $960 (quarters $300, 

not included); fireman, F. Burns, $1,389; janitor’s supplies, $85.49; furniture, 

$253.09; coal, $808.58; electric heat, $245. 40; removing ashes, $18.70; repairs, 

$245.77; light, $244. 56: water, $105. Pat ee eer ene TS eY NADIE OEE 4,346 70 
Winnipeg, Postal Station “C”:—Janitor’s supplies, $32.45; furniture, $38.39; 

gas heat, $9; repairs, $30.20; light, $149.74; rent, sit he Pp, Roblin, 13 m. to 

April 30, ah BAL awed UL Juliet, cas 2 aaah aetreat elt Blac dm ta fey Ald naan <I abe an Reis PEGG AP 2,209 78 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-—Suite 
MANITORA—Cone—Fin 


Winnipeg, Postal Station “ D”:—Janitor’s supplies, $42; furniture, $45.26; coal, 


yee 43; wood, $7.50; repairs, "928. 24; light, $101.35; water, $8.22; rent, A. and 


B. Edwards, 15 m. to April 3, 1931, 81, BOO eae eree cae Poo oe capa ee tc eee eee 
Winnines, Postal Station “ F ” :— Furniture, $3.12; repairs, $17. 70; light, $2.82; 
rent, Dec. 10-Mar. 31, 1931, aigron AMAT Sad id lhe on UENO RET OMNI UB 
Winnipeg, Postal Station “H”:— Furniture, $168.83; rent, Canadian National 
Railways, 12 mn. to Feb. 28, 1931. $2,026. BO 9, ME FOTO SINS AL 
Winnipeg, Postal Station “K’:—Char service, $192; janitor’s supplies, $32.06; 
repairs, $4.05; express, 75¢.; light, $51.09; rent, $920 RE, | MUTE Ke Sk RRR ES 
Winnipeg, Postal: Station “ Li’: “Char ser vice, $192; janitor’s supplies, $30.61; 
repairs, $27.50; cartage, $4.50; light, $108.90; water, $8: rent, Mrs. V. Persichini, 
$1,200, extra accommodation, Dec. 19- 26, $30 ay ae 4) PRION SAE ee eee de 
Winnipeg, Postal Station “R”:—Char service, $54.20; furniture, $3.11; repairs, 
$13.61: rent; "20m? to | Mariead.” 103 beou0’. Mis. gt eae eee ae ee oe aren 
Winnipeg, University of Manitoba:—Rent, allowance for Officers’ Training corps, 
PSOE R A. oi. ta-e sett aie Gare ae eat ct Ummud Tl Uearey Cvtt | Feet ate ROO la URL ser Ae ee Ms ete 


‘Winnipeg, Weights and Measures Office:—‘Renti ) ie ee See e we nlee © 
Winnipeg, Wood-Vallance Building, Preventive Seo wee $15.50; rent, 
Wood-Vallance Co., Ltd., 9 m. to Mar. Bly MOST USES. coe a eRe a Aen cneame fas 


Winnipeg, Wright Building, Vetcraft Storage:—-Water, $0.26; rent, ‘12' m,' to 
Mab. (28,' LOST S720 OMe Oe leh. RRs We tice aan 6 ietesaah cn amt, Va ee eee cL a 
Winnipeg, Buildings Generally:—Carpenter, G. Keele, $2,477.16; electricians, J. 
Newton, $2,477.16, J. Scott, $2,477.16; janitor’s supplies, $286.42; furniture, $3.40; 
repairs, $586.90; freight, etc., $49.41; es ea S45186 22 ee a ee bee 
Minor Offices:-—Furniture, Brandon. Agriculture, $60.52, Churchill, Hudsons Bay 
Rly. Terminal, $98.77, Norway House, ‘Indian Office, $95.15, St. Boniface, Agricul- 
ture, $43.68, Winnipeg. Agriculture, $273.63, Winnipeg, Grain Commissioner’s 
Office, $303, Winnipeg, Postal Station cf $6.12, Winnipeg, R.C.M.P., $32.39; 
repairs, Winnipeg, Grain Warehouse, $179.21, Winnipeg, Grain Inspector’ s Office, 
$107; express on “electric lamps to 3 ‘military DHildinesyes In ve Pe, fe cee 
Manitoba, Buildings Generally:—Travelling expenses, ea Ducksbury, $43.75, H. E. 
Matthews, $342.95; furniture, $1.65; repairs, $18.92; car fares, $72; express, 
$3.99; electric lamps, Ahearn & Soper, Ltd., $2,274.06; King’s Printer, supplies, 
$95. 47: postage, $72; telegraph ‘and telephone tolls, S721... sie» wo «pias fahelm « os «0's 


SASKATCHEWAN 


Agssiniboia, Post Office:——Janitor’s supplies, $12.05; furniture, $5; repairs, $9.30; 
freight, "$3. 51; light, $82.60; rent, Assiniboia Masonic Temple Co. Ltd., $1,200, 
less $719 paid by P.O. Department LIE Shy harbtban SE ORM: UU. sR eerie icky ie A tenkill 

Battleford, Post Office:-—Caretaker, A. Vine, $960 (quarters $300, not included), 
eare of clock, $50; labourer, $45; janitor’s supplies, $99.65; furniture, $25.87; 
coal, $647.37; wood, $33; repairs, M. A. Holliday, $2,721.56, accounts under $1,000, 
$673.33:) Wane 6703.78 » water, SOP98). karenielecuh WAY Clana e oleae iach LS NRe shee eG 


Biggar, National. Det ence “Department: — Rent sin. dures gwd he dime i Mealy ae. 
Broadview, National Defence Department:—Rent, 15 m. to April 15, 1931........ 
Canora, National Defence Department:—Rent, 9 m. to Dec. 23, 1930............-. 


Canora, Post Office:—Caretaker, H.'T. Richardson, Oct. 16-Mar. 31 at $300 (quarters 
$137.50, not included); Jabourer, $12.60: janitor’s supplies, $69.80; furniture, 
$8.30; coal, $469.45; coal oil, $1.75; wood, $35: repairs, $8.79; express, 90c.; 
light, $102.31; rent, April 1-Jan. 10, 1931, $792.40, less $288. 98 paid by P.O. 
Departiwent . ieee Mises Gone oc Bk SAM SORA ER at TOLER ad ei eleid eters RE! 2 ee. 

Estevan, Agriculture Department:—-Furniture, $2: repairs, $3.50; rent, $745.... 

HMatevan, “Aria urgeree i Oil teuce’y «sss jesse « Aik, OR Eee a Metalic be: te re RR LP ce gee Re ek 

Estevan, Post Office:—Caretaker, J. Clark, $1.080 (quarters $300, not included) ; 
janitor’s supplies, $108.60; furniture, $77.72; coal, $260.85; wood, $21; repairs, 
$1,254.64; cartage, etc.. $1, 10; light. "$183. 583 water, $55. GR eee Cae MRP ge! 

Fort Qu’Appelle, National Defence Department: Belit on eae ee eee 

Gravelbourg, Public Building:—Caretaker, O. Laliberte, resigned, April 1-Nov. 15 
at $900, L. A. Mailhot, part time, April 1-Oct. 31 ‘at $375, R. M. Northrup, 
Nov. 15-Mar. 31 at $900 (quarters $112.50, not included); janitor’s supplies, 
$64.75; furniture, $2.70; coal, $313.50; wood, $24; removing ashes, $6; repairs, 
$11.55: express, 90c.; light, $86.56; power, $84.12: Wate, S45:70: oac5 ae sce ee 


1,758 


57 


56 
48 


46 


48 
00 
00 
00 


82 
50 
00 


65 
00 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etce.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
SASKATCHEWAN—C'on.--Suwite 


Humboldt, Public Building:—Caretaker, N. Kingsley, $1,080 (quarters $300, not 
included), care of clock, "$50; labourer, $85; janitor’s supplies, $34.78; furniture, 
50c.; coal, $438.96; wood, $30; repairs, $1, 333 .60; light, $294.10; water, $122.73. 

Indian Head, Experimental Farm: —Coal, Indian Head Lumber & Coal Co., 
$1,405.58, accounts under $1,000, $307.40; light, $572.30; power, $139.05; electric 
lamps, $29, Taeo SEND AD yc MAW CARI) 5! icles AANA EI loi. a: Babe halie: Ae OM TCL IOI c Onictic’: CRQCERURDE Ua, 

Indian Head, Forest ‘Nursery Station: —Caretaker, G. R. Coleman, part time, 
$300; repairs, A. O. Chielens, $1,075.55, accounts under $1,000, $545. 30; furniture, 
$698. 38: coal, $874.05; wood, $150; express, 90c.; light, $147. 5D: water, $170.35. 


Kelvington, National Defence Department: a io AT DAM RUN INET A 
Keeroberts Aamir yi eccin CHb) cil). dikt ate ye ten ook We ai lacesetelah ate: & lisarill bt Sicdlal epee cuss yatta a 
Lashburn, Armoury:-——Rent, rie m. to DUM AHies Loy MO Lhe ost oes Ulan as mie sues 4. Hane ysee’ a af Bese 


Lloydminster, National Revenue Department: —Light, Sa SUG Deo arb. 40 & akatiel aves 
Lloydminster, Temporary Post Office:—Caretaker, G. H. Bramhall, $1,380; fire- 
man, J. W. Nithsdale, Feb, 1-Mar. 31 at $1,140; labourer, $73; janitor’s supplies, 
- $88. 38; coal, $183.62; wood, $12; removing ashes, $4; repairs, $218.50; light, 
$442.70; rent, W.G. Foote, $1, CU Maney 5 wil peRRR NY ele lglg 2h il NSA Lh 
Lloydminster, New Prom WETICE ee Oa ii ia eee arate Gh ale NE Mah er @! ett ey esta ah aiuns gg ial atin 
Maple Creek, Public Building:—Caretaker, M. J. Graham, deceased, part time, 
April, $27.08 (quarters $25, not included), Mrs. M. E. Graham, limited service, 
May 1-Mar. 31 at $325 (quarters $250, not included) ; janitor’s supplies, $97.40; 
rise amie $4; coal, $400; wood, $23; repairs, $315. 79; light, $276.30; water, 
RUE NR eT atch ud Ne aed Bie Hm ote BN LEG i a ea Rs a a) ta 
Melfort, Armoury: oe ate PRT tT eae Tae Ge QM aN ATER oe AF ae PN ad rg) tt ot PST 
Melfort, Post Office: sabia J. W. Drewery, $960 (quarters $300, not in- 
cluded) ; labourer, $49.50; care of clock, $50; janitor’s supplies, $47.55; furniture, 
$2.50; coal, $437. 76; wood, $62.50; removing ashes, $9; repairs, $147, 90; light, 
$188.50; water, $47. 05; Sawet Pabee sy SOT Ls oo Ok sane IRN, tO AE! Sh” 
Melville, Public Building:—Caretaker, W. E. Dove, Aug. 23-Mar. 31 at $900 
(quarters $182.26, not included); janitor’s supplies, $86.70; coal, $609.83; wood, 
$38.50; repairs, $3.04; express, 60c.; light, $89.89; water, $19.87; sewer rates, 
$65; rent, 9 m. to Nov. 30, 1930, $900, less $629.20 paid by P.O. Department. . 
Moose Jaw, C.P.R. Mailroom:—Furniture, $135.75; rent, $300.................. 
Moose Jaw, Marine Department, Radio Inspector’s Office:—Light, $12.91; rent, 
Lian Gor AMT eho e STOST INGO os shetes ee ale) Lee et MMe OI ES a TAINS Lad 
Moose Jaw, Marine Department, Radio Car Garage:—Rent, 13 m. to April 12. 
1931. Dadra oman renee dl \iae SL SARS ESE C2) MOR slg a NLP he 
Moose Jaw, Public Building:—Caretaker, D. Oliver, $1,479.97; cleaner and helper, 
Cochrane, y., less 1 d., at $1,140; elevatorman, J. H. Irvin, $1,260; firemen- 
labourers, i. Jones, $1,260, D. Tivnann, $1,260; winter firemen, Br Houston, 
April, $105, K. Stewart, Oct. 7-Mar. 31 at $1,140; labourers, $280; care of clock, 
$75; janitor’s supplies, #325.65; furniture, $564.38; coal, Sharpe Fuel Co., 
$1,571.83, accounts under $1,000, $131.64; wood, $30; removing ashes, $72; repairs, 
Lignite Equipment, Ltd., $1,750.20, accounts under $1,000, $752.42; express, etc., 
$5.07; light, $1,551.41; power, $657.95; water, $237.75; uniforms, $49.05...... 
North Battleford, Immigration Building: —Coal, ‘$286. LBs wood, $76; light, $37. a5; 
water, $25.69. VD RAE UE VeRO ORS ER bs MEG ea, ALC OS MRR i 1S RM ae AU 
North Battleford, ‘New Immigration Building:—Light, $21.13; water, $8.89...... 
North Battleford, Public Building:—Caretaker, J. R. Hope, $960 (quarters $300, 
not included), care of clock, $50; labourer, $45; janitor’s supplies, $136.81; 
furniture, $160.46; coal, $19.05; steam heat, $720.22; wood, $17; repairs, 
$1,239.45; freight, etc., $54.07; light, $1,003.88; water, $39.94................ 
Prince Albert, New Immigration Building:—Coal, $515.46; wood, $289.50; light, 
OTN CRM gett op oy Co OW BS Ghe Fa St hl eh, a DT Ce 2 
Prince Albert, Interior Department, Forestry Garage:—Coal, $225.97; wood, 
$141.99; rent, Pe CIR PS MM SU) SU Saey RS aa Re RL 2 NE RA RL A 
Prince Albert, Public Building:—Caretaker, A. R. Mills, $1,080 (quarters $300, 
not included) : firemen-labourers, J. Johnston, $1,140, 8. Parkinson, $1,260; 
labourer, $54; char service, $840; janitor’s supplies, $366. 03; furniture, $404.64; 
coal, Northern Cartage & Contracting Co., $2,266.64; wood, $103.50; repairs, 
$553. 32; freight, etc., $49.37; light, $1,860.84; power, $54: water, $99. 1S) anata 
Prince Albert, Soldier Settlement Board:—Furniture, $363, 68; rent, Sissi wed 
Se RUAD ON le (Be DUO rites ow AUR Soles Wad iw lee ele Gals eles a OeW ofelain Fae Ric s% 
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Part V--80 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete—-Con. — Loyers, réparations, 
ameublement, chauffage, etc._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
SASKATCHEWAN—Con.—Suite 


Qu’Appelle, AP IMOUL: EOI Gh ey ue eR a STO eosin at ce ies aie ale Chacha manera ens en deas 
Regina, Assistant Receiver General’s Office: —Caretaker, A. Bannister, $1,380; 
janitor’s supplies, $154.81; furniture, $145; coal, $685. 94; wood, $42.50; repairs, 
$540.85; light, $589.68; power, $15] 20: water, $51. 06; taxes on coal chute, $7.94. 
Regina, Canada Life Building, Indian Affairs: —Rent, Canada Life Assurance 
Cour ts.:m"' to Ages SOT TOSI. Pease ae renuie cits Stile tate sues Siete Ree She senegal 
Regina, Darke Building: — Furniture, $733.73: repairs, $73.75; light, $30.36; rent, 


KF, N. Darke, Immigration Inspector’s Office, 5 m. to Aug. 31, $250, Labour 


Department, $300, National Defence Department, Airways, 8 m. to Dec. 31, 
$1120; Radio Tuspector’s ‘Ofitce, -9 nia to Dec! Sh "SOSOM Wt sels. et erent s ete 
Regina, Examining Warehouse:—Caretaker, P. E. Jones, $960 (quarters $300, 
not included) ; janitor’s supplies, $93.19; furniture, $93. 47: coal, $482.57; wood, 
$42.50; repairs, $1,403.72; cartage, $4. 75; light, $62. Si: power, $47.40; water, 
SU 2G. TEATS, ee RNR Me ares ce GHP U Lear chi AN LOMO y alts te aut altace eet es 2 ONC er ee WeUmar Rela te 
Regina, McCallum-Hill Building: —Furniture, $63.84; licht. $157.86; rent, McCallum- 
Hill Building Co., Agriculture, $600, Tax Office, $13,279.59, arrears, April 18, 
TO2O Mar. *S1) OS0 Pao S ee te aes sci eSAS TON AG Meme chs pdcte ps Se elena teenie 
Regina, Marine Departnient, Radio: CanlGarade: “Rent tists Magee seis 
Regina, Marine Department, Meteorological Service, Airdrome:—Rent, 4 m. to 
Heb? Wa 19ST Doel... pees eee ass > FUR 6 hints © tdoted © Menlo’ s cultiaietnce stl anor emr nama aie 
Regina, National Defence Department, Ordnance Stores:—Rent, City of Regina. 
Regina, Post Office:—Caretaker, G. J. Milne, $1,260; cleaners and helpers, A. E. 
Loveridge, Nov. 17-Feb. 28 at $900, A. E. Payne, Feb. 18-Mar. 31 at $900, 
D. T. Wilkie, April 1-Sept. 30 at $900, Oct. 1-Mar. 31 at $960; elevatormen, 
R. C. Burton, $1,200. R., C. Hogg.. Dec. 11-31 at 33.334 per d., Jan. 1-Mar. 31 
at $1,080, engineer, F. 8. Marsh, Dec. 16, noon, to Mar. 31 at $1.440; firemen- 
labourers, F. W. Cafe, Mar. 16, noon to 31 at $1,140, A. G. Draper, $1,260, 
W. F. Gascoigne, $1,380; labourers, $2,474.44; care of clock, $100; char service, 
$1,402; janitor’s supplies, $676.85; furniture, Office Specialty Mfg. Co. Ltd., 
$1,082.01, accounts under $1,000, $1,213.91; coal, Mackenzie Supply Co., $2,531.38, 
accounts under $1,000, $246.66; wood, $85; repairs, $588.14; cartage, $22.04; 
express, etc., $184.11; light, $1, 879. 04; power, $559.75; water, $361.67; telephone, 
$63 ; uniform, $24, ty RE NN a tacts pill RM ee Mire.» >) gal aunt 
Regina, Postal Station “ A ”:—Janitor’s supplies, $134.18; furniture, J. Wilson. 
$1,011.05, accounts under $1,000, $689.10; repairs, $191.15; cartage, $2; power, 
$o069; rent, Canadian. Pacific Railway Co. SIl0la24.. ons os am cess oes a tee 
Regina, A as Building, Parcel Post:—Furniture, $225; rent, y. to July 1, 
1930, OM ae he STL ee EAM POPE PT ee Te EST ints ts een ey eee ae ke 
Regina, Veteran Block: —-Furniture, $477.26; repairs, $272.79; freight, etc., $8.50; 
light, $299.06; power, $19.89; rent, Canadian Legion, British Empire Service 
League, Pensions and National Health, $3,999.99, Soldier Settlement Board, 


$3, 390, Weights and Measures Office, $1, OF Si Sieh Se, GE oe ay Te We Bre a cobs 
Regina, ‘BuildinvesG@enerally:—-Gartawe 40 pds aie suehsverspyeysur <6 TOE ie ae Ratan ae eee 
Rosetown, National Defence .Departmente+=— Rent ng sdch SOR. arvuein ere od bod he dee wee 


Rosthern, Experimental Farm:—Coal, $560.75; wood, $187, 50 aaiietubveash «haa 
Rosthern, Post Office:—Caretaker, Mrs. M. A. Ballantine, part time, $300 (quarters 
$300, not included); janitor’s supplies, $38.80; coal, $211; wood, $26.25; removing 
ashes, $1.50; repairs, $218.90; express, 65c.; light, $240. 84; advertising SP Sao0 is 
Saltcoats, National Defence Department:—Rent ketal |. os BD: Yale Rie e teele ome eeias 
Saskatoon, Canada Building:—Furniture, $103.45; light, $155.23: cartage, $1.50; 
rent, Montreal Trust Co., liquidators for Imperial Canadian Trust Co., Depart- 
ment of Pensions and National Health, $1,962, P.O. Department, $1,224, 15 m. 
TOM ATS SL, SS se Se ta eae e haa ca ale h oaldd © OT OnE rer cic] eee > nen 
Saskatoon, Connaught Building:—Furniture, $120.10; light, $164.41: cartage, ete., 
$3.89; rent, F. a Blain. National Revyenne Denartment. $6.252, Gai diee® Settle- 
ment. Board, $4,512, Radio Inspector’s Office, 15 m. to April DO HSI 2S ON Lote. ck 
Saskatoon, Customs and Excise, Yorke Building:—Light, $15.40; rent, S240). « hak 
Saskatoon, Immigration and Colonization Department, Bank of Montreal Build- 
ing elicht, S127 eee BORO ay. «ee COC <r, ake vests peopel Tae aac wees 
Saskatoon, Marine Department, Meteorological Service:—-Janitor’s supplies, $8.05; 
coal;:$19.53.. nepays. Wee) .GOue fost. <svaord sieaie ls Jaiitnt tench « ieee Eteia Hie <n Rete. Aiea 
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Part V—81 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
SASKATCHEWAN—-Cone.—Fin 


Saskatoon, National Defence Department, R.C.N.V.R.:—Rent, Imperial Oil Ltd., 
181 Ma. £O- Duly, L,, DOS1.~-.ncicis inicremioresern-csciolet siosersyersienainnese sveliar.s, evoke fe sie evararera) elete-9 wih * 
Saskatoon, New Post Office:—Engineer, W. J. Robinson, Jan, 19-31 at $4.50 per 
d., Feb. 1-Mar. 31 at $1,440; firemen, F. L. Currie, Jan. 19-31 at $3.50 per d., 
Feb. 1-Mar. 31 at $1,080, T. Devan, Jan. 19-31 at $3.50 per _d., Feb, 1-Mar, 31 
at $1,080, J. G. Gillot, Jan. 19-31 at $3.50 per d., Feb. 1-Mar. 31 at $1,080; 
coal, $1,967.94; power, $214; water, $43.........ee essere eee cece eee seen eens 
Saskatoon, Public Building:—Caretaker, W. Arthur, $1,260; cleaner and helper, 
W. Rivett, $1,140; seasonal fireman, M. J. Malyon, Oct. 16 noon to Mar. 31 at 
$1,140; labourers, $127.63; char service, $468; janitor’s supplies, $193.75; 
furniture, $1,991.66; coal, $719.54; wood, $45; repairs, $483.66; freight, etc., 
$312.85; light, $1,525.36; power, $121; water, $162.98.............s.eeeeeeeee 
Saskatoon, Radio Inspector’s Car Garage:—Rent, 12 m. to Mar. FR. POShiss. 8 ot 
Saskatoon, Ross Block:—Furniture, $94.50; light, $45.83; rent, Mortgage Company 
of Canada, National Revenue, $4,800, Agriculture, $3,900................605. 
Saskatoon, University of Saskatchewan:—Allowance for Officers’ Training Corps, 
TOROS ree a LS I Ee Soa dia aye oat ae rely ole etd AI Bias at aly iele aie ee 6 wlaht 
Saskatoon, Weights and Measures Office:—Rent, J. H. Cameron eo get FEN oa bars 
Scott, Experimental Farm:—Coal, $825.57; wood, $46.50: light; $586.30..0.000.. 
Shaunavon, National Defence Department:—Rent, 15 m. to Aprile oy Poet... eens 
Sturgis, Interior Department, Forestry Branch:—Rent, 6 m. to Oct. 31, 1930.... 
Sutherland, Forest Nursery Station:—Furniture, $61.64; coal, $373.69; wood, 


$133.60; repairs, $602 ......cecee cece ee tne e eee e eee e eee ee eee ee ects teaaeee 
Swift Current, National Defence Department:—Rent ....... COSINE ou EO 
Swift Current, Experimental Farm:—Coal, $936.68; electric lamps, $1.62; light, 
$359.52: power, $506.35 ..... cece eens settee nee eee tenet ee tenes eee sense ees 


Swift Current, Post Office:—Caretaker, P. F. Peake, retired, April 1-Dec. 16, 
noon, at $900 (quarters $212.50, not included), Dec. 16, noon, to Jan. 15 at 
$1,200, D. Bridge, Feb. 23-28 at $1,200, March at $900 (quarters $25, not in- 
cluded); labourer, $179.57; janitor’s supplies, $198.50; furniture, $786.68; coal, 
$329.32; removing ashes, $24.50; repairs, $322.13; moving safe, $100; freight, etc., 
$59.89; electric lamps, $1.40; light, $676.51; water, $74.69..................-. 

Tisdale, Post Office:—Caretaker, G. Mallon, part time, $300 (quarters $300, not 
included); janitor’s supplies, $78.62; coal, $249.89; wood, $36; repairs, $148.45; 


freight, etc., $13.14; light, $210.96........ ccc ec ee rece eee e ence cece eee e ee cenes 
West Poplar River, Immigration Building:—Coal .........-. sees esse eee ee ee eee 
Weyburn, National Defence Department:—Rent, 15 m. to April 10............ 


Weyburn, Public Building:—Caretaker, J. Ross, $1,080 (quarters $300, not in- 
cluded); labourer, $45; care of clock, $50; janitor’s supplies, $34.85; furniture, 
$4: coal, $689.09; coal oil, $6.50; wood, $11; removing ashes, $12; repairs, 
$164.22: light, $481.29; water, $44.50: scavenging, $23.10.................2-.008, 

Wilkie, Post Office:—Caretaker, W. G. Silver, Oct. 1-Mar. 31 at $900 (quarters 
$150, not included); janitor’s supplies, $83.60; furniture, $14.90; coal, $412.57; 
repairs, $14.35; express, 68c.; light, $174.86; water, $15.................00ee- 

Yorkton, Public Building:—Caretaker, C. E. Arnsby, $1,080 (quarters $300, not 
included); labourer, $45; janitor’s supplies, $67.07; furniture, $78.86; coal, 
$680.04; wood, $32.50; removing ashes, $5; repairs, $58.05; freight, etc., $90.93; 
light, ©$298:4528 water, $2655. 30.55. / fai rae ohels «ji sttdhn ass sino Licisatee g Ayo Vallee « 

Minor Offices:—Furniture, Craik, R.C.M.P., $52, Elmore. National Revenue, 
$56.50, Maple Creek, Forestry Office, $53.80, Mcose Jaw, Grain Commissioner’s 
Office, $165.63, Prince Albert, R.C.M.P., $80.60, Punnichy, Indian Agent, 
$51.58, Regina, Stock Yards, $61.50, Regina, Army and Navy Stores, $37.64, 
Regina, Aviation Inspector’s Office, $1.25, Regina, Grain Commissioner’s Office, 
$355.30, Regina, R.C.N.V.R., $63.42, Saskatoon, Agriculture, $239.51, Saskatoon, 
Grain Inspector’s Office, $91.97, Saskatoon, Health of Animals, $39.36, Saskatoon, 
R.C.M.P., $414.77, Saskatoon; Naval Stores, $24.56; electric lamps, Regina, 
Armoury, $73.58; wood, St. Walburg, Immigration Building, $45; painting mail 
boxes at 5 towns, $18; express on lamps to Regina, R.C.N.V.R., 50c........ 

Saskatchewan, Buildings Generally:—Travelling expenses, G. J. Stephenson, 
$2,240.65; car fares, $27.50; blue prints, $20.83; postage, $95; furniture, $86.36; 
electric lamps, $614.45; King’s Printer, printing, $31.87, supplies, $47.90; 
freight, etc., $12.62; telegraph and telephone, $144.15; sundry, 50c............ 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.-Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ALBERTA 


Athabaska, Immigration Building:—-Coal, $88.27; wood, whe rent of site, y. 
tor Vane 191981) Sloss ence AA Re Reda wR Gah bee We ule ww halein ee iis eet eh is ake 
Athabaska, Post Office: Furniture! $88. 81: coal, $89. 03; “wood, $24; light, $71.50; 
rent, $350 less $281 paid by P.O. Department o13'. cq NTS teks 2 ON VoL hie Be Sia aie 
Banff, ‘National Defence Department:—Express on lamps, 45c.; rent, $750........ 
Bassano, Public Building:—Caretaker, W. Bramley, $1,080 (quarters $300, not 
inc luded) ; caretaker’s supplies, $12. 5B; furniture, $120.69; coal, $203.08; wood, 
$12; repairs, $511.76; express, 55c.; light, $135. 90; water, $30 See ameter 
Beaver Lodge Experimental Station: —Coal, $58.62; wood, SIA Toya « he Ee 
Calgary, Assistant Receiver General’s Office: —Caretaker, EK. F. Trigg, $1,380; 
labourer, $61.84; janitor’s supplies, 95c.; furniture, $60. 62; coal, $170.80; 
gas heat, $12; repairs, $226.44; light, $232.34; water, $17.03; telephones, $93. 
Calgary, Bank of Toronto Building, Department of Pensions and National Health:— 
Gas heat, $232.65; light, $78.55; water, $9.94; rent, Bank of Toronto, $2,400. 
Calgary, Blow Building, Department of Pensions and National Health:— 


Parnituré, $1873 renter Th H. Blow,\ $26,129: 88 h...ise eons Saree teeie als sate Ue pe mies 
Calgary, C.P.R, Mailroom: —Janitor’s supplies, $2.24; furniture, $320.33; electric 
lamps, $21.83; rent, Canadian Pacific Railway Co., $7500 Awa qeliua BA fain smite tae 
Calgary, Car Storage, Maclin Universal Motors Ltd.:—Rent.................... 


Calgary, Customs Examining Warehouse:—Caretaker, J. E. Halsall, $1,560; 


elevatormen, J. R. Jones, $1,200, J. Love, $1,200; firemen-labourers, T. Andrews, — 


$1,820, A. J. Doyle, $1,260, A. Gouriay, $1,260; watchman, C. Tippitt, April 1- 
Dec. 31 at $960, Jan. 1-Mar. 31 at $1,020; labourers, $360.73; char service. 
$900; janitor’s supplies, $4.73; furniture, $482.92: coal, Hunter Bros., Ltd., 
$9,094.78: removing ashes, $57; repairs, $694.34; light, $887.38; power, $674.18; 
water, 02012 1s Ini SOP awe 149.47 os hols sm ake e manla aloes sdal soredalenite salepecsialoMlate BMRIRME! <5 Riesne 
Calgary, Immigration Building:—Caretaker, A. McCaull, $1,260; winter fireman, 
F. W. Hardie, April 1, Oct. 2-Mar. 31 at $1,260; char service, $450; furniture, 
$625.42; coal, $375. 54; gas heat, $26.07; removing ashes, $16.50; repairs, $161.03; 
gett $282, 25; power, $199.50; water, $61.03; rent of site, y. to Feb. 28, 1932, 


eececeereeceove ee eee ieee ee ee eeeeeereer sree ieee eevee sree egevresve vee i eceeeeesee eevee @ 


Calgary, Maclean Building:—Char service, $84; furniture, $104.33; repairs, 7 95; 
light, $17.28; rent, W. Maclean, Labour Dept., $465, Marine ‘Dept., 
Calgary, Marine Department, Meteorological Service: —Gas heat, $3 64; vee 
200,606; light. $3,009: rent. Dec: 3-Mar..31, $h008:. 5. eA, eek. See ne 
Calgary, National Defence Department, "1115-8th Ave.:—Rent, Synod of the 
Diocese of Haron. 6 ua mie eee hy ate yeh. URS at Cee el Be Ona | hee ory 
peat National Defence Department, 9th Ave. Stables:—Rent, City of 
BUBALY . .\shetyete bls whale, 2 CPi dcde oy wiaha a BUNS GIR SHO GGUS ARTs cathe te Deed GIR ROE) Laken fs sehen aaeS 
Calgary, National Defence Department, Old Fire Hall:—Rent, car storage...... 
Calgary, National Defence Department, Ordnance Stores: —Rent, Calgary Paint 
& Glass Co., Ltd., F. G. Burr, Liquidator 
Calgary, National Defence Department, R.C.N.V.R.:—Rent, City of Calgary, 
TSu Mtoe die, BO. LOST cess cl UC Ree Me Ne Cae POEL, Ua OR So Laetitia e 
Calgary, Post Office, Southam Building:—Caretaker, J. M. Cosgrove, $1,560; 
cleaners and helpers, P. J. Borley, April 1-Sept. 30 at $960, Oct. 1-Mar. 31 at 
$1,020, A. Henderson, $1,140, J. Longhurst, April 1-Dec. 31 at $900, Jan. 1- 
Mar. 31 at $960, A. Ward, April 1-Sept. 30 at $900, Oct. 1-Mar. 31 at $960; 
elevatorman, D. R. Smith, $1,200; firemen-labourers, T. Gall, -'$1,260, -H- 
Huddleston, $1,260; seasonal firemen, Ky 'B: Collard, April, Oct. 2-Mar. 31 at 
$1,140, A. Fyfe, April, Oct. 2-Mar. 31 at $1,140; iabourer, $124.23; char service, 
$420; ‘janitor’s supplies, $5.20; furniture, $1,727. 51; coal, Hunter Bros., $2,853.09; 
gas heat, $280.17; repairs, $231.84; freight, etc., $36.76; light, $3,243.93; 
power, $854.10; water, $617.87; rent, Calgary Herald, $70,000; uniform, $24.60 
Calgary, Radsov@ar iGarages——Rentiequoy Dy AP ere, a Ee CS ee tae 
Calgary, Buildings ee. pe Fn supplies, $897.75; boiler compound, $30; 
repairs; $1627 Garba eee? 75 5 SOR Ta ED, PD Mg en ii OE em as 
Camrose, Post Office: oe $340.65; coal, $169.58; removing ashes, $4.50; 
repairs, $13.90; light, $14.76; water, $4. 50 ae Ee Sh APO i ACU OS (re RR Rs rh Coen 
Carstairs, National Defenice Department: Rent. 
Chauvin, National Defence Department:—Rent 
Claresholm, National Defence Department:—Rent..........0 0.0. cc cece ce eee cee 
Se Immigration Building:—Rent of site, y. to Sept. 30, 1931, $1; taxes, 


eer eer eee ee eee eoer ee eer eee eee ee seer ee wee ee 
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Oe! 0.8 Oo 0 08) ee fale lee eye ie ae eye: 0 88 06 0. m @.:0 0 6 S #0 8 @ Se Bla 0 ee) 4 ere 6 is 8 2 ® © elt e 0:6 © 6 8 6. 6)10 Qe 0 s16 


119 
342 
750 


2,106 
133 
2,255 
2,721 
26,916 


7,844 
189 


15,500 


4,198 
1,218 

117 
1,200 


1,032 
720 


8,880 
1,125 


90,998 
108 
948 
547 
120 
260 
480 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suiie 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ALBERTA—Con.—Suite ;, 


Delia, Post Office:—Coal, $176.39; repairs, 96c.; light, $45.68 
Drumheller, Post Office:—lurniture, $4.24; express, 95¢.; light, $21.58; water, 


E. Meakin, $1,140, 
elevatorman, J. Turner, $1,200; seasonal fireman, T. 


supplies, $9 : 2 iy 

rent, Blowey-Henry Co., Ltd., $21,787.56; uniform, BOA GO Oe Saale cits +) dua) tain eiaas 28,500 36 
Edmonton, Canadian Farm Loan Board: —Purniture 20.66 sie ee tee ce denisielees 509 41 
Edmonton, C.N.R. Mailroom:—Furniture, $750.01; rent, Canadian National 

Railways, $7,822 ....0.00 Pe Se BW Me HE LOS 0 8 sin tee eRe ad + Seale ote ¢ 8,072 O1 
Edmonton, Empire Block, Labour Department :—Furniture, $3; repairs, 950c.; 

Wome $11: 765 mend ESA cls We) Be fi ele eran Peta Maer: yon iee ctunmnona e 4 5 25525 
Edmonton, Excise Tax Auditor’s Office: —Furniture, $16.45; light, $9.41; rent, 

April UalamSy S804 Out i: ab 2 Wataeh sista sana weed tig cba icine wees 349 89 
Edmonton, Immigration Building:—Coal, $329.86; wood, $49; light, $83.24; 

water, $100.93; rent of site, 2 y. to Mar. 31, 1932, GO nck ick Me Ue ata tots Wat elias ih af tee 565 03 
Edmonton, New Immigration Building:—Coal, $83.23; wood, $3.35; light, $33.11; 

power, $7.56; water, $14.68..... ea oy a LMI Ce sn Seaidlals co eral at ats ee a title) os tate 141 93 
Edmonton, Interior Department, Topographical Surveys:—Rent, storage, April 1- 

Wise 10 SR. AARNE ee Mae acres deg 08 cbneyye 21 Re 3 hah es rey” Ie 320 36 
Edmonton, Marine Department, Meteorological Service:—Rent, Sept. 1-Mar. 31. 130 00 
Edmonton, Mortlake Block:—Light, $11.45;. rent,, 11. m., to. Feb. 28, LG Ota cet: 176 45 
Edmonton, Post Office:—Caretaker, W. A. Clarke, April 1-Sept. 30 at $1,455, Oct. 

1-Mar. 31 at $1,155 (quarters $150, not included); cleaners and_ helpers, 

J. L. Dixon, $1,200, W..T. Jackson, Dec. 8-Mar. 31 at $900, S. Spittle, dis- 

charged, April l1-June 30 at $1,140, less 10 d.; elevatormen, E. E. Campbell, 

deceased, April 1-Dec. 31 at $1,260, D. Collins, $1,260, J. Knowles, $1,260; 

firemen-labourers, H. L. Day, $1,260, G. Freeman, $1,320, G. Lovell, $1,260; 

seasonal fireman, E. W. Poole, April, $105; labourers, $1,813.83; care of clock, 

$100; janitor’s supplies, $418.18; furniture, $1,679.51; coal, MacKay Coal Co., 

$2,355.08; boiler compound, ete., $9.45; gas heat, $7.30; wood, $22.50; repairs, 

$502.04; express, $9.84; light, $4,186.61; power, $494.90; water, $400.57; tele- 

phone, $69.55; uniforms, $74.01........ 005.0 eens tees eee eran ered eee e ns sas 22,594 76 
Edmonton, Radio Inspector’s Office: —Furniture, $9.67; light, $11.45; rent, $900. 921 12 
Edmonton, Radio Car Garage:—Rent..........e cece eee cee eee eee e ese eer rc eeens 180 00 
Edmonton, University of Alberta:—Allowance for Officers’ Training Corps, 

TOSOLSE VORA, Ss Fe FR Picts SPs Seat, Mee Maid ate sities 9) Hla tenets! aie y 1,224 81 
Edmonton, Williamson Block, Parks Branch:—Light, $11.45; rent, 13 m. to 

Near, (S15) LOST GAB clk ite lh aries tative dle, «oh stein ain ete ates 4. 218) 9 teed an oug 868 eS 466 45 
Edson, Immigration Building:—Light ..........eee1 cost ee eee ene e eter ces 8 49 
Entrance, Forest Reserve Office:— Rent, Oct. 1, 1929-Jan. 31, 1931, $192 less $12 

paid by Alberta Government ........ssceeeeeeer rete eters teen eees ab has histaiass 180 00 
Falher, Immigration Building:—Coal, $90; Wood, SO eomewar ds a a4: sph Hearty sieves « 141,75 
Gleichen, National Defence Department:—Rent...........ee eee cere eee eee eee 600 00 
Grande Prairie Immigration Building:—Coal, $123.64; wood, $75; rent of site, 

‘y. to April 30, 1931, $5; taxes, $27.63. ...... 2.6 see e eee cece ee eee eee eee eee nes Waly if 
Grande Prairie, Public Building:—Char service, $399.96; janitor’s supplies, 

$33.90; furniture, $179.20; coal, $272.20; wood, $48; removing ashes, $10; 

repairs, $162.15; express, 60c.; light. $235.18; water, Soars Wvaaloe ih. epee (OSE, VS Soaks 1,404 19 
High River, National Defence Department:—Rent.......... cece eee ee cree eens 300 00 
High River, National Defence Department, R.C.A.F.:—Rent..........++222eeee- 720 00 
Innisfail, National Defence Department:—Rent, Mar. 26, 1930-Mar. 31, 1931.... 182 90 
Lacombe, National Defence Department:—Rent.......... ceeceecececceecceees 300 00 


Lacombe, Experimental Farm:—Coal, $1,177.45; light, $555.32; power, $164.75.... 1,897 52 
Lethbridge, Experimental Farm:—Coal, $1,062.38; light, $249.81; power, $281.70; 

electric lamps, $2.70.......... Se 1) BED, cole EM AUNT) Gh. lea EY ois Wad 1,596 59 
Lethbridge, National Defence Department, Garage:—Rent, Margaret Henderson. 1,800 00 


31857—63Vv 
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PUBLIC WORKS—TRAVAUX PUBLICS 
Seen —————————————————————————————————— 


Votes_Crédits 128 & 24* — Public Buildings — Edificés publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, ete.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ALBERTA—Oone—Fin 


Lethbridge, Post Office:—Caretaker, L. Leigh, $1,080 (quarters $300, not in- 
cluded), care of clock, $50; elevatorman, A. H. Bullis, $1,200; firemen-labourers, 
J. R. Owen, $1,260, T. Walton, $1,320; seasonal fireman, T. C. Royle, Apr., Oct. 6- 
Mar. 31 at $1,140, labourer, $21.45; char service, $840; janitor’s supplies, 
$164.40; furniture, $607.30; coal, $653.10; wood, $14; removing ashes, $75; 
repairs, R. E. Herbert, $1,447, accounts under $1,000, $2,258.14; freight, etc., 


$85.22; light, $773.90; power, $197.15; water, $130.65; uniform, $24.60...... 12,851 59 
MacLeod Custom Mouse:—Gas heat, $110.55; repairs, $18.85; express, 30c.; 
light, $115,943" "water, "S37 200m, shan. Ole Nee allie ae em « satehh ate sty, UO 282 84 


Macleod, Post Office, Callie Building:—Furniture, $51.29; gas heat, $46.88; re- 
pairs, $33; freight, etc., $5.09; light, $137.40; water, $26.40; rent, $733.32 


lass "$625 patd bye P Ose epartmengs . . 0.15 UC Ue Ween cyn elie ou retehe te ete oe ene 408 38 
Manyierries,’ Field: laboratory 3—-Coalt ......knsscadeeres cubniieebienuaaws oth bette 309 85 
Medicine Hat./C:P.RY Mailroom:- Rent: iis. oD a Fs aire hs eee 112 53 
Medicine Hat, National Defence Department:—Rent, City of Medicine Hat...... 2,000 00 


Medicine Hat, Public Building:—Caretaker, T. H. Tyler, $1,140 (quarters $300, 

not included); cleaner and helper, D. D. Thompson, $1,140; janitor’s supplies, 

$63; furniture, $363.41; gas heat, $387.83; repairs, Marsh & Scott, $1,557, 

accounts under $1,000, $142.72; express, 90c.; light, $720.46; water, $171.48.. 5,686 80 
Peace River, Immigration Building:—Coal, $166.06; wood, $20: rent of site, y. to 


Sept! 80, TOS Shas iuebeey ean s vax bbs clen We « Wbited eis ke CLR: Seine a 191 06 
Peace River, Lands Office:—Coal, $141.90; wood, $38; rent, $960................ 1,139 90 
Peace River, Post Office:—Coal, $262.73; wood, $9.50; repairs, $2; light, $5; rent, 

$720, less $375" paid (bye P.O; ‘Department Mili oarets Re eee ee oe 624 23 
Pincher’ Creek, Forestry ”Oilice!—Rentt 44 ek AeA ol alee 780 00 


Red Deer, Post Office:—Caretaker, A. H. Bearchell, $1,380; labourer, $64.51; 
janitor’s supplies, $44.83; furniture, $44.03; coal, $357.22; wood, $12; removing 


ashes, $5; repairs, '$546:69; light, $131.58; “water; $740...4....62)..05 Jala 2,659 86 
Rocky Mountain House, Forestry Office:—Rent, 10 m. to Jan. 28............000. 350 00 
Spirit River, Immigration Building:—Coal, $115.80; wood, $94; rent of site, y. to 

ADE) 280, LFS LN MOiaey CONG cite re ores a thesglt Pelee «RIS OO tte rs sc aioe, Lenn Lee eS 214 80 


Strathcona, Post Office:—Caretaker, H. Richards, $1,440, care of clock, $50; ° 

labourer, $65.06; char service, $420; janitor’s supplies, $71.60; furniture, $77.19; 

coal, $338.47; gas heat, $25.78; repairs, $578.94; express, $1.13; light, $259.45; 

aya ter, $25.09%1.. § e Fae. Hats ot. AUR RRR. dates oda) eh Meee eee ed. wen eM ie Ge 3,300 71 
Turner Valley, Mining Engineer’s Office:—Furniture, $138.26; rent, $540......... 678 26 
Vegreville, Post Office:—Caretaker, W. Turner, part time, Nov. 1-Mar. 31 at $300 

(quarters $125, not included); janitor’s supplies, $86.35; coal, $294.01; wood, 

$4; repairs, $25.56; express, 60c.; light, $97.80; water, $11.65.......6...008008 644 97 
Vermilion, Immigration Building:—Rent of site, 2 y. to Mar. 31, 1932........... 2 00 
Wainwright, Post Office:—Caretaker, H. A. Wilson, $900 (quarters $300, not in-_  - 

cluded); janitor’s supplies, $82; furniture, Rubenstein Bros., $1,177.30 less 

$991.11 paid in 1929-30, page V—23, accounts under $1,000, $1,031.74; gas heat, 


$328:29; -/pepairs;') $769.13 sidight/ tS OOO ws 38 250). der ecta eat se eee aie 3,406 95 
Westlock, National Defence Department:—Rent...........c.cccccecccccccccnscs 240 00° 
Wetaskiwin, National Defence Department:—Rent.............ccccsccccccccese 300 00 


Wetaskiwin, Post Office:—Caretaker, G. Grabham, $1,080 (quarters $300, not in 
cluded); labourer, $60; janitor’s supplies, $45.30; furniture, $32.10; coal, $294.56; 
wood, $7; removing ashes, $2.50; repairs, $1,020.14; light, $169.50; water, $53.36. 2,764 46 
Minor Offices:—Furniture, Calgary, Live Stock, $247.80, Calgary, Grain Commis- 
sioner’s Office, $445.26, Edmonton, Grain Inspector’s Office, $124.25, Edmonton, 
R.C.M.P., $130.50, Edson, Railway Station, $50.61, North Cooking Lake, Interior, 
$53.67, Waterton, Parks Branch, $285.50; repairs, Coutts, Customs, $6.60, Peace 
River, Telegraph Building, $45; electric Jamps, Calgary, Armoury, $41.40, 
Edmonton, Grain Inspector’s Office, $3.56; express on lamps to 5 military build- 
ings, $3.81;. painting: mail: boxes in..6 towns, ‘$20.0 52 Tin DOLL. SRO, 1,457 96 
Alberta, Buildings Generally:—Travelling expenses, C. Sellens, $916.26; electric 
lamps, $690.78; weather stripping, $136.35: postage, $50; telegraph and telephone, 
$136.12; King’s: Printer, printing, $7.25; supplies; $38.10... 23 #65 eee ee eee en 1,974 8&6 
288,416 59 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
BRITISH COLUMBIA — COLOMBIE BRITANNIQUE 


Agassiz, Experimental Farm:—Coal, $689.99; cutting and hauling wood, $697.65; 

Pict. -S40GUbe a reCtric IAIN GS G24. Odd. sale |< am winminls = Ysidlye a's a Mlehe sealeda lacs jefe 1.818 62 
Ashcroft, Public Building:—Caretaker, J. D. Mitchell, deceased, April 1-Feb. 28 

at $1,380: labourer, $402.95; janitor’s supplies, $56.49; furniture, $29.35; coal, 

$385.39; wood, $8; removing ashes, $14; repairs, $91.87; light, $519; water, $130. 2,902 08 
Atlin, Public Building:—Caretaker, R. Nelson, part time, quarters $300, in lieu 

of salary; janitor’s supplies, $55.99; furniture, $49.66; wood, $330; repairs, J. E. 

French, $6,746, accounts under $1,000, $103.50; light, gasoline, etc., $160; water, 


nahh Ws ah ied UN us i Maa a Pics CT A a Re 7,503 80 
Bamfield, Public Building:—Janitor’s supplies, $1.68; coal, $292.50; wood, $110; 
POD ALLA hee ee POANE, OLE Oa ole od ee | taken io ieie Se as bel s «dpe Weal @ledoi ace Spas tesGde Md 567 07 


coal, $388.08; repairs, $155.59; light, $159.06; water, $48............. cee eee ees 1,435 49 
Cloverdale, Post Office:—Janitor’s supplies, $4.93; coal, $66; wood, $19.50; light, 
eol.ols rent,’ s232)1ess $406 paid by. P.O. Department. ug. s sedicces cube slee cep oc 154 24 


Comox, Public Building:—Caretaker, C. C. Piercy, part time, $349.92 (quarters 

$300, not included); janitor’s supplies, $56.15; coal, $51.25; wood, $30; light, 

Seana Mame rea eatis Mls Meet) ao ata Wem Miter io ale wees 4 Bbtade ont «quale, ote cvevslaae Leinavs 674 98 
Courtenay, Public Building:—Caretaker, P. McIntyre, $960 (quarters $300, not in- 

cluded); labourer, $72; janitor’s supplies, $58.10; coal, $270; wood, $32.50; 

removing ashes, $15; repairs, Courtenay Builder’s Supply Co., $1,424, accounts 

under$1,0000 $84.91= lights $115972 "water $4805 02.0000 2o eho le cece oes wcnuls 3,079 88 
Cranbrook, Public Building:—Caretaker, S. Fyles, $1,140 less 6 d. (quarters $300, 

not included); labourer, $67.50; care of clock, $50; janitor’s supplies, $158.90; 

furniture, $92.33; coal, $495; wood, $83; removing ashes, $31.87; repairs, G. R. 

Leask & Co., $1,404, accounts under $1.000, $121.94; light, $440.70; water, $80.98. 4,097 83 
Cumberland, Public Building:—Caretaker, M. M. Brown, $1,080 (quarters $300, 

not included); labourer, $67.50; janitor’s supplies, $77.05; coal, $212.52; wood, 

$18; removing ashes, $3; repairs, $88.44; freight, $2.75; light, $193.17; water, 

SOD Rea ted eae tee ald ay an + he pit esc Rae BEE AiR eo eS coc ENCE UESmN  weiee? 1,802 43 
Digby Island:—H. D. Lee, supervision of quarantine property................06: 65 00 
Douglas, Customs and Immigration Building:—Caretaker, H. Hornby, April 1-Jan. 

31 at $600, less 22 d.; labourers, $134.42; janitor’s supplies, $151.29; furniture, 

$651.60; coal, $409.14; wood, $19.50; repairs, Moncrieff and Vistaunet, $7,965 

less $7,240 paid in 1929-30, page V—23, accounts under $1,000, $93.10; light, 

SOI 56s) water GOOLE, eh. coLIA. Oe... Petme Ts UOTE bate 2,920 18 
Duncan, National Defence Department:—Rent............. ccc ccc ween eee ceca 360 00 
Dunean, Post Office:—Caretaker, F. J. Wilmott, $1,140 (quarters $300, not in- 

cluded); labourer, $65; care of clock, $50; janitor’s supplies, $60.28; coal, 

$304.92; repairs, $18.50; express. 50c.; light, $239.62; water, $64.20............ 1,943 02 
Hisquimault, Drys Dock. Residences:—-Repairs').). 0133... SHPO. hE OSE, Go! 200 06 
Trernie, Public Bui!ding:—Caretaker, C. Hesketh, $1,200; janitor’s supplies, $65.51; 

furniture, $18.75; coal, $580: wood, $8; repairs, G. R. Leask, $2,160, accounts 

under $1,000, $114.70; freight, $3.05; dight, $150.05 water, $540... y0lo50. 261 4,354 06 
Grand Forks, Public Building:—Caretaker, N. Taylor, $960 (quarters $300, not 

included), care of clock, $50; labourer, $63; janitor’s supplies, $28.50; coal, 

$522.79; wood, $44.40; removing ashes, $15; repairs, A. EH. McDougall, $2,400, 

accounts under $1,000, $11.95; freight, $2.42; light, $219.80; water, $75.......... 4,332 86 
Greenwood, Public Building:—Caretaker, H. H. Summergill, part time, $360 

(quarters $300, not included), care of clock, $50; janitor’s supplies, $41.25; coal, 

$351.95; wood, $58.50; removing ashes, $7; repairs, A. E. McDougall and A. F. 


Miuehener, $2,000" freight, $2.55; light, $13).545 .waheme S70). 0d. hone. Pie. ue 3,143 79 
Hollyburn (West Vancouver) Post Office:-—Furniture, $47.60; repairs, $278; rent, 

BTS EO DIACAP TL AnGvLOOT DOES, Side th ipiva cis tee ati id MG «CREM tr! Sod Ate Vedat: toe sy 425 60 
Huntingdon, Immigration Building: —Water, $24; rent, $240................04.. 264 00 
Invermere, Experimental Farm:—Coal, Invermere Contracting Co., $1,523.20; wood, ? 

SolZ D0: y Helin aat 020 pelectricn lamp i Sa0-20 souniten elie b Oh cults suede epofd cdiaiens kes 2,105 42 
Kamloops, Interior Department:—Rent, $300 less $62.50 paid by B.C. Government. 237/50 


Kamloops, Old Post Office:—Caretaker, EH. W. Hodges, $960 (quarters $300, not 
included); Jabourer, $63; janitor’s supplies, $43.97; furniture, $73.41; coal, 
$410.89; wood, $75; removing ashes, $12; repairs, $183.02; freight, etc., $8.24; 
dighty $135.86; twaters $96; ‘scwer mental $5.46. .tyaeete dish) ones Dds eaeeiae m , 2,066 39 
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Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc._Con. — Loyers, réparations, 
ameublement, chauffage, etce._Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
BRITISH COLUMBIA—Con.—COLOMBIF BRITANNIQUE—Suwite 


Kamloops, New Post Office:—Caretaker, A. J. MacRury, $960 (quarters $300, not 


included); labourer, $68.40; char service, $300; janitor’s supplies, $36. 455° 


furniture, $214.95; coal, $413. 30; wood, $45: removing ashes, $16.50; repairs, 
a a0: freight, $60.90; light, $448. 90; power, $24.31; water, $96; sewer rental, 
BSI ss os eee Ron ere coe OU ORME a None at fe. Cage, a AaNa Sa, ERC geen Al Re ae ie 
Kelowna, Natidnal’'Defence Department! —Rente si). cee ee viet ole Welle oie lielnts 
Kelowna, Post’ Ofiee!“Harnipare ar hie ee ee otek een tet ern es teen 
Kimberley, Post Office:—Caretaker, J. Pickthall. Sept. 20-Mar. 31 at $900 (quarters 
$159.16, not included);  janitor’s: supplies, oo 60; coal, $432; wood, $10.50; 
removing « asties, "$57 dight, "Sl0245 s water) 40.205 Reo! Mei . pomee eee ae 
Ladysmith, Post Office:—Caretaker, J. elseinata be $960 (quarters $300, not 
included); labourer, $254. 20; janitor’s supplies, $33.97; furniture, $21.25; coal, 
$165; wood, $6; repairs, $156.75; freight, $1.78; light, $107. Hie water, SOO le are 
Merritt, Indian ‘Agent’s Office: —Wood, $40; rent, yh eas A Ae LS bra ic) hy Ue ee ll 
Mission City, National Defence Department: Le aD OU ate, te he ake ai 
Nanaimo, Post Office:—Caretaker, H. N. Atkinson, $960 (quarters, $300 not 
included) ; cleaner and helper, M. Smith, $1,140; labourer, $144; care of clock, 
$50; janitor’s supplies, $198.45; furniture, $240. 86: coal, $456; wood, $35; repairs, 
$488.82; express, 60c.; light, $514. oS water, $35.75 ONCE Ie SR MTR ba R ei biahe® sible ire 
Nelson, Engineer’s Office: ~ Caretaker, W. Cull, part time, $199.92; janitor’s 
supplies, $20; furniture, $75.45; repairs, $7.50; rent, K. Campbell, Sr., 4 m. to 
July 31, $40, 3 m. to June 30, $255, W. B. Steed, 8 m. to Mar. 31, $80, 9 m. 
to Mar. 31, $765; telephones, $141 oad oisuate ie see KRY COLES Lig RCE AN: Ee ee. Bt eee, ae 
Nelson, National Datence) Department: —-Repairs, . 5 sense «ome © ov stele Bras adecs Qiuebpets aneke 
Nelson, Post Office:—Caretaker, G. H. Ashby, $960 (quarters, $300 not included) ; 
labourer, $55; janitor’s supplies, $140.46; furniture, $560.13; coal, $598.46; 
repairs, Dill’s Super-service Station, $1,100, accounts under $1,000, $155.40: 
freight, etc., $21.65; gas mantles, $6; electric lamps, $67.86; light, $648.41; 
VALOR 1a BEEN " POTILA] sa BOLO oxart Gils. wibiye be eyelis’ sh di fe Be asc oficial, OAR See 
New Westminster, Indian and Fisheries Office: —Caretaker, A. H. Oakley, $1,380; 
labourer, $72; janitor’s supplies, $50.44; coal, $175.32; wood, $13; removing 
ashes, $9; repairs, $1,002.12; freight, etc., $1.57; light, $53. 64; water, $34...... 
New Westminster, Public Building:—Caretaker, re Houston, $1,140 (quarters, 
$300 not included); cleaner and helper, H. E. Smith, April 1-Sept. 30 at $900, 
Oct. 1-Mar. 31 at $960; elevatorman, A. Workman, ‘April l1-June 30 at $1,140, 
July 1-Mar. 31 at $1,200; fireman- labourer, W, Carlyle, Jan. 26-Mar. 31 at 
$1,140; labourers, $310; char service, $60; janitor’s supplies, $109.91; furniture, 
$878. 18; coal, $645.35; electric heat, $52.24; wood, $39; removing ashes, $36;. 
repairs, G. Nuttall & Sons, $3,495, F. Warburton, $4, 768, accounts under $1,000, 
$195.52; cartage, $8.35; freight, $77.90; electric lamps, $67.86; light, $800.50; 
power, $340; water, $71. 33; postage, $5; telephones, $233 20: rent, extra 
accommodation, Dec., 1929, Dec., 1930, $240; uniform, :S24:72 i: 4 40), 4 eee ee 
North Vancouver, Post Office: —Caretaker, EK. Entwhistle, $1,140 (quarters, $300 
not included); janitor’s supplies, $27.80; coal, $420; wood, $23.25; repairs, 
S389: freighbieU453 lights) S175.08;7 waters iG 12°16 235 0a tel lees atts SIN) Sie ahh oe 
Pacific Highway, Immigration Office: — Caretaker, J. C. Oxenham, part time, April 
1-May 31 at $400, June 1-Mar. 31 at $600 ; janitor’s supplies, $89.79; furniture, 
$33.79; coal, $360; wood, $53.50; repairs, W. Footer, $1,469, accounts under 
$1,000, $41. 65; express, etc., $4.07: Light, S6O2 MO . ie AG RO ee oa 
Penticton, National Defence Department: Rent rca sun se Gain enn tt kes Cees 
Penticton, Post Office:—-Light, $224.84; rent, Penticton Masonic Holding OCo., 
$1,524.33, less $1,309 paid by P.O. Department Fale tobe TORE tosh eae A ate io 8 Ry eee 
Port Alberni, Post Office:—Caretaker, R. G. Venables, $1,080 (quarters, $300 not 
included), care of clock, $50; labourer, $60; janitor’s supplies, $42.51; furniture, 
reli coal, $460 ; repairs, $78.56; freight, etc., $6.99; light, $219.28: water, 
EAN) pie: 5. o cMALE Me Rdate Rae's ee cise <9 ETE s BNCARO on LRN Ce MD ged gl a) 5 cRamRE Say he, hogs te eae 
Prince Rupert, Black Building, Post Office, etc.:—Caretaker, P. C. Miller, $1,260; 
labourer, $58.50; janitor’s supplies, $51.25; furniture, $72.01; repairs, $68; 
freight, $1.50; light, $975.85; water, $59.40; rent, Mrs. C. E. Black, $6,540... 
Prince Rupert, Immigration Building Site:—Rent........... 0... . cece eee eee 
Prince Rupert, National Defence Department, Ordnance Stores:—Rent.......... 
Prince Rupert, National Defence Department, Storage:—-Rent, 5 m. to Aug. 31.. 
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Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
BRITISH COLUMBIA—Con.—-COLOMBIE BRITANNIQUE-—Suite 


‘Revelstoke, Public Building: —Caretaker, J. Hamill, $960 (quarters, $300 not 
included) ; labourer, $72; janitor’s supplies, $46.70; coal, $364.15; wood, $69; 
ae ashes, $22. 50; repairs, $29.28; freight, $3.49; light, $458.65; water, | 3 3 } 
AGUS GAN die onsets auth cscs paeas Shcks: acaie alle «$1 MRD) abiaNiagievegeliete ‘eet’ $, aveletayind =! oie w/o Wed Wd oF ai Ode! ator orotate 2,092 1 
Ba lchd Public Building:—Caretaker, R. W. Timms, $960, less 7 d. (quarters, 
$300, not included); labourer, $96; janitor’s supplies, $55.85; blinds, $140; 
furniture, $512.20; coal, $603. 99; wood, $100; Eno eRe ashes, 813. 50; repairs, 


$29.40; freight, $8. 14; light, $219. 80; ‘water, BE ih eile ay ah a dna sl iateay sv AAI | ay, “ad 2,400,381 
Salmon ‘Arm, Fire Ranger’s Office: —Rent, April Vege UD do nh dg «et ei ep ee amine, I ld 190 00 
Salmon Arm, Forestry Branch, Nicol Building: —Rent, April 1-Oct. 15............ 65 00 
Salmon Arm, National Defence Department:—Rent, April 1-Feb. 28............ 183 33 
Sidney, Experimental Farm:—Coal, $977.50; wood, $405; light, $311.13; power, 

See aye. ae PERS wasuad ie hg BEG te ss SUNS Sale ale te EME SE, oa Bo SRILA GAY eiabhboa. . arial 1,865 85 


Summerland, Experimental Farm:—Coal, W. H. Thornton Co., Ltd., $1,712; electric 
heat, $148; wood, $607.50; unloading coal and wood, $334; electric lamps, $16.02; 
light, SOS OM MMom Or mae Lac we. eumial rae satan « <iMhaibitee « Oe brea So MELILGONS ate 5,734 62 
Trail: Post Office: —Caretaker, G. MacKenzie, Nov. 6-Mar. 31 at $900 (quarters, 
$120. 83 not included); janitor’s supplies, $82.69; coal, $427.42; repairs, $6.50; 
freight, $2.55; light, $254.60: ACT Am DO Ma Atabe Akia) biel clelilete Vos & aide ec Mebidle taped achat ene 1,161 26 
Union Bay, Post Office:—Caretaker, F. Brown, part time, $240 (quarters, $300 
not included); labourer, $36; janitor’s supplies, $24.70; furniture, $5.50; coal, 


STlien wood eaoGs Lepairsires.o4 2 light, SQOPTOVs 5 hire LUM LS Ui 616 74 
Vancouver, Armoury, Mann and 29th Aves.:—Rent, Dan King..................4% 2,700 00 
Vancouver, Armoury, 1255 Pender St.:—Rent, Royal Pras COe We 5 Gee kes 2,100 00 


Vancouver, C.P.R. Baggage Room:—Rent, Canadian Pacific’ Railway ‘Cos. 20 2,805 00 
Vancouver, Leigh4Spencer Building:—Furniture, $11; freight, etc., $7.66; light, 
$58.16; rent, H. H. Shandley, Meteorological Office, $1, 080, Steamship Inspector's 


CUECESED 2 AUOMEU Mitt) ARPA LM OR Rake. cdrd EER Te SPs MIME EE SE ui gti TDN Ea Ni 3,556 82 
Vancouver, National Defence Department, Empire Block:—Rent, 13 m. to Mar. 31 715 00 
Vancouver, National Detence Department, 1117 Seaton St.:—Rent, Mrs. A. L. 

DAS. Oe eR AN AH EAMES CLS eens) Sth eNO Gi Sala gee hageye etek cauath Gaba ‘ee 1,800 00 


Vancouver, National Defence Department, Beatty and Dunsmuir Sts. :—Rent, Navy 
League of Canada, 15 m. to Mar. 31, $6,000, less $129.86 for non- completion of 


PEDALS ie Te ee Ae a RA Mae ens 26 eae H TER ETE MS 66 MEN Mak alan Saad 4 5,870 14 
Vancouver, National Defence Department, Holland Block:—Rent, Estate of E. J. 

MoBinelaystamery nmouy mUmrRDIIR CG PE BES TO a Ra i ck 3,480 00 
Vancouver, National Defence Department, Horse Show Building:—Rent, H. O. 

BeUlaTew iia ee a cise oka nie ay wend cise eled Whe of ale. we, wie sia/'s 93k Jota eile eM eae 5 MIN HY, a oN 9,000 00 


Vancouver, Examining Warehouse:—Caretaker, H. A. Benbow, $1,260; cleaners 
and helpers, F. W. Clarke, April 1-Sept. 30 at $900, Oct. 1-Mar. 31 at $960, 
A. E. Holmes, $1,140, J. Love, April 1-June 30 at $900, July 1-Mar. 31 at $960; 
elevatormen, A. Beveridge, $1,200, S.. March, $1,260, J. McI. Mowat, $1,260, 
W. O. Williams, $1,080; engineers, A. G. Austin, April] 1-Dec. 31 at $1,500, Jan. 
1-Mar. 31 at $1,560, W. G. Hulbert, April 1-Sept. 30 at $1,440, Oct. 1-Mar. 31 
at $1,500; fireman-labourer, F. Townshend, $1,140; seasonal fireman, M. W. 
McClean, Oct. 8-Mar. 31 at $1,140; Excelsior Window Cleaning Co., $175; 
janitor’s supplies, $401.87; furniture, $1,293.52; coal, $311.05; gas heat, $948.69; 
fuel oil, Union Oil Co., $3,264.97, accounts under $1,000, $954.80; removing ashes, 
$14.20; repairs, $1,598.99; jiight, $1,133.01; power, $680.23; water, $170.60; 
scavenging, $90.60; rent, right of way, 3 y. to Oct. 31, 1931, "$102, area rental, 


y. to June 30, 1931, $5. 35: unitornis; ($05:90 0 Ge sane. ha Dh a oe 24,992 33 
Vancouver, Immigration Building: sents, oil, $995.78; gas heat, $391.63; light, 
$879.20; power, $202.89; water, SOOO GU e's Le) Gee RMNMENe Ts MU ees gr te ata se 3,276 40 


Vancouver, Indian Agent’s Office, Metropolitan Building: —Furniture, $776.25; 
moving offices, $277.50; rent, Yorkshire & Pacific Securities, Ltd., 8 m. to 


Mar. 31, 1931, Sais RELAY HAO Ne is Ae UMP SP See Mere t's Ck ee dinacs 2.381. \75 
Vancouver, Kerrisdale, Post Office:—Freight, etc., $13.63; rent, Kerrisdale Masonic 

PL aS Eat hye OO anette erate he cS emnaeee  o'ees raha lars 6 Maal 2s la eal g preibi'd.ts s «, aads 2,413 63 
Vancouver, Labour Department:—Furniture, $382.65; light, $37.22; rent, Royal 

Trish CO seS OSG! Rewer Carers e he's Stk Su Se ame bes qtaee; omisghone hae Ne Mla hag 1,499 87 


Vancouver, Merchants’ Exchange Building:—Furniture, $440.15; rent, Marine 
Dept., 8 m. to Nov. 30, 1930, $580, 4 m. to Feb. 28, 1930, $20, National Defence, 
Gas DOP Naar Oh, SIU OU SLE ce Sade & Cede eslgieie ald dct ee’s ods ace x ited sae wy errr 1,310 15 
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Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
BRITISH COLUMBIA—Con.—COLOMBIE BRITANNIQUE-Suite 


Vancouver, Mining Building:—Light, $33.76; rent, Pensions and National Health, 
Dec. 8-Mar. 31, $566.13, Pilotage Board, 4 m. to Mar. 31, $320................ 
Vancouver, Marine Department, Radio Branch:—Rent.......,.......cceeee-: 
Vancouver, Marine Department, Radio Car Garage:—Rent, 9 m. to Nov. 15, $72, 
104 m. to Feb. 15, $73.50, 44 m. to Mar. 31, $36, 13 m. to Mar. 31, $65........ 
Vancouver, National Defence Department, R.C.N.V.R.:—Water................ 
Vancouver, Public Building:—Caretaker, W. Hunt, $960 (quarters $300, not in- 
cluded), care of clock, $50; cleaners and helpers, A. W. Cooper, $960, J. Ferrie, 
April 1-June 30 at $900, July 1-Mar. 31 at $960, H. A. Kington, $1,200, J. 
McCourt, $900, C. Moore, $1,200, J. R. Nixon, $1,200, BR. W. Odlum, $900, J. 
Sarginson, $1,200, T. A. Smith, deceased, April 1-Feb. 28 at $1,200; elevatormen, 
R. Allen, $1,260, J. Griffin, $1,200, C. W. Ross, $1,200, A. R. Sangster, $1,155, 
W. G. Sankey, $1,140; watchmen, J. Dunsmuir, $1,260, J. Menzies, $1,155; 
labourers, $721.89; Ajax Window Cleaning Co., $140; janitor’s supplies, $873.17; 
furniture, $3,853.62; coal, $621.42; removing ashes, $16; vrepairs, $1,787.59; 
freight, etc., $857.49; electric lamps, $339.30; light, $3,997.80; power, $430.39; 
water, $605.50; telephones, $85.20; extra accommodation, Dec. 11-25, $274.63, 
garage, Dec. 327, $3003 untiorme, (514884 (HO.0 08 «dill. oleae? helen eee 
Vancouver, Postal Station “A ”:—Furniture, $47.50; rent, $2,100, additional space, 
pept.  Lo(Maniyad, 2A Boe > oot otis. of shitter. kis Wek. ae, wt Ce ae Onan? 
Vancouver, Postal Station ‘“ B”:—Caretaker and engineer, R. McLennan, $1,500; 
labourer, $72; janitor’s supplies, $47.81: furniture, $40.50; repairs, 60c.; light, 
$86:76; rent, Vancouver Orange Hall Co., $4,440........ 0... ccc cece cece te eee 
Vancouver, Postal Station ‘C ’”:—Caretaker, F. Connolly, $960 (quarters $300, not 
included) ; labourer, $144; care of clock, $50; janitor’s supplies, $94.92; furniture, 
$21; coal, $543.19; wood, $16; removing ashes, $2.40; repairs, $23.05; freight, 
ete: $23.60 Lights lis 925 iwatter, (S26-G0: «irs nec a avec e re ndeeie stem abies ae Pe 
Vancouver, Postal Station “D”:—Cleaner and helper, A. Ainsworth, $1,140; 
labourer, $72; janitor’s supplies, $97.03; furniture, $362.12; coal, $65.60; wood, 
$7.50; repairs, $9.15; freight, etc., $7; light, $176.04; rent, T. Edwards, 15 m. to 
NMiatinal:  S4OOMn kee ecole, 2 AC Tee Tn Oe SEN a ee 
Vancouver, Postal Station “EH ”:— Cleaner and helper, W. M. James, part time, 
$480; furniture, $25; janitor’s supplies, $39.98; light, $104.78................... 
Vancouver, Postal Station “ F”:—Caretaker, G. G. Hoy, part time, April 1-June 21 
at $540 less 25 d., A. 8. Shergold, part time, Jan. 1-Mar. 31 at $600; labourers, 
$326.68; janitor’s supplies, $41.50; coal, $355.32; wood, $4.50; removing ashes, $1; 
repairs, $7 .303. light, $48.86; rent, J: A. Campbell; $1,800) 5 ...2. 00005. cn cee 
Vancouver, Postal Station “G”;—Cleaner and helper, H. Baldwin, April 1-July 31 
at $900, J. Gow, Aug. 1-Mar. 31 at $900; janitor’s supplies, $11.11; furniture, 
$213.58; coal, $45.36; removing ashes, 40c.; repairs, $1.20; car fares, $30.50; 
light, $33.04 siment py: Co: Marg 4 BIOS «Ai Meee chy Ce Gee SET Ve APE E ats ae ¢ 
Vancouver, Soldier Settlement Board, 780 Beatty St.:—Rent, Independent Van and 
Storage, Co. Aatd Fel2i mate; Mas 15h IOBiata Ae tit 2 Glo, Blade SORES Te CORR es ig 
Vancouver, University of British Columbia:—Rent, allowance for Officers’ Training 
Gorps, 19SG 4 vaatd.i . dah .c RLIE. day GR tusk LA! Stee We Gat, a 
Vancouver, Vetcraft Workshop:—Repairs, $87.75; rent, Provincial Government of 
British Columbia, 8 m. to Oct. 31, 1930, $1,600 


eps Netw Ss ol are si a! Sue, Ol ieye,, ef es lene! =e [eels le, akiel6 (Silene ard 


cece ew eee ee ee eee es 
S95 © 2 3 heer 8) 0 Spe re lenin e ‘wheTee) 0. tolie Leyomel sige e 1p ue! lor tertel abies sleita’ale ona teMpneatiet ote 
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Votes—Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


BRITISH COLUMBIA—Conc.—COLOMBIE BRITANNIQUE-Fin 


Vietoria, Astrophysical Observatory:—Caretaker, Thos. Gray, April 9-Mar. 31 at 


$900 (quarters $293.34, not eg) rue part time, He ayy ware 


W. J. Jewell, $1,440; labourer, $28; coa 8.40; electric heat, $540.50; hauling 
wood, $12; hight, $505; power, $298.99..... WE Dae IN SUS oo MUNA aRUaIS le, « MI uel 
Victoria, Canadian Farm Loan Board:—Furniture, $177.10; rent, $630........... 


Victoria Custom House, Old:—Caretaker, J. W. Young, April 1-Sept. 30 at $900, 
Oct. 1-Mar. 31 at $960 (quarters $300, not included); labourer, $72; janitor’s 
supplies, $87.59; furniture, $800.81; coal, $394.50; wood, $37.50; removing ashes, 
$18; repairs, $467.52; light, $169.01; water, $20.40...................06, Ge eee 

Victoria, Examining Warehouse, Ames-Holden Building:—Caretaker, A. W. Ward, 
$1,380; labourer, $72; janitor’s supplies, $68.91; furniture, $7.95; coal, $124.20; 
wood, $7.50; removing ashes, $12; repairs, $161.17; light, $15; power, $113.43; 


water, $16.00, rent: sA.15.1C, SicDerim0tt G4, 200 ie. ie is eins, Hie 9 esse cine wg ©) wale! 9) hes 
Victoria, Hydrographic ‘Survey:—Rent. Bank of Toronto. 0... ces eee e cee a eemece 
Victoria, Immigration Building:—Coal, $891.90; wood, $150; removing ashes, $24; 
Light, | S2oU-OUGuaNaAver, hou Stowe v's ho 1. « wie dius Fe % Bangs s saslnyehorel RAE © * AORN alee aa\a: ote 


Victoria, Meteorological Observatory:—Caretaker, F. Le Poidevin, $1,380; labourer, 
$72; janitor’s supplies, $70.49; coal, $233.20; wood, $15; repairs, $158.64; light, 
SEDO.04 AWARE use Cast tent « Cate as 5 Habe 9 Beh omer: Sates dg ieee eetone 

Victoria, New Post QOffice:—Caretaker, W. McKay, deceased, April 1-Nov. 30 at 
$1,520.04; cleaners and helpers, A. J. Farrell, $900, W. J. Gower, $1,200, J. P. 
Gropp, $1,200, J. Harriss, $1,200, W. H. Johnson, $1,140, H. Kent, Mar. 9-31 at 
$900, R. A. Scott, April 1-Dec. 31 at $1,140, Jan. 1-Mar. 31 at $1,200; electrician, 
H. Ward, $2,251.92; elevatormen, T. J. Evans, $1,260, W. Johnson, $1,260; 
engineer, T. J. Arnall, $1,680; firemen-labourers, P. Coleman, $1,260, P. Davis, 
$1,320; seasonal fireman, L. Guptill, Oct. 1-Mar. 31 at $1,140; labourers, $1,092; 
Island Window and Carpet Cleaning Co., $260; janitor’s supplies, $624.50; furni- 
ture, $1,774.99; coal, W.-J. Dunm, $3,722.62; wood, $30; removing ashes, $300; 
repairs, $1,294.55; electric lamps, $542.88; freight, etc., $148.52; light. $2,146.58; 
power, $693.90; water, $175.36; telephones, $279; uniforms, $49.45............... 

Victoria, Old Post Office:—Caretaker, W. J. Bowden, $1,320; labourers, $138; 
window cleaning, $30; janitor’s supplies, $67.63; furniture, $267.25; coal, $175.94; 
electric heat, $353.39; wood, $9; removing ashes, $18; repairs, $457.90; light, 
SLIM SAWALCT. (D207. 5 > seem nates bo ins. tended eiieta a higmaataiecins all's ods are,gcardinncione ah. an 

Williams Head, Quarantine Station:—Coal, W. H. Thornton Co., Ltd., $3,409.27, 
accounts under $1,000, $993.45; fuel oil, $18.10; wood, $335; gasoline, $542.76; 
Ra eer) Can eh ee ee Giclees MAS ES. « nails Qik SUSUR RMON PR S's, 5: oh akg’ ise 6 MG atadeewreny 6% 

Minor Offices:—Furniture, Aldergrove, Post Office, $16.20, Alert Bay, Indian Office, 
$55.33, Belle River, Post. Office, $5.10, Campbell River, Post Office, $3.30, Shaw- 
nigan Lake, Post Office, $8.40, Vancouver, Forest Products, $18.25, Forestry 
Branch, $82, Gas & Hlectric, $160.65, Grain Inspector’s Office, $98.05, Marine, 
$28.05; repairs, Hazelton, Indian Office, $2.87, Kelowna, Agriculture, $4.50; 
cartage and freight, Royston, Post Office, $2.75, Shaughnessy, Military Hospital, 
$6: ppambing maw boxes: ab 2. howns:. $6... 0 cc be! ea TRL. EL Sey ure 

British Columbia, Buildings Generally:—Travelling expenses, T. J. Arnall, $307.56, 
J. G. Brown, $975.61, C. F. Dawson, $1,135.80, H. Ward, $81; King’s Printer, 
printing, $69.05, supplies, $351.39; blue prints, $70.80; electric lamps, Ahearn & 
Soper, $1,732.92; express, etc., $5.08; gasoline and oil, $175.68; motor licence, $2; 
Cia $242; telegraph and telephone, $199.78; sundries, $4.51; car repairs, 


33 


“CANADA BUILDING,” LONDON, ENGLAND—LONDRES, ANGLETERRE 

Salaries and Wages—Tvraitements et salaires:—Janitor, G. Cope, $1,328.60; 
engineers, F. H. Babcock, $913.48, N. W. Sheppard, $982.09: liftman, W. T. 
Halton, $898.39; cleaners, $3,929.68; care of clocks, $28.73...5.....0..00c0e00e8- 

Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Trollope & Colls, installing and renovating flood lights, $661.26, sundry repairs, 
etc., $2,160.65; accounts under $1,000, electric supplies, $249.90, fuel oil, $496.80, 
furniture and furnishings. $650.02, gas heating, $667.78, janitor’s supplies, $381.14, 
repairs to lift, $143.24; window cleaning, $306.59; sundries, $522.14............. 
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Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete.—Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
“ GANADA BUILDING,’ LONDON, ENGLAND—LONDRES, ANGLETERRE-Oone.—Fin 
Viscellaneous — Divers:—Charing Cross Electricity Supply Co., light, $1,808.84, 
power, $1,068.90; Commissioners of Crown Lands, rent, $9,733.33; H. M. Treasury, 


taxes, $8,913.88; Metropolitan Water Board, water, $2,182.38; accounts under 
$1,000, dictograph maintenance, $72.70, fire insurance, $164.25, unemployment 


insurance, etc., $160.56; uniforms, $99.76.......6. cece eee eee cece ete eee eens 24,204 60 
; 38,525 09 
GENERALLY—EN GENERAL 
Northwest Territories:— 
Aklavik, Medical Officer:—Furniture........ a heh mh Sh arth ats agen Ay Wnt, ye oh 219 44 
Aklavik, R.C.M.P.:—Furniture .........-.-. side ls Luk wea Le tee Cri ses eit ater 82 02 
Coppermine, Medical Osficer:—Furmiture 1... sees cece eee eee et ete eee eens 11875 
Fort Smith, Engineer’s Office:-—-Furniture, Ottawa Typewriter Co. Ltd., $1,139.75; 
rent, I’. Conibear, May 15-Mar. 31, $1,260......... 600s eee eres eee eee nee e tenes 2,399 75 


Dominion Buildings Generally: —Making and assembling bag racks for Post Office 
Dept., D. Clark, $1,577.80, McIntyre and Taylor, Ltd., $2,314.31, Northern 
Plumbing and Supply Co. Ltd., $1,129.85, accounts under $1,000, $2,734.17; sorting 
tables, bins, etc., Art Furniture Co., $5,704.09, Canadian Public Booth Co., Ltd., 
$4,628.55, Corbet Foundry and Machine Co., Ltd., $4,535.40, Interior Hardwood, 
Ltd., $6,359.69, Office Specialty Mfg. Co. Ltd., $5,039.38, Preston-Noelting, Ltd., 
$1,387.24, accounts under $1,000, $1,566.95; brass grills, $617.50; cartage, $11.67; 
freight, $84.71; King’s Printer, printing, $4.32; postmasters’ boxes, $65.65; waste 
paper baskets, $661.34; sundries, $112.76; advertising, $973.79..........+..5+55. 39,509 17 
42,3829 13 
Adjustments — Ajustements :— 
Salaries:—Springhill, N.S., Post Office, A. L. Canning, short paid in 1929-30, 
$5.89; St. Stephen, Post Oflice, B. J. Maxwell, short paid in 1929-30, in lieu of 
quarters, $5.83; Montreal, Labelle Building, J. H. Desjardins, short paid in 
1929-30, $2.72, A. Monette, short paid in 1929-30, $2.72; Arnprior, Post Office, 
R. Tait, short paid in 1929-30, $100; Atholville, Post Office, J. L. LeBlanc, . 
overpaid in 1930-31, $5.60; Montreal, Labelle Building, H. Lalchapelle, over- 
paid in 1930-31, $2.68; Souris, Post Office, T. E. Llowarch, overpaid in 1930-31, 
$275; Regina. Post Office, A. E. Payne, overpaid in 1930-31, $5.89; Vancouver, 
Examining Warehouse, F. Townshend, overpaid in 1930-31, $55..55..........- 461 33 


4,511,084 50 


Less— 


Over refunded by Pcst Office Department for rent of Copper 
Cliffe; Onty /PostiQMice.0/.). oe Se co Bid ieies Saha lelotas +)4)4 <lelp otatsiateh $ 70 00 
Refund for lamp broken in Winnipeg, Man., Minto Barracks. . 52d 
Refunded by Permanent Construction Co., at Wainwright, Alta., 
Post Office, re repairs to draim..........2cce cess sees eees - 75 00 
Refunded by Canadian General Electric Co., charged in 1929-30 
at Vancouver, B.C., Buildings Generally...............0.26-. 4 10 
Refunded by J. A. Barry, caretaker, Fredericton, N.B., Post 
Office, salary yvaverpaid , in) 1920-G00 a iciuyteZ,linge © © eteive pide alee 8 06 
Refunded by E. L. Kelly, caretaker, Arnprior, Ont., Post Office, 
galary overpardeits, 1929-30. oy icitats «fs cuba Seth byeidde «ayalncte seen 75 00 
Charged to Dominion Public Buildings, Improvements, Repairs, 
etc. 
Votes 120, 19*—Maritime Provinces........... (Page V—13) 55,498 84 
Wote ! 121s Oe ee eos oa leans avcimaiie hele mean oo (Page V—14) 109,965 75 
Votes 122; 21% --Ontario shi. eee Ae. asad (Page V—16) 132,057 43 
Wie: 6 2S Naa iy sia. olias's w ab tiers slice wide ose t (Page V—20) 21,908 37 
Votes 124, 22*—Saskatchewan............e0. (Page V—20) 20,499 95 
Vote 125-—Albeprat ty Ae. sk. oc vk ee eee antes (Page V—22) 12,286 94 
Vote 126—British Columbia «....25%. .oU sete eee (Page V-—23) 45,086 92 
Vote 127--Dominion Public Buildings Gener- 
LH. te OME wets 5 re) notes we selene (Page V—29) 3,326 95 


400,968 56 
Total (see Summary — voir Sommaire, page V—168)............e0e- $4,110.115 94 


4 Part V—91 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite ' 


Votes_Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Con. — Loyers, réparations, 
ameublement, chauffage, etc.—Suite 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


Charged as follows — Imputées comme suit:— 


itti er Test andi tarnitere ss ds Ms AL ODL SOMME Mates Panties 204,999 82 
Fees: Sea a Ana en Hine ae De hk ee aml ie 414,963 59 
Lighting and Power for elevators, stamp cancelling TRAC LINCS. CUCL ec ais Mere a efv.cte ate 329,986 14 
PEDES) ote Os a Ee, Netra trent ed ain aR lial 9 “ol eater abel alinei cleilea asi Make abe yale: of sieuanenens 1,880,006 34 
Salaries of caretakers, firemen, etc........ AD ceblne MERO acl tay ise sly statilad «(alee inant e 1,141,853 67 
Supplies for caretakers, etc..........+..- into aug «a pal le aa DBL a Oh oh LEI cc 66,953 65 
Ror UMM Nr aes Nmmret Manne Neen er tek hs! Nha ee nite Pg FIM ey 71,352 73 

fA CRT RL cM decemmplgs ob i ve peat ol gAMab ate PE PU Dag yh oleate a Ae sl AE oe $4,110,115 94 
Classified as follows — Classifiées comme suit :— 
Salamon: Ge NVATCS be ES. ea Acie ak «halt al des citictel oc Vern sbevequstiy yoieiel o's 1,138,091 51 
RP Ore Lie (BUTI 9 LAAs car se Sepa d'sg shelley diaipelian)<t #k Seahis Brel cn yenay sa ieee gh 4 39 95 
Materials, Supplies, Repairs, .Gemeral..... 0.605. cccceceswnneeeens 704,124 18 
Pee Re ca LIOMONY 1 aictt sla ial os. ere icieie:es 4 $:4 S78) 01%) «ioe ¥i eo atay e/a wie ols __ 429 86 
Mite! la nO us isi ois/siecereid 95 sco oktaa bid We a er nde GR Seda Lidtahele atic 2,267,028 56 
DPS INE CNL eb i aav ec Sebasls GPa eh ol slave att ote 4 Sata’ «dh Bet hats 4 0. «0 0) owe 405 217 96 
SARA CEPO RMN Wiha tee Psa steak dil F odeket he ‘ai Sorat. 4s span git tals sieioie ATS ARSE AMe 9.6 siiain 123192 


$4,110,115 94 


DOMINION IMMIGRATION BUILDINGS: REPAIRS, IMPROVEMENTS, ADDITIONS, FURNITURE, 
ETC. — EDIFICES DE L’IMMIGRATION: REPARATIONS, AMELIORATIONS, 


’ AMEUBLEMENT, ADDITIONS, ETC. 
St. John, N.B.:--Plumbing and heating repairs, $405.62; sundries, $71.54.......... 477 16 
Sts Leonard =—-Repairs.£0 electric. WITINE © oie y is ejecrusiten ariadniorgse Fon manne Bt acoken, oe ob gakens 10 23 
Armstrong, Que.:—I. Gilbert, general repairs, $1,280, less $48 retained until the 
COMICON Ha AIIM tN COOLS ui cate cs es cons > Slee Ati icin deere ttc te. s cytiane ecu aala ote eee & 1,232 00 


Montreal:—Labour, $76.80. Materials, supplies, repairs, ete.: Thos. O’Connell, 

supplying and installing steam boiler, $1,321, supplying and installing oil burner 

and repairing hot water tank, $875; accounts under $1,000, 12 ash cans, $95.40, 

electrical work, $89, repairing floors, $1,486.17, sundries, $180.41................ 4,123 78 
Quebec:—Electrical work, $654.09; elevator repairs, $130.70; hardware, ete., 

$221.97; linoleum, $232.48; painting and repairing Red Cross Nursery, $274.60; 

plumbing and heating repairs, $1,212.12; removing rubbish, $120; sundries, $186.51 3,032 47 
Kingston, Ont., architect’s services, $15; Pigeon River Bridge, sundries, $41.50..... 56 50 
Winnipeg, Man., No. 1:—H. Pearn, interior painting, renovating, etc., $1,446; 

accounts under $1,000, chairs, $102, plumbing and heating repairs, $591.20, repairs 

to screens, doors and windows, $302.90, sundries, $319.70...............ccceeees 2,761 80 
Winnipeg, No. 2:—Malcolm Construction Co., repairing and painting exterior, 

$1,190; accounts under $1,000, plumbing and heating repairs, $139.25, sundries, 


SIGS 8 Mette OMe ene Re oe mi ere WN ak Ra I 1,348 39 
West Poplar, Sask., padlock, $2.25; Calgary, Alta., cabinets, $69.95................ 72 20 
Coutts, electrical work, $12.50; Edson, scavenging, $6.......... ccc cece wee c cece ees 18 50 
Edmonton:—Office furniture, $108.19; sundries, $42.338........ 0... ccc eee eee eens 145. 52 
Falher :—Stoves, etc., $109.86; sundries, $92. ........c0ccccbectedceeereddeewsd cer 201 86 
Grande Prairie?---Painting and (epaivime ... Yin. Geeals als deadl ale cig hla biglevelale we wer lthe 596 00 
Peace iver uae: $05.;) enemies, 816, 75.0505. «bees mee ea Oe uo eer euchave doll Nonttdie S175 


Vancouver, B.C.:—Thompson Heating & Ventilating Co., renewal of gutters, etc., 
$1,050; accounts under $1,000, cabinets, - $611.58, electrical fixtures, wire, etc., 


$158.51, plumbing and heating repairs, $771.78, sundries, $292.88................. 2.884 75 
Victoria:—-Linoleum, $132.30; repairs, $606.65; sundries, $112.22.................. Salnd7 
Total (see Summary — voir Sommaire, page V—168) . Mate Rene i oben aa $ 17,894 08 
Classified as follows—Classifiées comme suiti— ttt ti i sti(isti‘C~;‘<; ht 
Pe LAND 7a THIN VCR W i tela sheidiewns Caleta SIS aan a ah, cet ee 76 80 
Materials, Supplies, Repairs, ete... ..0......0s0ceeceaeeceacee's Rade 17,773 54 
DIIECOMANSOUS Eee ON etiie ade ws Semen aes Coe colle dab 43 74 


$ 17,894 08 


Part V—92 : 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes-Crédits 128 & 24* — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc.-Conc. — Loyers, réparations, 
ameublement, chauffage, etce.-Fin 


Dominion Public Buildings—Conc. —- Edifices publics du Dominion—Fin 


DOMINION QUARANTINE STATIONS: MAINTENANCE AND REPAIRS 
STATIONS DE QUARANTAINE DE L’ETAT: ENTIRETIEN ET REPARATIONS 


Halifax, N.S., Rockhead:—Repairs, $1,223.05; sundries, $112.66.................. Bye bil 
Chatham, N.B.:—Repairs and improvements to river bed..............scccceees 640 00 
Tracadie Lazaretto:—S. Arseneau, repairs and improvements to Lazaretto and 

Medical Superintendent’s residence, $1,425; accounts under $1,000, filling ice 

house, $120, repairs to drainage system, $435, BUNAHICS, EICIUS ies stints owes one 2,149 94 
Father Point,’ Que.:—Plumbing ‘and! heating repairs. :.¢ 52250 22s. ii ieee 111 29 
Williams Head, B.C., Quarantine Station and Bentinck Island, B.C., Lazaretto:— 

McDowell & ‘Mann, plumbing and heating supplies, $1,060.44; Northern Electric 

Co., new plates and electrolytes for batteries, $2,194.50, supplies, $7.50; LL. G. 

Scott, plastering, painting and general repairs, $1,382: accounts under $1,000, 

electric supplies, $126.79, hardware and paint, $789.37. lumber, $383.59, oil, 

$266.43, repairing engine, $697, repairing locomotive boiler, $525, sundries, 

PEDO GOS cise Cae aes eee, ee eat ale Meee reesei ot Steve seo oMete cistene eras eraiaes Itane tte ata denn ts mnerare 7,588 28 


VICTORIA, B.C., ASTROPHYSICAL OBSERVATORY (LITTLE SAANICH MOUNTAIN): 
MAINTENANCE, REPAIRS AND IMPROVEMENTS 

OBSERVATOIRE ASTROPHYSIQUE DE VICTORIA (LITTLE SAANICH MOUNTAIN): 
ENTRETIEN, REPARATIONS ET AMELIORATIONS 


L. G. Seott, on account general repairs, $3,200, plumbing repairs, $334.25; accounts 
under $1,000, plumbing and heating repairs, $357.37, sundries, $196.07.......... $ 4,087 69 
(See Summary — voir Sommaire, page V—169.) a ae a 


YUKON PUBLIC BUILDINGS —- EDIFICES PUBLICS DU YUKON 
RENT, REPAIRS, FUEL, LIGHT, WATER SERVICE AND CARETAKERS’ SALARIES 
LOYERS, REPARATIONS, CHAUFFAGE, KCLAIRAGE, SERVICK DES KAUX ET SALAIRES DES 
GARDIENS 


Carcross:—Supplies, $78.80; wood, $240; water; $6.50....:.0..008 02.00. LoL. 325 30 
Dawson, Administration Building:—Salaries and wages: caretakers: at $190, C. 

Corbeil, $2,280, J. Wyness, $2,280; acting caretaker, A. Ransley, 52 days, 

$318.72; labourer, J. Mellish, $2,111.52; sundry labour, $691.19. Materials, 

supplies, repairs, ete.: Hickey & Dubois, 352: -987 cords wood, $5,376.43; accounts 

under $1,000, lumber, $400.77, plumbing and heating repairs, $258. 38, supplies, 

$122.80, sundries, $176. 28. Miscellaneous: advertising, $13. 50, light, $1,296.42, 


telephone service, $285, water, “S1/8362 sundries S$46198. tt. eb. .t ee 17,493 99 
Dawson Carpenter Shop: —Loek, $4; light, Be Pe LET ae i STEN ANS nan ee ee 25 00 
Dawson Government House:—Labour, $57.50; water, $635; sundries, $3.13......... 696 63 
Dawson Indian Oltice:—Repairs, etc., $28. 85; wood, $90; light, $91 eM esne s eeGA s Ce Bao SO 
Dawson, Mingo atk: “Mowing? ares: ete aot BE) OTE Ue es oe ee eee 46 62 
Dawson, Post Office Building: —Labour, $203; supplies and repairs, $28.75; water, 

“IOS AA REL oh Sey Ni) eM Ee Ca he OD ne eh coats Aha Agha 867 75 
Dawson, "R.C-MePe uOihice:—Steeh, cabinet ...7 2). wren te. Cee cea hee ee fe en ees 74 76 
Dawson Buildings, Generally:-—Radio messages... 2.2.2.2... cece ecc es caenersecees Selo 
Mayo Landing, Post Office:—Supplies, etc., $68.75; wood, $232.50; light, $59.40; 

PERC RBO0, sete ed a cake a ced PUAEUNE td Oe ete hee | Une SUE DEERE Re 2a 660 65 
Mayo, Mining Recorder’s Office:—-Labour, $164; supplies, etc., $43.25; wood, $180; 

light. so2o..0epreines eaOun) Waller, el. cr fee mie ig iad. sahara). ome fe een ie, oh alate 728, 95 


Whitehorse Public Building:—Salaries and wages: caretaker, Jas. Porter, $1,980 
(quarters $300, not included): fireman, 5 m., $125; labourer, A. Saunders, 36 d., 
$150. Materials, supplies, repairs, etc.: installing plumbing, $250; supplies, etc., 
$114.83; wood, $672. Miscellaneous: light, $475.80; scavenging, $180; water, $180. 4.127 63 


Total (see Summary — voir Sommaire, page V—169).................. $ 25,184 88 

Classified as followee = Olassifices comida @uit:son a Liane Lea ey ne eRe 
Salaries ‘and WWWaredermertr eh. s'.'. spay entices eset wre ee enenre eae 10,300 93 
Materials, big sass caer GUC. Ee Re enero Rete te a eteaeeneet tara: are 8,484 90 
Miscellaneous. Sais Mae iodo b ais: aii haneelt sole Nee taee oR tot eta «te 6.399 05 


$ 25,184 88 


Part V—93 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 129, 371 & 25* — Harbours and Rivers — Ports et riviéres 


Nova Scotia — Nouvelle Ecosse 


Annapolis Royal, wharf repairs:—Labour, $2,336.71; hardware, $487.18; timber, 
$2,969.34; transportation of supplies, $242.79; sundries, $151.18................. 
Baker’s Point, wharf repairs:—-Labour, $577.35; timber, $497.10; sundries, $75.46. 
Ballantyne’s Cove, breakwater-wharf extension:—Inspection, $166.50; printing, 
$2.11; advertising, $85.86; inspection fees, $22; construction, J. A. Arbuckle & 
/; a VW a slason onraccount contract;(Ss,2000.. Gre PGE MIO OR Pe 
Barrington Cove (Sydney Mines), wharf repairs:—Labour, $1,747.20; hardware, 
O14240654 timers SP.009:693 veundries. "Soares. tee I OU OF Rae? 
Barrington Passage, ice piers:—Inspection, J. K. McKay, $1,302; sundry labour, 
$7,324.15. Supplies: KE. K. Spinney, Ltd., cement, $610, hardware, $589.15; 
accounts under $1,000, 4 corner plates, $298.34, gasoline and oil, $184.72, hard- 
ware, $135.07, sundries, $241.66. Printing, $1.92. Miscellaneous: advertising, 
$101.14; auto hire, $155.10; board of J. K. McKay, $202.50; sundries, $111.36. 
Construction of ice pier No. 4, contract complete, M. A. Nickerson & R. Irwin, 
$17,083.37, less $3,060 paid in 1929-30, page V—88 and less $497.05 for materials 
MCG py Ws Les bid she a rig A Leite lly aA as ae de uae spe oA AM a del Dp» iE fae 
Barrington Passage, wharf repairs:—Labour, $1,675.65; hardware, $419.51; timber, 
Re awiny7$t.125.43, accounts’ under $1,000° SO73:8S ee. Sik es ce ee nas ot 
ier Cove, wharf repairs:—Labour, $2,291.73; hardware, $158.34; timber, 
Black Point, improvements:—Labour, $771.35; gasoline engine and hoist, $415.36; 
hardware, S102:07> timber, "$473.99>> ‘sundries, ‘$35.43... rr TP, te he 
Breen’s Pond, breakwater extension:—Inspection, $193.50; printing, $1.77; 
advertising, $84.78; inspection fees, $17.54: construction of extension, C. R. 
MacDonald: contract ‘complete, $7,569.00 0051 okt be lh keer se labe a sie ae Pees 
Broad Cove Marsh, breakwater-wharf extension:—Inspection, $585; printing, $2.09; 
advertising, $86.88; inspection fees, $24.67; contract, McLeod & McKay, on 
ACCOUNT, SLOT Ota Cee CeO ace WRN UNA. | UNS EA” Taber e RINT ipa Se hin noe | ey ( 
Brooklyn, extension to breakwater:—Inspection, $1,093; transportation of in- 
spectors, $424; contract, A. S. MacMillan, on account, $40,880...............- 
Cape Auget, breakwater extension:—Labour, $2,184.50; hardware, $179.26; stone, 
O21 800; timber, $),025:00> sundries, “$8425.02 11. Me DG SOA ORE a reine ains 
Cape St. Mary’s, groyne:—Labour, $2,647.45; hardware, $225.74; timber, $978.11; 
MATTOS, (LS se A ithe ee cel et OE ADEM ees cd Clam ea cuhaheaane shi itade OW td Gia 
Centreville (Shelburne-Yarmouth Co.), wharf repairs and reconstruction:—Labour, 
$1,257.90; hardware, $297.59; timber, J. J. Cox, $1,046.50, accounts under $1,000, 
dO s oe SUINELT Bast Me LOG: i420 2 8 Eee eV We ale laks Hate bate lath dali dtitt dat Wlolid h distal t's oo 
Charlos Cove, breakwater extension:—Inspection, $228; construction of extension, 
aye ae Gerroir, contract complete, $8,608.14, less $1,820 paid in 1929-30, page 
Chegoggin Point, breakwater extension and repairs:—Construction of extension, 
Comeau, Gaudet & Comeau, contract complete, $12,135.26, less $9,870 paid in 
LODO eSO DASE e Ve OO Pay eth srarehars) Maternity Monee s WANNA 6 A A Warebelal ele bles hel eiete sw vol eral anette id 
Cheticamp, wharf reconstruction:—Labour, $2,012.79; hardware, $243.77; timber, 
DUAN Os RUINITLES| SUDO TONS Sere Oly OU RIN rete SLUR eR oe Gi miete aiteln @ied ater 
Clark’s Harbour, wharf improvements:—Labour, $971.25; hardware, $173.85; 
ern er S242 O50 ym rice O24 Pe ck leet eee ee ea VRE TS Ee MEN Hide d tetany eens 
Cow Bay, (Port Morien) breakwater repairs:—Labour, $1,952.80; materials: J. A. 
Leslie, hardware, $14.88, timber, $1,108.50; accounts under $1,000, hardware, 
29006, timbers? $524.90, sundries, SUM G6. 2's SEMI, iS OU TI 1a ed 6 che 
Digby, harbour improvements:—Inspection, $2,096.24; sundry labour, $3,919.67. 
Travelling expenses, $45.90. Supplies and repairs: Standard Construction Co., 
Ltd., timber, $4,487.89; Vaughan Electric Co., Ltd., installing electric wiring 
in freight shed and elevator shafts, $4,666; H. T. Warne, timber, $1,668.05, 
sundries, $24.85; accounts under $1,000, hardware, $1,091.36, painting elevators, 
$170, timber, $1,400.80, sundries, $73.96. Printing, $2.11. Miscellaneous: 
advertising, $55.56; inspection fees, $319.91; sundries, $1.10. Contract work: 
dredging complete, St. John Dry Dock & Shipbuilding Co., Ltd., 46,239.3 c.y. 
at 80c., $36,991.44; repairs and extensions to pier and_ warehouse, Standard 
Construction Co., Ltd., contract complete, $185,353; supplying and installing 2 
electric freight elevators, Otis-Fensom Elevator Co., Ltd., on account, $37,550. 
Kast Ferry, landing slip:—Printing, $30.09; advertising, $60.45.............-. Ree 
ae Port L’Hebert, wharf repairs:—Labour, $531.55; timber, $574.91; sundries, 
ASCO eee ee aT Ree ae Ca, cone SR RES Soc eae eis ca eee ard sic ose mine 


Hcum Secum, wharf extension:—Labour, $1,399.15; hardware, $104.20; timber,. 


Dit Ae tee eee ER set a amr ch 6 ntirege <r str Eee se. teosee mines Spee earns’? ed efoue sense 


* Supplementary estimates—Crédits supplémentaires. 


6,187 
1,149 


8,566 
2,983 


24,783 4 


3,904 
3,000 
1,798 


7,867 


6,268 
42,397 
3,995 


3,985 — 


2.995 
7,016 


2,265 
4,594 
3,212 


4,197 


279,917 
90 


1,195 
2,699 


20 
91 


47 
95 


54 


54 
32 


Part V—94 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes—Crédits 129, 371 & 25*— Harbours and Rivers — Ports et riviéres 


Nova Scotia—Con. — Nouvelle Ecosse-Suite 


Ecum Secum, wharf repairs, (Antigonish- BB IEE OTS Co.) :—Labour, $1,103.85; 
hardware, $146. 58; timber, S717.46° (sundries, : 50/00‘. ucntersteiss dua > aeeientineerrad 
Fourchu, harbour improvements, The British eae Corporation (Canada) to 
pay one-third of cost: —Dredging complete, Halifax Dredging Co., Ltd., 47,735.3 
cy. at 75c., $35,801.47, less $16,475.85 paid in 1929-30, page V—39; inspection, 
$337; less contributed by Corporation, $6,554.21, Whart repairs: labour, $461.95; 
timber, SS ZO a talk RAINS Balls We RR aoc) aa Nie ade ite Cole et, auc eS OAL FL eee 
Glace Bay, wharf reconstruction:—Inspection, $883; sundry labour, $94; filling, 
N. N. McDonald, $1,275; sundries, $52.30; reconstruction of wharf, A. Me- 
Askill, contract complete, $12,917. 87, less $1, 470 paid in 1929-30, page V—89.. 
Grand Etang, repairs to pier: —TLabour, $1,496.65; timber, Canada ‘Creosoting Co., 
ae $1, 250, accounts under $1,000, $30. 36; sundries, $197. 68; inspection fees, 

OUD is ‘9 s\ «dela roltabebisls wimin vegeueleneds oi Aly PRMRENE Ceo ae Sle. Clas otbe ete dusis MtaecatcR ssi Pie & Wis sialiei. fae 
Hantsport, wharf improvements and dredging:—Labour, $2,708.05; hardware, 


$363.93; stone, $882.37; timber, $1,588.04; sundries, $27 ANT eis he cL Re wee 
Inverness, repairs to harbour works: —Labour, $2,304.42; hardware, $257.13; timber, 
$O23.405 Sundress G22.20 Meie > wig pigstieiecs, > oietely & Pha] -aevnus eine eine cieinens.< Sa pene leis ee 


Iona, wharf repairs: one fate $800.74; hardware, $415.06; stone, $267.50; timber, 
30100045" sUNndiies, “ISG.S8 sa.) lias cant oes s Gaeetbns ais at eee Oe Rane ke ae ae ee 
Israel’s Cove, breakwater: —Inspection, $175.50; contract, Comeau, Gaudet & 
Comeau, on account, SAW NOES OE MERMAIROR I obey AR Mer Oe ELE SR MR Oe DUAL AT Re hy 
Joggins, repairs to breakwater-wharf:—Labour, $2,377.74; hardware, $211.85; 
timber, 61, COS. B17, veasctaaBrerels bc SOR RR Te se eae el catia Wee: bi kea ie Bade. else ays ce eae 
Jones Harbour, breakwater repairs:—Labour, $1,294.89; hardware, $115.67; 
timber, $589.34. Bec ere io Sats, Sia cake le Wianerehate ae oie ote MOE MORI 5 ln bit feslenceie! eles aceh a eee 
Kempt Head, wharf extension:—Labour, $1,299.75; ballast, $375; hardware, $511.16; 
timber, $632. 66; sundries, $24.40; miscellaneous, sundries, $43.06 wanielensrd «ROR ee es 
Larry’s River, wharf: —Labour, $2,800.30; hardware, $258.08; stone, $423.19; 
timber, $1,175.39: transportation of timber, $337.86; sundries, $81.55; auto hire, 
$30; legal services, $42.60; purchase price of land, $350........... ce ccececcccee 
Ledge Harbour, breakwater extension:—Labour, Hane Oe hardware, $428.59; 
tintber,’ $1,522.84: sundries. $154.83; anto: hire, SLUGO vids hk one 6 ee REM ee © slaatote 
Little Anse, breakwater repairs: “ifnapéection, $364.50; eae $2.64; Cpe 
$126.28; inspection fees, $62.03; contract, T. D. Morrison, on account, $7,160 
Lloyd’s Cove, (Sydney Mines) breakwater: —Inspection, $320: printing, $32. 21: 
A Od $70.54; construction of breakwater, H. McNeil, contract complete, 
Dh eo Es 0: MR One Om ene MnP Rt DHE MEO MAD ary Sen oat aN CUCM IM YD cl BARNA OPS ogee gue at 
Lockeport, becuknanter extension:—Printing, $1.92; advertising, $91.44.......... 
Louisburg, wharf:—Printing, $43.76; advertising, $293.94; legal services, $67.50; 
contract, C. R. McDonald, on account, $12,900; purchase price of wharf property, 
ED 9 Lewis Bey DO0) ibis sHeke Aes eae Se ee b Miche pane lori “US kp th crete elles celica tout Ree Temes 
Lower Woods Harbour, wharf repairs:—Labour, $27; auto hire, $5.80.......... 
Lunenburg, dredging:—Inspection, $896; printing, $2.92; advertising, $131.50; 
sundries, $5.50; dredging complete, Beacon Dredging Co., Ltd., 160,588.8 cy. 
BHD. SSS 20.53); F220 CYL AL SO, Sl OcOUs Fale Sop ile he cisl he eh RN As a inet ea ee 
Malagash, wharf extension: —Labour, $1,311.80; hardware, $123.07; stone, $349; 
timber, BO VATA ie alesse o'ialnla a gtag tattle! den etacdee ie COR taT RRS aie occ ak erat HRD ER at, PUA De eae RM ME 
Margaree Harbour, repairs to harbour works:—Labour, $2,265.25; hardware, 
$116.89 stomesS3815' timbers $1,222.04; stone, $low dw. 6k 2 ci keane seeing: Caw nals 
McKay’s Point, (Judique) breakwater repairs:—Labour, $1,375.05; hardware, 
PODO4S EINE a t09 tcc Kintista w ebe Aepiai's® dak Dabok COM 5. cor balakutay a phaiet lace hatte pa Mencii tenia sbi a 
Meteghan, breakwater extension:—Inspection, $283.50; printing, $3.10; od ee 
$56. 96; construction of extension, C. R. Macdonald, contract complete, $9,124.60. 
Meteghan, harbour improvements: =Inspection, $270; printing, $2.43; advertising, 
$56.15; dredging complete, Beacon Dredging Co., Ltd., 25,668.8 cy. at 95c., 
$24,500.00." PEGI tl. 6 kN MOL APE AN) D'S eek oe ae: 2 2 
Newellton, wharf extension:—Labour, $1,601.90; hardware, $174.60; timber, 
$1,142 91; SUMATAGR MOT Lda) se. alle tA Ee GE OR OPT SERe cabana eee 
New Harbour, (Antigonish- Guysboro Co.) breakwater repairs:—Labour, $1,828.39; 
cement, $639. 505 *tumiber, $160.20 5 “sundries $62.48 0.00002 , OO no eo Le 
Northport, wharf: —Labour, $224.52; hardware, $178.60; timber, $812.30; sundries, 
Petit de Grat, wharf and dredging:—Inspection, $229.50; printing, $2.10; adver- 
tising, $49. 29: sundries, $1; construction of wharf, Morrison, Doyle & Doyle, on 
account contract, $1, 830; dredging complete, Beacon Dredging Co., Ltd., 
21,676.7 cy. at $1, $21,676. 7D! 139.6 cy. at’ $12, $1,675.20,,19:3 cy: at $6, $115. 80, 
overcasting, 3,068.1 cy. at 662c. $2,045.40, less $16, 047 47 paid in 1929- 30 
page V—OO0 is eisai on Gace y iy vi biele & a hice pop oie > 0 dle Pele tROIUINIELGHD chat ante) iat Pie ier artaae 
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Pictou, repairs to railway wharves:—-Liabour, $6,208.93; blacksmith work and hard- 
ware, $1,596.10; timber, D. I. Fulton, $1,170.74, accounts under $1,000, $3,010.23; 
PULCU TORY Ets MD SY eS ed ooh Mec hci prete'eraboteratateretel Moved wi edma deme mead & « 

Pictou Landing, completion of breakwater:—Labour, $889.95; hardware, $37.66; 
ppone(SO10s) Fimbers SSH 2660) beet as GRE hide An rdtebee che lseleiahe Ce Wal sibine aiere mane 

‘Port George, breakwater repairs:—Labour, $3,661.32; hardware, $425.81; timber, 
S87 1.87 ; ‘summries si G2 H05 £2N8 5 Sr Det Bie. ROR 5S alse Gl 5a eins Senior «shel ateitdaieino sai «ate 

Port Greville, groynes:—Labour, $853.56; timber, $334.98; sundries, $123.95.... 

Port Hawkesbury, wharf repairs:—Labour, $3,056.67; hardware, $336.39; hoist, 
Saher timber, A. McIntyre, $1,303.09, accounts under $1,000, $761.45; sundries, 

Oe ae eee er eA 8s CEE, OE Na huorenebiaiateh sts wisiie «ted gal cesirare Salman te 

Port Hood, wharf extension:—Labour, $1,187.80; hardware, $216.53; stone, $187.25; 
BRADED S OSO S502 SUNG LOR a Be On ie Bia tena elain/ohe ated @ LN: sim gant did) sicheheher se tye! #-dde-e shape 3. + 

Port Maitland, breakwater extension, to complete payments:—Construction of 
breakwater, A. S. Millan & C. R. MacDonald, contract complete, $66,933.54, 
less previous payments, 1928-29, page V—S82, $14,370, 1929-30, page V—90, 
ee ie ee A cE eM oe, Bc nies, AN aaa atin a sient chascec'o/ auehean ie as em alecn ian srane es = Ae 

Port Williams, wharf extension and vessel bed:—TInspection, $510; printing, $34; 
advertising, $154.34; legal services, $56.35; contract work, H. B. Bigelow, con- 
struction of wharf extension, contract complete, $9,768.55, construction of ex- 


tension to veseel bed, on account contract, SLOTO I. ey i ee eee tee ees 
Poulamon, wharf repairs:—Labour, $998.63; hardware, $172.49; stone, $146.27; 
nimper/“sioc.oe> transportation of. “timbers $145,607 % ose his cra ire acs ee tees 
Pugwash, repairs to departmental railway wharf:—Labour, $1,494.65; hardware, 
Sel0.95s > timer. St. 610-50" Sundries) "$83.82 Vee. Fee OO Pee SA, 
Sandford, breakwater extension:—Printing, $29.57; advertising, $61.45.......... 
Sandy Cove, breakwater repairs:—Labour, $1,914.90; hardware,- $191.88; timber, 
C1213 FBI TeSstSOOLOS Neeser fee ELS DRO ok Ls 6 WT Se ds. GR 6 MU 


Sheet Harbour, dredging:—Inspection, $361.50; printing, $2.90; advertising, 
$100.12; sundries, $7.27; dredging complete, Halifax Dredging Co., Ltd., 27,513 
EM MEAN GLO MSO OCO ODIO OO Le OI PUG Pe Te ee SUNIL ier NR Aah il arena, (ory 

Sheet Harbour Bay (Western Shore), wharf:—Inspection, $24.20;. printing, $28.65; 
OR $48.53; construction of wharf, G. L. Monk, contract complete, 
BOO TPM Brey U ah suo s ta a's cael asic Ws ho os ass WOH canal ek eee 

Sydney, wharf improvements:—Labour, $3,991.40; filling, $3,277.23; laying tem- 
porary siding at terminal pier, $551.49; sundries, $128.69; advertising, $37.70. 

The Ponds, (Pleasant Bay), harbour improvements:—Labour, $2,762.95; Canada 
Creosoting Co., Ltd., timber, $2,107.03; R. McDougall, hardware, $172.15, timber, 
$2,023.85; accounts under $1,000, gasoline engine, $281.19; hardware, $817.07, 
timber, $1,617.62, sundry supplies, $61.76; printing, $2.25; advertising, $100.61; 
UME OT OLS |OUR iat iol i) ea wher Sato ae Os Tee ciao STG ake a ake hela tets 9 SESE IS o echatach Scot coe 

Trout Cove, (Centreville) harbour improvements:—Labour, $2,496.14; hardware, 
Be EY IE Tin Fis wok dhs ac cP ete cia Sill aa ae STU MRE aD osu co as buodecies #: Lildiale shalt 9's ant 


Trout Cove, (Centreville) repairs to breakwaters:—Labour, $4,286.25; hardware, 
aoe a) GIner Murs. Jol ole: Sis baees 10.61. & «a.akre oes ecd dre. upeic « sud Rieeiacsin cae oak wt 
Upper Port Latour, repairing wharf and constructing seawall:—D. M. Lyons, 
contract complete, $10,092.70, less $8,120 paid in 1929-30, page V—90........ 


Upper Prospect, wharf extension:—Labour, $1,015.20; hardware, $115.18; timber, 
Pe RST AGS ey Ore re ate rte aus ss chee emigre ts tes ear amen Acres eS SIF, Pa 
Webb’s Cove, harbour protection:—Labour, $1,183.86; hardware, $169.98; timber, 
Pees ae EOE UE Hees mad Toa ten Mic gkcrie tg hp ert '= 9 tet See agers Cen Aunt ae in UN RLE Ne mami iret NB UR UAT) Jo 
Wedgeport, (breakwater extension:—Labour, $2,258.45; hardware, $174.49; 
BIDIUDeT, Sus Us CRUDE TES 2 MB OUNG Eve ce TS ee > ITO IE em Rak ete 2S Pe 
West Advocate, extension to breakwater-wharf:—Inspection, $224; sundry 
labour, $96.30; timber, $390.80; sundries, $108.45; construction of extension, 
oe 2 Boone, contract complete, $27,138.19, less $16,610 paid in 1929-30, page 
Whycocomagh, wharf. repairs:—Labour, $1,200.16; hardware, $186.21; timber, 
S060. Lis eubdvies: Se2 Mor sei P2i tes aa ONES, SORE Lerma es Pera. La 


timber, $2,344.50; printing, $28.16; advertising, $62.33.......... O23 led BER UG 
Windsor, wharf repairs:—Labour, $1,079.25; hardware, $197.91; timber, $674.47; 
PCR anes 1 hohe cater cele Aiashled Asai ae na'oe PTE 2's ae Sek Les car Si oe RO 
Yarmouth Bar, maintenance:—Labour, $1,938.64; hardware, $181.90; timber, 
$688.83; towing logs, $128; sundries, $62.63.......... DIALER Ao cbs DNC]: OR OER Dae Oe 
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Harbours and Rivers, generally:— _ 
Anderson’s Cove, breakwater repairs: labour, $550.80; hardware, $72.90; timber, 


SE es ash once se EA a leds SAE We wees WRI ES Seca tis, sy Re TN ik IIR Gstee Rie ene 785 10 
Antigonish Landing, wharf repairs: labour, $277.12; jinbeciwta ies $37.39; timber, 

BLOF OSS sncocdccstsnchateveivd sve bled ah WME ed URE eae ele nibs Hele 4 uw Cme ae aL ee eee mene Ue 506 59 
Baddeck, wharf repairs: labour, $401.19; timber, $732.81; sundries, $66........ 1,200 00 
Ballantyne’s Cove, wharf repairs: labour, $669.50; timber, $871.92; sundries, 

ED coe SER Be ER, ER Od US CORR eee eee eerie 1,616 54 
Balleine, wharf: labour, $278.08; gasoline engine and hoist, $423.83; sundries, 

SOG.05 2. SURE AOE AS VSS Men OO, Pv ale a een 798 56 
Basswood Beach, repairs to protection works: labour, $211.15; hardware, $90.70; 

Dlanile, SLA es oS ee a E.R, yee a ee eee 557 43 
Bear Point, wharf repairs: labour, $541.45; timber, $306.01; sundries, $98.85.. 946 31 
Beaver River, breakwater repairs: labour, $633.05; timber, $244.98; sundries, 

BIO. x tine owe Cie Cate ae CEI oe Le RMU E aane Tiotae oere ere inte aoe, Laat ae eee Sa ae 950 33 
Blandford, breakwater repairs: labour, $538. 30: hardware, $91.29; timber, $346 975 59 
Bluff Head, breakwater repairs: Jabour, $439. OS: hardware, $45, 45; timber, 

Ty HO ad ete te MED OURO eS ERR Ae ay 37g Rh sl Oy piper pA A ae car aA Ar nlcyy cain ei ay oed oro sh ne. 954 88 


Bridgewater, reconstruction of railway wharf: inspection, $117; sundry labour, 

$369.31; hardware, $100.58; timber, $415.07; contract complete, T. D. Morrison, 

$19,647.69, less previous payments, 1928-29, page V—80, $10,210, 1929-30, 

Page NEBR MRO. scm wc Ge las c Lad ONEATE DA cota melee Face pied th aibie earns aan 1,349 65 
Brooklyn, wharf repairs: labour, $467.37; timber, $439.27; sundries, $81.02...... 987 66 
Burlington, breakwater repairs: labour, $296.85; hardware, $31; timber, $678.40 1,006 25 
Caldwell’s Cove, breakwater repairs: labour, $548.80; hardware, $82.67; timber, 

DLC EE." s tecdiki tiie waits Bl bie e amceys kyalngts sel dk BINGRI. a eatnnalte © eke biateans aa gs: ote any Ale BAe 796 91 
Canada Creek, wharf repairs: labour, $797.35; hardware, $82.86; timber, $319.79 1,200 00 
Castle Bay, repairs to road and bridge: labour, $625.70; timber, $221.22; 


STIMATICS, CAI GD TRB N aisentle Meier AK «Be icaee + RLLePAIAG seve etnies DER a e Tee 896 77 
Chapel Cove, breakwater repairs: labour, $768.35; timber, $178.16; sundries, 

Be 1. a pA tins, he cilats a alin ve jo\bie ul low 4 Us HUOALT hat were BDU «, LEC Male EONS Oo GEL. ee 1,001 75 
Chapel Cove (West L’Ardoise). repairs to protection works: labour, $591.60; 

Mat Ware., 1665 .o0% « MMOD, POUSUO se oy win Woe et viks. os x Wwe cetseueps eoncninane TcackeVaaieeeere 1,009 57 
Cheverie, wharf repairs: labour, $600.54; hardware, $46.06; timber, $274.34.. 920 94 
Chezzetcook Head, wharf repairs: labour, $458.83; timber, $281.27............ 740 10 
Comeau’s Hill, breakwater repairs: labour, $422.30; supplies, $127.59.......... 549 89 
Corkum’s Landing, construction of wharf: labour, $478.76; timber, $338.57; 

SUNATICS,  SLEIZO PEE FO Sy 6 re SEM eee DOOD cot nn ee Lae: SNL Ree 999 62 
Culloden, breakwater repairs: labour, $330.60; hardware, $106.31; timber, 

PLOY DD o's stot halateto sc diol hal oclet shyt al el ol ted CARN MOR CH eS itd orl tS aI we Aan, ee 698 23 
Dartmouth Pier, cribwork repairs: labour, $440.80; Ein EE $161.39; sundries, 

SHS Ru HRA ALR. ellie ROE RE tat AH MACE ARM MS CLS TL EP RCL OSD" (2 
D’Escousse, wharf repairs: labour, $422; timber, $494.25; sundries, $80.29... 996 54 
Diligent River, repairs to protection works: labour, $468.40; timber, $174.10; 

sundries, $109. TRIER ‘a pe a Si stare GE ene hee ere CELE: ae ota oe eae oe eee 752 24 
Eagle Head, breakwater repairs: labour, $542.60; cement, $175.95; auavien 

OIE Pind 44.3 ich lg. of Maga ea ib nr: cea Aili Mad oat «Ol LR ania ospei ala ied peed Hes. olay. 800 00 

East Sandy Gave, wharf repairs: labour, $369; hardware, $332.92; sundries, 

mC Nee: & a a Ma Na Realy Ce oe bargin Grin: Ae ok mG, imamate | Shy oS tet ow A 797 16 
Finlay Point, wharf repairs: labour, $518.93; hardware, $179.99; timber, $295.31 994 23 
Fox Island, wharf repairs: labour, $596.05; hardware, $186.46; timber, $217.48 999 99 
Freeport, breakwater repairs: labour, $285.05; lumber, $221.79; sundries, $102.45 609 29 
Gabarus, breakwater repairs: labour, $769.45; timber, $321.62; sundries, $108.64 1,199 71 
Grosses Coques, wharf repairs: labour, $569; timber, $225.55..............008- 794 55 
Gulliver’s Cove, installing engine and hoist: labour, $140.75; gasoline engine and 

hoist, ‘S41 1.32ey sundries? S8B.2 bilvchit ots Eanes lesley sith midnons oA ROR Geeta ak 640 88 
Hall’s Harbour, breakwater repairs: labour, $446.19; hardware, $68.75; timber, 

S48S40. 5h PM OS ahah denacd .cleertth: oA). oes MEG 2, “aie T erty a ee 998 34 
Hampton, breakwater repairs: labour, $399.55; supplies, $100.45.............. 500 00 
Harbour au Bouche, wharf repairs: labour, $605.75; timber, $318.74; ae ; 

WIG 21s. So yrtteetietan s Bisse 0% eo soca. Rdiietes Roa eceus METILLARID De va sh Mtace ee cay chee anne als eV eam 999 65 
Harbourville, breakwater repairs: labour, $498.43; hardware, $53 06; timber, 

OAS 2D 5s wie a SW REG bien Kh Big vain wn pe LAs Wo ieee s I Ren areas «Ce 999 71 
Herring Cove, wharf repairs: labour, $210.60; timber, $270.51; sundries, $29.37 510 48 
Inverness County, construction of scow: labour, $610.10; supplies, $9.63........ 619 73 


Ketch Harbours wharitrepairs:: Fabours. tici. S40 Ae Gee «oi Ub kgia lem ene el hanierel 521 90 
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Harbours and Rivers, generally—Con. 
Kingsport, wharf repairs: labour, $863.73; hardware, $275.99; timber, $1,407.61 2,547 33 
L’Ardoise Beach, breakwater extension: labour, $727.93; timber, $206.80; sun- 


BEES) SP2.VO Nera. «Cees. OU a Se IR WIND, 704 BAM cS. SRT TEA van 1,007 72 
Leonard’s Cove, installing engine and hoist: labour, $119.25; gasoline engine and 

PG IAE OEP A BUUTIOG TCE AO ess 4 8 Uae 4a Sled ce welk pian 6s we ede Ula koee Oe 609 70 
Litchfield, breakwater repairs: labour, $293.30; hardware, $63.40; timber, $292.99 649 69 


Little Judique Ponds, breakwater extension: ‘labour, $681.05; supplies, $40.39; 
construction of extension, C. J., D. A. & Ai D. MacDonald, contract complete, 


$6,065.44, less $5,970 paid in 1929- BUY Paes e897. Co eis o's des en ne 816 88 
Little River Harbour, wharf repairs: labour, $537.22; timber, $311.72; sundries, 

BOOST Ee OMe IS COLT TIT ME ILS TI RTT Saag es pie 888 66 
Little Tancook, breakwater repairs: labour, $469.10; hardware, $64.53; timber, 

SAGGDS cP a bY ee OM PLE Ue EER A UC a Me DOCU LEE FAD OAS 999 71 
Livingstone’s Cove, wharf enlargement: labour, $866.95; hardware, $48.31; 

timber, $484.35; legal services, $30.50; purchase price of ‘land, S2OO eee 1,690 11 
Lockport, wharf repairs: labour, $462. 65: timber, $234.64; sundries, $50.74. 748 03 
Long Point, breakwater repairs: labour, $363. 38; hardware, $19. 94; timber, 

TE TR CE EIT Soa Cab GAME Mh ah IR BLUR I NR IR oh Oi elie 528 42 
Lower Plymouth, wharf repairs: labour, $521.03; hardware, $36.61; timber, 

CRS RUES EE rasta lind seh a cP fact Reve Rana gle UMM Mar ceR tlre bya A | ie nes UE aa nA perigee Aa Oe ane 698 69 
Lower Prospect, wharf repairs: labour, $576.85; supplies, $121.80............ 698 65 
Mabou Harbour, breakwater repairs: labour, $469.80; brush, $20; stone, $110 599 80 
Maitland, repairs to ferry wharf: labour, $675.10; hardware, $99.64; timber, 

PO oer ee LOS a ane rails ica gr ahaa tras ekete ds, Gucci's Rae WILE Meena LAL eee Doe oe «doa io taplbos 999 13 
Margaree Island, wharf repairs: labour, $380.90; timber, $136.90; sundries, $81.65 599 45 
Melford, wharf repairs: labour, $418.20; hardware, $108.16; timber, $462.50.. 988 86 
Metaghan River, breakwater repairs: labour, $573.05; timber, $389.55; sundries, 

CAGES Orapheed oh GN vata RNC ccalah SIGE, inte erate i acai atin 9 ASM Bi AEN ace ed Cae 1,078 10 
_Middle County Harbour, wharf repairs: labour, $351. 40; hardware, $49.75; 

Rien CONG ae at. |. gies tice Mare ples ty coc ticks Melisa, cua jel UE aiigl ae ms Sie 5. wR treba dibs. 6 nine borseent 697 32 
Mill Cove, breakwater repairs: labour, $626.55; timber, $297; sundries, $34.80. . 958 35 
Murphy’s Pond, retaining wall repairs: labour, $566.46; bailast, $154.50; sundries, 

hia reals a eG a eclehe in PaUCaU aon, tk sar os Aco ol aac. w xas k ic k NI EYRE DN PDH Bi ol ac aA oc erred 876 22 
Neil’s Harbour, wharf repairs: labour, $462.75; stone, $33.75; timber, $494.23.. 990 73 
New Edinburg, breakwater repairs: labour, $374.30; hardware, $80.84; timber, 

BOS ri aachie sth: ods OOM «i decaltan qickatoioioaih  himerced HOE DD «|= EEE saw oad to 6 846 06 
North Gut, wharf reconstruction: labour, $399.75; timber, $316.10; sundries, 

BU ean ELD 6 tata etre ANS olan hah. <P Hs ERC R INS PLE cs ARAL A De ayo Cupieearshait ts 850 56 
Ostrea Lake, wharf repairs: labour, $341.55; timber, $294.34; sundries, $37.32. G73 21 
Parker’s Cove, breakwater repairs: labour, ‘$702. 2. hardware, $107.11; timber, 

BOO OS crate tice ae ak 6 sti es Oe I< SCISSOR GAs ocv)S/eyek 6B ASRS « s 970 01 
Pinckney’s Point, breakwater repairs: labour, $809. 60; supplies, $74.88........ 883 98 
Pleasant Harbour, wharf repairs: labour, $344; hardware, $45.68; lumber, 

BIAS + eee NOM, cies Aisha date lets», devdia doe METAIG Me a ANG Chee MO GHEE LAREN UID oy oe 600 11 
Port Maitland, breakwater repairs: labour, $398.50; hardware, $109.85; timber, 

$145.30 sears es, ARGON. sab bition - RR Ae wcete. tra ato aD. SUENS. oe dee. I: 693 80 
Port Medway, breakwater repairs: labour, $563.70; hardware, $104.10; timber, 

S2O8 IG wage ae oe SL cites CME alate. cate ee ee RO UMNE = eI REE SIZE We oie - 961 36 
Port Mouton, wharf repairs: labour, $364.95; timber, $348.72; sundries, $86.33. 800 00 


Rockdale, breakwater repairs: labour, $586.40; hardware, $73.49; timber, $348.47 1,008 36 
Schooner Pond, installing engine and hoist: labour, $52; gasoline engine and 


mone. i0429 740i" sundrida.: S1ZB. 31. aot. were eines Faas Pe 609 61 
Scott’s Bay, shore protection repairs: labour, $437.45; hardware, $93.31; timber, 

PAL DD ick 2 Sapa AU ee Ee PAs ie eM We Ee Oe EA LL Mile A eS AY dia Ge OR 799 99 
Seal Harbour, breakwater repairs: labour, $548.85; timber, $319.01; sundries, 

SLBO 267 OA Shins Be GRAN & eR CAN ae SUES HRT BD Rg PND oe 998 12 
Seal Island, breakwater repairs: labour, $687. 30; hardware, $102 09; timber, 

$132.44; sundries, STS 19 Se ales OE PM Ae ee Ee, a Oe 1,000 02 
Ship Harbour, wharf repairs: labour, $483.80; timber, $256.14; sundries, $89.85.. 829 79 
Short Beach, breakwater repairs: inspection, $40; creditors of Simmons & Voye, 

on  RZecount) of-Aiscontinued contract, B47 71... ake beta ele hele Seve Seles 517 00 
Smithville, breakwater repairs: labour, $378.25; timber, $157.24; sundries, 

Te eer I es he cr EM «| ook slie ewiaa © man Ugh Ge eal BRMS ale is oF AL pteLe Oo ogy ase 648 35 
South Lake (Lakeville), repairs to north pier: labour, $522.27; timber, $171.66; 

MNT Lae I tes errs ry, ih aire dlere pe. cist yiG.8ie oe STIS. Seah, @-ah oi sialave ale, #8 wie Ores oe a 698 96 
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‘Part V—98 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 129, 371 & 25* — Harbours and Rivers — Ports et riviéres 


Nova Scotia—Conc. — Nouvelle Ecosse—Fin 


Harbours and Rivers, generally-Cone. 


The Wharves, wharf repairs: labour, $488.25; timber, $132. 30; aeihiiacion, $65.76. 686 31 
Tiverton, breakwater repairs: labour, $379. 53; timber, $250.89; sundries, $60.66. 691 08 
Tupperville, wharf repairs: labour, $370.75; hardware, $7.90; timber, $281. 07. 659 72 
Upper Prospect, wharf repairs: ‘labour, ‘$215. 13; hardware, $50. 73; timber, 

331.17 cs useivsue doris pin lhaneiiohendhia manokerlovel mlenecalotere ssi: 9 ous slain <'are ia Mate ih) a) ete mere ee ee 597 03 
Wallace, wharf ‘yepairs: labour, $376.75; timber, $492.20; sundries, $92.77; 

inspection fees, SU 25cr5 SUR... cue. anthesis Salen pode. wheat eon 967 97 
Walton, building freight shed and wharf repairs: labour, $576.40; hardware, 

$44.65;, lumber, $705.66. o's 6 accin nine tie blebs-wrole te, REL hh. Dutaeey Ay ie ene 8 1,326 71 
West Advocate, breakwater repairs: labour, $893.85; supplies, $104.75........ 998 60 
West Arichat, break rece gen labour, $2, 160.34; hardware, $156.70; timber, 

$1,086.70; sundries, $86.030c0nond «Gb WER Jukedel «serine Seewieont «cee 3,489 77 
West Berlin, beach Sei ices repairs: labour, $746; hardware, $42.79; timber, eae 

SL TL23, ia 154 a sch sore opens © Teds PRIOR n « ptnlabeldl\« ~ depentehanisemn ti paled Wicakiies? «ts. yin alee 
MecinSath ‘Bar, ‘breakwater repairs: labour, $430.50; supplies, $107.83........ 538 33 


Sundry harbour works: Abram’s River, wharf repairs, $300; Arichat, groyne 
extension, $30; Avonport, wharf repairs, $499.16; Bailey’s Brook, break- 
water repairs, $99.54; Bald Rock, wharf, $426.12; Baxter’s Harbour, wharf 
repairs, $496.50; Baxter’s (Judique) roadway repairs, $399.26; Beaver 
Harbour, wharf repairs, $222.67; Big (Harbour, wharf repairs, $69.87; 
Canso, wharf repairs, $417.38; Chester, wharf repairs, $255.16; Clark’s 
Harbour, wharf, in full and final settlement of contract of R. L. Hogg, 
$412.50; Coot’s Cove, skidway repairs, $298.73; Delap’s Cove, wharf repairs, 
$197.49; Dover, wharf extension, $498.40; Hast Chezzetcook, wharf repairs, 
$422.88; Hast Ferry, repairs to wharf and shed, $398.45; French Village, 
wharf repairs, $162.69; Friar’s Head, wharf repairs, $46. 54; Johnston’s 
Harbour, wharf repairs, $187.80; Little River, breakwater repairs, $61.43; 
Lower Selmah, wharf repairs, $63. 46; Mabou Bridge, wharf repairs, $74.15; 
Maitland, wharf repairs, $200.23 ‘“Margaretville, wharf repairs, $53.10; 
Minudie, wharf repairs, $299.92; arlatave, wharf repairs, $479.50; Noel, 
wharf repairs, $199.92; North River, wharf repairs, $156.21; North Sydney, 
ballast ground, $208. 05; Ogilvie’s, wharf repairs, $485.53; Osborne’s, break- 
water repairs, $414.45; Parrsboro, wharf repairs, $53.49 ; ’ Peas Brook, road- 

way construction, $376. 45; Pembroke, wharf repairs, $198.01; Phinney’s 
Cove, wharf repairs, $447, 92; Plymouth, wharf repairs, $450: Plympton, 
wharf repairs, $50.31; Port Bickerton, erecting fence, $71.34; Port Hastings, 
wharf repairs, $353. 01; Port Latour, freight shed, $288. 15; Portuguese 
Cove, breakwater repairs, $463.56; Pye’s Head, wharf repairs, $183. 90” “Red 
Point, opening entrance to pond, $100; River Bourgeois, wharf repairs, 
$200. 52; Ross Ferry, wharf repairs, $298. 35: Sambro, wharf repairs, $257.64; 
Ship Harbour West, wharf repairs, $149. 50; Smiley’s Point, wharf repairs, 
$265.40; Soldier’s Cove, roadway repairs, $299, 20; Sonora, wharf repairs, 
$50.67; South West Cove, repairs to boat channel, $245: Summerville, wharf 
repairs, $216.87; West Pubnico, wharf repairs, $190. 62; Wreck Cove, install- 
ing gasoline engine and hoist, $497. 09; Young’s Cove, wharf repairs, $248.76. 14,492 59 

Generally: —Supplies and repairs: auto repairs, $314. 70: blue prints, $410.84; 
Chevrolet sedan, $690; gasoline, oil, etc., $521.88; sundries, $92.94. Depart- 
ment of Printing and Stationery: Kino’s Printer, printing, $52.19, supplies, 

* $927.98. Miscellaneous: postage, $166. 02; telegrams, $863.09; telephone ser- 


vice, $586i24+¢sundries, SSG T.Ahee. ..cecid. eR RE. AL, peta, Piaeae et 4,711 88 

99,999 64 

Total (see Summary — voir Sommaire, page V—169)+....:.000.00000, $1,034,696 83 

- Classified as follows — Classifiées comme suit:— isc | 
Salaries ami ages (6 324 ck. . qacliysids . GR MBE: end At use eee ee 175,593 31 
Mebe VOLING JE MDCRSCR. oc, a: « +t naliarsiele s esa hee WEA Laine AR a 45 90 
Materials, Supplies, Repairs, etce,,Generalenyes vsnie@el cache. 148,600 34 
Materials, Supplies, Repairs, etc., New ACCO a: SEC: aces ee aes 690 00 

Printing and SOPOB RY sn Wwe AAPM anernpbies dicta OAS ohare El ire 1,278. 55 : 

Mascellaneg Ui: BP ee cell, So Bi Anh alco EMM e SeS hee tated aaa 5,616 22 
Other Outlay. . SE iy ee re Re ee 709,426 72 
1,041,251 04 
Less—-A CUS ORG. on Bick bs Pie EAR + eta cikics fx weersfiods’ efebon stays A Gene baa 6,554 21 


$1,034,696 83 


Part V—99 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 130 & 372 — Harbours and Rivers — Ports et riviéres 


Prince Edward Island — fle du Prince Edouard 


Belfast, wharf repairs:—Labour, $1,632.37; hardware, $115.89; stone, $193.50; 
PDE S61, DUM. SOSA GUN OUICR «O04 «LO falda non + oie tk Cad ask oa hoes es en ue RORR GE pete 
Georgetown (Queen’s Wharf), repairs:—Labour, $1,105.01; hardware, $150.91; 
Simbers.S1,OUG.9Tss SUNAriess » SEG LO. vo oto: or e101 ot sicher oars oto sro Wats ota wo ocoterdotataeaed al. THEE 
Georgetown (Railway wharf), repairs and strengthening:—Labour, $4,387.92; 
electric drill, $129.45; gravel, $180; hardware, $991.53; 4 refrigerator doors, 
$240; 4 steel door plates, $131.30; timber, McDonald- Rowe Woodworking Co., 
Ltd., $1,930.93, L. M. Poole & Co., $4, 844. 58, accounts under $1,000, $478.55; 
sundries, $61. Ws in ae) Wes ae sage ee ee 
Grand River (South), wharf repairs:—Labour, $679.23; timber, $676.88; sun- 
dries, $183.91. PR Moe aA yo) l TI a as whan etd al ays oYSIHE Adi ove vaJaigneteeie esc: <daeas pate 
Miminigash Harbour, breakwater repairs:—Labour, $783.90; hardware, $128.14; 
stone, $420.83; timber, PD acres as SUE ICS COL GO ae gainer oe hie es tee 
Point Prim, what —Inspection, $600; printing, $2.10; advertising, $43.50; legal 
services, $36; contract, D. A. Macdonald, on account, $10,650; purchase price 
ee La Cee ee Leh te Pe es ALE ee te MeL one He te eee ee ee et Ee ST res 
Port Hill, wharf repairs:—Labour, $853.60; timber, $761.91; sundries, $95.48.... 
Port Selkirk, wharf repairs:—Labour, $544.88; hardware, $52.15; timber, $898.41. 
Red Point, wharf repairs:—Labour, $1,232.88; ‘timber, L. M. Poole & Co., $1,022.23, 
accounts under $1,000, $125; sundries, $208. eR ie, Bee at ta et On 
St. Mary’s Bay, wharf repairs:—Labour, $1,100.45; hardware, $162.53: timber, 
$1,710.90; transportation of supplies, $214; sundries, $146.30; inspection fees, 
S10,00 wa caer. Ate MOOR. oMtehal Catia a4 SRTE. «- eft thaws dons yd aed aioe! 
Skinner’s Pond, boat harbour:—Printing, $35.66; advertising, $47.35............ 
Souris Harbour, breakwater repairs:—Labour, $3,059.35; hardware, $360.97; tim- 
ber, McDonald-Rowe Woodworking Co., Ltd., $2,824.17, Tr M. Poole Co., $l; 266. 85, 
accounts under $1,000, $1,481.83; sundries, ‘$81. 04; inspection fees, $15. Zr ahiaied 
Souris, repairs to and widening of approach to railway wharf:—Labour, $6,124.93; 
H. H. Acorn, stone, $1,496.15, timber, $360.16; McDonald-Rowe Woodworking 
Co., Ltd., timber, $1,548.74; accounts under $1,000, hardware, $271.36, timber, 
$2/120.58, sundries, .$145.JA;..inspection. fees, . $19.28 21.0015. auiuhoom Gk LEIS. 
Souris warehouse:—Inspection, $605; sundry labour, $546.60; lumber, $384.15; 
sundries, $211.51; printing, $2.39; advertising, $103.75; inspection fees, $158.17; 
construction of frostproof warehouse, B. Creamer, contract complete, $52,447.65. 
Stanley Bridge, wharf repairs:—Labour, $309.25; timber, $429.56; sundries, $111.01. 
Summerside, wharf repairs:—Printing, $33.03; advertising, $27.60.............. 
Tignish Harbour, repairs to breakwaters: 46; 
stone, $112; timber, L. M. Poole & Co., $2,734.72, accounts under $1,000, $465; 
sundries, $9. . pth a ses Rchagrur tthe MRE RPE ik” ice ic: ICR RN AAR ae ha 
’ West River Bridge “Wharf, freight shed:—Labour, $462.75; hardware, $125.94; 
timber, $1,363.65; sundries, $25.15; inspection fees, $9...........e cess cess eee 
Harbours and Rivers, generaily:— 
Bay Fortune South, wharf extension: labour, $1,066.05; stone, $231; timber, 


iat) Ader SUMNER Ta MUOLE Dar, «Mielec: 5 ghee vain: <voigs nin avoda siete t a16, 2 <a g altye Ma celege chests, o 5 
Blooming Point Ponds, removing snags: FEW Yah AY CAs otal gate ol ag al siete apa al a 
Charlottetown, repairs to pile driving plant: labour, $335; hardware, $195.44; 

sundries, $31.63. PO. BREE AR, OME RNS S200 3 Ree AO ALD RMS ieee Btn GR tue’ «i's, 5 
Hurd’s Point, repairs to wharf and warehouse: labour, $264.40; timber, $375.66; 

sundries, $96.63. hires. 2 ROME LE . acestal. se OLS. can weartibod «sR . laeoy 


Southport, wharf repairs: labour, $537.75; hardware, $23.90; timber, $687.80. 
Victoria, wharf repairs: labour, $569.40: timber, $301.04; sundries, $207.91; less 
$198.61 paid by Buntain, Bell Co., for damiage done to wharf by ss. Minna.. 
Sundry harbour works:—Annandale, wharf repairs, $301.82; Bonshaw, wharf 
repairs, $93; Charlottetown, wharf repairs, $235.44; Grand River North, 
wharf repairs, $277.12; Pinette, wharf repairs, $74.12; Souris, construction 
of freight shed, $354.42; Sturgeon, wharf repairs, . $150.60; Summerside, 
repairs 40traibway whabt | $807.2 PAIS . Annie). WO, T988. iadedlors eine: onal 
Generally:—Department cf Printing and Stationery: King’s Printer, printing, 
$14.19, supplies, $109.31. Miscellaneous: telephone service, $156.70; sundries, 
S119. 80 PIO TID EPRI VEY. UD NO PROTEIN COE RS. RR, 


Total (see Summary — voir Sommaire, page V—169).............. ANT 
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3,905 27 
2,332 08 


13,375 30 


1,793 73 


400 00 
8,758 30 


$ 137,873 38 


Part YV—100 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes—Crédits 130 & 372 — Harbours and Rivers — Ports et riviéres 


Prince Edward Island—Conc. — ile du Prince Edouard—Fin 


Classified as follows — Classifiées comme suit:— 


WeRIARIeS, AN | WAGES vs mo ac ainda doiale dni a mein el, hcatde cha Se ae 31,196 36 
Materials, ‘Supplies, .Repainss etés Oil sh..c dsnhd oth ape plete 42,504 42 
Bemfing and Stationery... «abou sais rower bi on mins ese oleae chee 196 68 
Miscellaneous, ?82 12. |. Histol dale» st aigleststemeran thes teens ae sheet O8 <p 753 27 
Other; Outlay:.2,. ‘aistasasevinds Bb CRA LED + tae i gele.n ieee tees 63,222 65 


$ 137,873 38 


Votes—Crédits 131, 373 & 26* — Harbours and Rivers — Ports et riviéres 


New Brunswick — Nouveau Brunswick 


Anderson’s Hollow (Waterside), breakwater repairs:—Labour, $4,232.21; cement, 
ee hardware, $475.24; rock, $204; timber, $695.83; sundries, $140.43; auto 
WITS S20, cate 8 c dite el orate ale W'ateis wis Bececs,« a ausbat niet eres araibciy ela ts Shei atetne ee me a 

Beaver Harbour, wharf reconstruction:—Inspection, $524; sundry labour, $75; 
advertising, $12; inspection fees, $15.84; reconstruction of wharf, A. D. Dyas, 


Beresford, breakwater:—Inspection, $135; sundry labour, $335.50; supplies, 
$156.39; printing, $47.40; advertising, $59.30; legal services, $322.45; contract, 
eres only, J. E. & D. P. Connolly, on account, $7,020; purchase price of 
land, S515 0s bre ote Rek ale ce the dobar Ae tentaiar eae pve @Onale Maas O DE RUOR ERS: Ne ilche BCR 


Burton Church, wharf repairs:—Labour, $774.15; cement, $537.41; gravel, $281.88; 
hardware, .$151.46; sundries, $163.18, 05.01 5.) 266 bs Mark ein RAL emia eee eee 
Caissie’s Cape, breakwater and pier:—Inspection, $522; sundry labour, $10.75; 
advertising, $12.40; inspection fees, $92; legal services, $55.75; construction 
of breakwater and pier, A. A. Colter, contract complete, $77,068.49, less $4,790 


paid in 1929-30, page V—95; purchase price of land, $270.................. 
Cambridge, wharf repairs:—Labour, $1,340.57; cement, $885.60; gravel, $388.50; 
hardware, . $222.54; ..lumber,: $140.68+.. sundries) .S127.3hj5 co 6/56 cms speiene oeusina 
Cape Bald, breakwater extension and dredging:—Inspection, $669; inspection fees, 
$29.23; contract, J. W. McManus Co., Ltd., on account, $33,047.05............ 
Caraquet (Young Wharf), extension:—Labour, $152.40; supplies, $47.88; printing, 
$37,803 vad verti sing, 7S04.25... 5. sy « se aps ian aie © ade binipecacevenn el W Et reat Oak pied ate AG aera 
Carter’s Point, wharf repairs:—Labour, $2,494.20; cement, $736.20; hardware, 
$252.27. 'timber,, $243.49:> eundries, gt 2igiy3 vc cecety-<.'s.s Rieu Sas ounce we eae eal oe 
Cocagne Island, wharf:—Inspection, $174; advertising, $8.55; inspection fees, 
$13.65; contract,; A. A. iGolter,on? aeeotiht: 7 $5,760... dale be ee ce Pee oe 


addition to the breakwater, to the extent of part of the damage done by a 
severe storm which suddenly broke upon the work during the placing in position 
of a large crib onmthen 24th [uly 41008 cance ndine. .2lihesrea Ln teeter. tod 
Fairhaven, wharf repairs:—Inspection, $518; sundry labour, $36; printing, $39.39; 
advertising, $71.10; inspection fees, $22.34; repairs, L. M. Rogers & Son, con- 
tract: completesiBea78.1205.200.. ane. eh. noah ati bebe. . bats oe 


$253.64; timber, $204.27; sundries, $37.30; scow hire, $82.................00- 
Grand Anse, extension to breakwater and pier:—Inspection, $406.40; stone, $12; 
inspection fees, $28.11; construction of extension, J. E. D. P. Connolly, con- 
tract, complete, $16,488.36, extra. work, $964.67 05... 0605006 0eseness odtldve a eeu 
Hampstead, wharf repairs:—Labour, $855.50; cement, $640; gravel, $254.80; hard- 
ware,.9152.68; timber, $205.76: sundries, $92.73), ....).0...>< cess ovat en ee 


- 


* Supplementary estimates—Crédits supplémentaires, 


6,535 


13,311 


8,591 
113 


5,498 
1,908 


73,241 
3,105 
33,745 
301 
3,942 
8,956 


4,425 


1,859 


5,000 


9,214 
2,499 


17,899 
2,201 


36 


84 


54 
45 


Parv. V—101 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 131, 373 & 26* — Harbours and Rivers — Ports et riviéres 


New Brunswick-—Con. — Nouveau Brunswick-—Suite 


Kouchibouguac, wharf:—Inspection, $260; advertising, $11.60; inspection fees, 
$10.06; construction of wharf, D. K. O’ Leary & Bek: Simmons, contract com- 
plete, $9,089.19, less $1,290 paid in 1929-30, page V—95............. cece eeeee 

Lameque, dredging: —Printing, $1.90; advertising @, .Sb10.45 4 Jee MERIAL, BAe 

Little Aldouane, wharf extension: —Labour, $1,315.48; hardware, $172.03; stone, 
P2056.70; Cine hy Oti20 py BUNGTIOR,| (O2O.0G cm ac acd he Leen BIN Hise SUMO, dhe ey, 

Little Ln Lameqr ie, wharf enlargement:—Labour, $2, 364, 59; ‘timber, $378.42; sundries, 
BUY hc c EE CEE, « SPOUTS. «Let bac RU OU RE cL MEERA S LMA DE PURE, tM hne 

Little puto wharf:—-Labour, $213; printing, $36.89; aera $84.45; legal 
services, $50; sundries, $37.50; *purch: ase price of land, STOR aE cP SERALS AE Pe 

Lower St. Louis, dredging: —Inspection, $164; printing, $2. 09; advertising, $96.60; 
sundries, $1. 25; dredging complete, N. P. & P. M. Leger, 12, 266-1 cy. at 45¢., 
SRaUO.7), scowling materiale: SOlQ13 6B. vidi? ae k,l, Sees. ees 

Middle Caraquet, wharf:-—Inspeciion, $456; advertising, $23. Oe sundries, $45.78; 
construction of wharf, C. L. Comeau, contract complete, $28,433.90; purchase 
Byres aE BIC LOU etl souececafarsnonede tk croted shaltctaber Bisve)'¥ ior oi Mae, si sy ePote/toPolell Pate tot stchatwto hee es 

North Head, breakWater extension:—Printing, $30.83; advertising, $97.19; inspec- 
tion fees, $70.23; contract, materials only, T.P. Charleson, on account, $18,430. 

Point du Chene, to take over and repair the railway wharf: —Labour, $6,370. 02: 
Canada Creosoting Co., Ltd.. timber, $1,694.18; Department of Public Works, 
timber, $1,602.15; HE. A. Smith, cement, $840, stone, $210, timber, $731.53; 
accounts under gl, 000, cement, $114, gravel, $814.89, hardware, 61) 132) 44, timber, 


$911.58, sundries, 3413. 61; auto hire, $162.20; inspection PECs, SIAQ0W TS . a 
Public Landing, wharf repairs: —Labour, $1,371.75; cement, $567.90; gravel, 
$264.80; hardware, $255.41; timber, $269.89; sundries, SO LIVOOR., sePRET PT 


Richibucto Cape, breakwater repairs:—Labour, $2,939.17; hardware, $538.86; 
BIMMIED Sai 50 SOF, SUNULICE, 16200 0S cies ML sh. SEERA TU, ARES OPES 8 
Seal Cove, . breakwater extension:—-Inspection, $348; sundry labour, $782.80; 
supplies, $167.73; advertising, $36.20; inspection fees, $36.58; construction of 
extension, A. D. Dyas, contract complete, $14,273.35, less $1,150 paid in 1929-30, 
pave’ V—06 wwarsik OC LIe wire ted. 08 LIER, AL, PS SP, CO, 
Shippigan Gully, repairs to Preabnatahs and breastworks:—Labour, $3,130.30; 
hardware, $235.51; timber, Department of Public Works, $1,468. 39, accounts 
under $1,000, $2 99, 255 sundries, $74.03; printing, $1.83; advertising, $62. 14. 
South West Miramichi River, dredging: — Inspection, $267.50; sundry “labour, $86: 
advertising, $44.20; dredging complete, Miramichi Dredging Co., Ltd., 27, 026-6 
". Rat 58-5e., $15.810.56 ROGUR. 2 CORR 2OS OT TG Se SE OE Geer Or Ty, 
Stuarttown, wharf:—Labour, $147; printing, $33.80; advertising, $142.70; legal 
services, $1.63; contract, J. S. Parker, on account, $1,580..... 0.00... c cece ccas 
Tracadie Harbour, breastworks and breakwaters: — Printing, $50.49; advertising, 
$155.25 ; contract, materials only, W. Bosca, on account,. $2,000............0.60- 
Waterboro, wharf improvements:—Labour, $2, 964.55; W. H. Thorne & Co., Ltd., 
cement, $1, 380, hardware, $116.23; accounts under $1,000, ea $152 27, 
stone, $245. 80, ‘timber, $250. 90, sundries, $64.10; auto hire, $25.40 MEO De OR Pate ot 
White Head (Gull Cove), break water: ~Tnspection, $632: advertising, $26.40; con- 
struction of breakwater, A. D. Dyas, contract complete, $12,952.94, less $1,400 


Pee NO ae 008 tee tay letn Wie ssh so teams ane seta de ctiaiew ed abet 
Williams, wharf repairs:—Labour, $3,091.77; cement, $920; gravel, $196; hard- 
ware, $288.20; timber, $377.07; sundries, $89.99; auto hire, $40................ 


Woodward’s Gove, breakwater extension:—Inspection, $444; sundry labour, 
$2,275.70; hardware, $227.79; timber, $1,234.65; sundries, $41.18; construction of 
extension, T. P. Charleson, contract complete, $29,124.53, less $3,480 paid in 
0 Ge SU DA nmi manele cheb veiled osha Sun he Skat T socket Rel id) URE aM eevee PAGIS HAPS Bd ead w“onantudewsh on oie) 

Harbours and Rivers, generally:— 

Black Bay, wharf repairs: labour, $415.65; hardware, $139.90; timber, $344.32; 


SPTIGE Cla RESID Wie co ltd <PebeeOB ye. ANY on oh gaia cpeutely SALARIES seaiccarapeiiver ds aol app dat of 
Bay du Vin, wharf repairs: labour, $1,035.63; hardware, $334.83; timber, 
$613.70; sundries, $34.50........ 0. cece eee e eee eee etter e ee teen eee eee eens 


Belliveau, wharf repairs: labour, $785.80; timber, $206.94; sundries, $56.86. 

Campbellton, repairs to deep water wharf: labour, $347; painting and repairing 
shed, as per agreement, $804.75; supplies, $134. OUR ied Miia s Patcwicates he « seve as 

Campbellton, repairs to market wharf: labour, $1,762.03; stone, $506.56; timber, 


HOS 71s gsi PR IGD 20 da sp pkices B's deters 9 VOR MAG RL ie areca oH apobal - SGb Lia ele © aye 
Chance Harbour, wharf repairs: labour, $478.50; hardware, $72.59; timber, 
$406.07. /c PX RRR. a Svc duli vg s\ ee ethke a bey teak | sh RRR cote Poke tha-” A eparcabige 2 aptete wianos re canst hte 


Chatham, repairs to boathouse wharf: labour, $413.50; hardware, $124.04; 
timber, -$458.8259 sum ies: S268 cercicyrs « bineidl s weulerse dbl LOK. omrwi gets dak 


8,080 
121 


33227 
2,854 
491 


6,395 


29,089 
18,628 


15,018 
2,766 
6,995 


70 


Part V—102 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-—Crédits 131, 373 & 26* — Harbours and Rivers — Ports et riviéres 


New Brunswick—Con. — Nouveau Brunswick-—Suite 


Harbours and Rivers. generally—Con. 

Chatham, repairs to custom house wharf: labour, $951.85;hardware, $222.40; 
timber, $779.10; .auto . hire, SLO A.V. onase.. 8 OSCL. 0: Sted. Get apar eg 

Chatham, repairs to station wharf: labour, $559.90; hardware, $115.28: sundries, 
166.77 « . .cucke - SR PULSE anata’. 180.016, 12; pee odai eee ek 

Dalhousie, wharf repairs: labour, $1,506.25; stone, $146.20; timber, $419.86; 
Sundries, S23 Wn n- —LE.R Cee «kerk PRIOR SA teed ala IS Be Le. 

Douglas Harbour, wharf and shed repairs: labour, $278; timber, $111.36; 
sundries, $)13.35.5.24% .wscwcitcdg -RLBER. eo lsali@: cELeR sei ee 

Douglastown, wharf repairs: labour, $389.76; timber, $265.77; sundries, $48.85. 


Earle’s, wharf repairs: labour, $442.50: supplies, $13 $4. BGs Poacract weer ee 
Gautreau, wharf repairs: labour, $662.08; supplies, $38.30...............0eeee 
Glenwood, wharf repairs: labour, $735.08; timber, $128.19; sundries. $112.60.... 
Gooseberry Cove, breakwater repairs: labour, $876.50; supplies, $35.83........ 


Great Salmon River, constructing shear dam: labour, $267.24; hardware, $57.94; 
frapper, S260.10 0. 2 oe aaa wb lath nae Ws skeves Kalbe eb ee ene ek Er eee 
ype Head (Grand Harbour), roadway repairs: labour, $598.40; supplies, 
L’Etete, wharf repairs: labour, $498.15; timber, $451.01; sundries, $91.28....... 
Lorneville, breakwater repairs: labour, $630. 80; hardware, $237. 68; timber, J. 
M. Driscoll, $1,693.54; sundries, $67. 85. C288 ees see ae hE eee 
Lower Newcastle, wharf repairs: labour, $518; timber, $142.46; sundries, $130.38. 
Maugerville, wharf repairs: labour, $563.87 : cement, $357.80; gravel, $138.79; 
stone, . $210.383..timber,;($108:20 ; sundries; 1698.70. sods.t. Rei eed. ike, ek 
Moncton, wharf repairs: labour, $272.75; cement, gravel, etc., $219.60; timber, 
$155.60; sundries, S98 Baer ds. st SER oer bs a eos. Yee walgnak (eee 
Negro, Point, breakwater: caretaker; T; J! Smith... s2.@000c8) 21a Cie 
Newcastle, construction of shed and wharf repairs: labour, $153.37; creosoted 
timber, Canada Creosoting Co., Ltd., $4,211.40; lumber, $118.14; sundries, 
$46:31%. inspection, fees, 7$100,70. acu 28.4 Okie Lote heres: Se etites coe 7G 3 OE 
Pam ese Island, wharf repairs: labour, $311.40; hardware, $161.36; timber, 
SOO LO. ss eS GRE Mae oepee if we foe PR oe esd: \ bate eee ees ees FE 
Petit Rocher, breakwater repairs: labour, $846.80; cement, $346.32; hardware, 
$140.57: stone, $346:32; .sandeies,* $5272 2i46 8 Mee SESS. - ee  ee GE, OHRS. « . 
Portage River, breakwater and breastworks repairs: labour, $1,022.30; stone, 
$100; timber, $211.503° sundries). SIGNI hee ets cae eR weet, ENC. ERS. 
Richibucto, wharf repairs: labour, $672.39; timber, $244.65; sundries, $82.23.... 
St. Mary’s, wharf repairs: labour, $1,272.28; hardware, $70.29; stone, $503; 
Bimiber, $420.07 | ke. oso cabs ayes + A PO a. Ga en RO OO), saree eee 
St. Stephen, wharf repairs: labour, $1,233.69; hardware, $120.27; timber, Budd 
GiGrimmer, -$1,033.72: sundries $112.48) 4. asant i otite alta bee Ge ee 
Sand Point, wharf repairs: labour, $936.20; cement, $317.60; sundries, $228.03; 
autos HiTeecSLS.), . bj. diet hives s Ose A ODE Neves ee Uaversiie SR Tae. cue erne. ee 
Stonehaven, breakwater repairs: labour, $401.75; stone, $261.46; timber, $102; 
SUNCETES) pat. 61 x Seen eas Baste cee lae ots COEUR Stk (Eb ledub datas eel he OR ret dks se we eer eS 
Upper Maugerville, wharf repairs: labour, $217.90; cement, $262.80; sundries, 


SLIGO Tate sia see's b20cs 5 Uae yh arte: Rue atc He's SOa Nt y's 9% Whe ae ee VG ee Sn 


Welchpoo], wharf repairs: labour, $674; hardware, $113.12; sundries, $112.60... 
Westfield, wharf repairs: labour, $372; timber, $362.34; sundries, $56.36........ 
eras Beach, breakwater repairs: iabour, $321.60; hardware, $44.06; timber, 
TOS SSG re ere kegs ec ere et Serum. Url irec ge awe a MTenee © Chara i. « Mle Sumit al erat eee 
Sundry harbour works:—Albert, improving vessel bed, $200; Bathurst, wharf 
repairs, $23.50; Black’s Harbou*, pumping out pontoons, $70; Burnt Church, 
wharf, hoisting derrick, $110; Campbellton, ferry slip. driving piles, $288.65; 
Cape Bald. breakwater repairs, $261; Caraquet, wharf repairs, $346.28; 
Chockfish, breakwater repairs, $20.20; Chocolate Cove, wharf repairs, $302.85: 
Cocagne Cape, wharf repairs, $49.80; Cumming’s Cove, wharf repairs, $216.55; 
Dover, whari repairs, $224.83; Durham, borings at proposed wharf, $68; Kel 
River Bridge, repairs, $118. 64; Escuminac, breakwater repairs, $161. 34; 
Gerow’s, wharf, moving freight shed, $8; Grand Anse, breakwater repairs, 
$74.99: Grand Harbour, wharf repairs, $143.86; Hardwicke, wharf. hoisting 
derrick, $116; Inkerman, wharf repairs, $4; Jenkins Cove, wharf repairs, 
$62.14; Leonardville, wharf repairs, $94.73; Loggieville, wharf repairs, $347.19; 
Lord’s Cove, freight shed repairs, $399. 92; Lower Caraquet, wharf repairs, 
$334.80; Miscou Harbour, wharf repairs, $357.28; Neguac, wharf repairs, 
$231. 70: Queenstown, wharf repairs, $499.22; Rexton, wharf repairs, $468.78; 
St. Andrew’s, securing slip, $72.94; St. George, wharf repairs, $400.52; Scotch- 
town, wharf repairs, $21.10; Seaview Beach, improvements, $298.20; Seeley’s 


2,267 
2,500 
1,499 
799 
657 ¢ 
899 7 
790 
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Part V—103 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 131, 373 & 26* — Harbours and Rivers — Ports et riviéres 
New Brunswick—Conc. — Nouveau Brunswick-Fin 


Harbours and Rivers, generally—Cone. 
Sundry harbour works—Cone. 
Beach, legal services, $15; Shippigan, wharf repairs, $49.90; Springfield, 
moving freight shed, $8; The Range, wharf repairs, $68.80; Tynemouth Creek, 
breakwater repairs, $377.71; Upper Gagetown, wharf repairs, $8.20; Webster’s, 
wharf repairs, $124.30; West Branch, wharf improvements, $298.75; White 
' Head, slip supplies, $9.09; White’s Cove, wharf repairs, $331.65; Young’s Cove, 


PEL CORAL EN MN RR ALK...) Nara adieer Ata d aphid ANY A Bib edd dongs bbws oe Ae 7,698 4] 
Generally:—Supplies and repairs: auto repairs, $382.05; Ford sedan, $544; 
gasoline, oil, etc., $376.34; sundries, $272.12. Department of Printing and 
Stationery: King’s Printer, printing, $110.37, supplies, $929.60. Miscellaneous: 
advertising, $11.60; garage rent, $134.75; postage, $142.68; telegrams, $100.86; 
telephone ‘service; ‘$543.55; sundries,: $58.02 se TUN lok ole adie ele thdce eae bias ole 3,606 44 
58,912 54 
447,251 64 
Less—Refunded for timber used from stock on hand................05.cs0ee. 40 75 
Total (see Summary — voir Sommaire, page V—169).................. $ 447,210 8 
Classified as follows — Classifiées comme suit:— 
tT Seer ed GA eee ee a ae! eke hy Bie aes Ck Oe ee 78,947 18 
Materials, Supplies, Repairs, etc., General..................0220. 66,281 71 
Materials, Supplies, Repairs, etc., New Autos, repairs, etc........ 996 05 
PPP AYR is eA OE Rh tee oS Ss I ais, aie ins Ringe wee «fs we's oie ts T.o21'92 
Ree Ala eiile Be eee bo Tee Ae te fa ios eee Ss Rhee eee DY ote tana ose 3,561 74 
Cietep LIA WE Rr AEE Se ee ee Se las op 296,213 04 
447,251 64 
Dee GTIP TG rs. s o AS. ee ete aca en 5 ne ect Gan ee 40 75 
$ 447,210 89 
Votes—Crédits 132, 374 & 27*— Harbours and Rivers — Ports et riviéres 
Quebec — Québec 
Anse a Beaufils, breakwater repairs:—Labour, $1,612.26; timber, etc., $683.66..... 2,295 92 
Anse a Louise, wharf:—ZInspectors, $821; construction, Urquhart & St. Croix, con- 
tract complete, $37,251.45, less $6,060 paid in 1929-30, V—97................... 32,012 45 
Anse a Louise, approach to wharf:—Urquhart & St. Croix, contract complete...... 4,443 00 
Anse au Griffon, wharf:—Inspector, $860; advertising, $6.40; legal services, Y. 
Gosselin, Gaspe, $103.20; construction, L.. & A. Maloney, contract complete, 
$44,687.65, less $6,890 paid in 1929-30, V—98, and $767.65 paid in 1931-32........ 37,999 60 
Anse a Valleau, extension to training jetty:—Inspector, $330; construction, A. 
Nadeau, $8,194.20, less $2,520 paid in 1929-30, V—98.................0c cece 6,004 20 
Anse du Cap, wharf repairs:—lLabour, $1,077.30; timber, $1,039.12; sundry 
DIStEridl. etoatsosed 7: Tu. FL Tote... BS? vee. 2. Aare ht SS Jia sa... an ad 2,503 89 
Anse St. Jean, wharf repairs:—DLabour, $456; timber, etc., $868.64................ 1,324 64 
Bagotville, to repair damage done by ss. Trevanion:—Inspector, $260; repairs, J. H. 
Tr enithiay? Sis Ont) he. hte shee Ree. cha! 20h 0 ie epee. 2h. cod elimd- ols. 13,260 00 
Bagotville, wharf repairs and improvements:—Labour, $273; contract work com- 
plete, J. H. Tremblay, $6,020.40; materials, $811.04; King’s Printer, $3.84; adver- 
Paine AS127,085 UR . Ads fr linens cde heneitiod) 1 OT a anderen oobaauton... beaks. 7,235 96 
Baie des Sables, wharf extension:—Inspector, $85; King’s Printer, $68.37; adver- 
tising, $96.64; contract work, construction complete, L. Lemieux, $9,693.80... 9,943 81 
Baie St. Paul, extension to protection work:—Inspector, $252; King’s Printer, 
$4.15; advertising, $51.29; contract work complete, Murray Bay Contracting & 
eget 00.2280-008.20..54.% 292 0 O08. Sacco. (0s BOE DS tacit tad iene d1088 4 vig tedic wails 10,301 24 
Barachois de Malbaie, breastwork:—Labcur, $1,698.94; materials, etc., $306.70..... 2,005 64 


* Supplementary estimates—Crédits supplémentaires. 


Part V—104 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes_Crédits 132, 374 & 27*— Harbours and Rivers — Ports et riviéres 


Quebec—Con. — Québec-Suite 


Beauharnois, to purchase and reconstruct wharf:—Inspector, $585; King’s Printer, 
$68.64; advertising, $171.10; board of inspector, $123.85; legal services, J. C. 
Trudeau, Beauharnois, $100.80; purchase price of wharf, Leduc & Fils, $10,000; 
on account reconstruction, Farley & Grant, $13,950. ...... 0... eee ete ee 

Beleil Station, repairs to guide pier:—Labour, $1,044.50; materials, $931.61.... 

Berthier, wharf repairs:—Labour, $2,129.15; cement, $200; steel plates, $600; 
timber, F. A. Fournier, $1,005.08, accounts under $1,000, $1,521.23; sundries, 
a BEBO Ti. 5 55'S se ERE ds be hohe es Da Uo ae to te Mo NuBe 40lda De oulze Ue eBacMenecad Rls do Seah diac zat aetucheo ae Ge Goat ant atige tare oa ae 

Berinerville dredging:—Inspectors, $545; labour, $702.50; dredging, Les Chantiers 
Manseau, 86,278.9 cy. at 35c.; sundries, $30.23; King’s Printer, $3.81; advertis- 
ing, $166.08;: board, ete, of inspectors, $150,700). cei ce cleiaie eee eek dew eels <6 

Berthierville, completion of protection wall:—Labour, $2,685.70; hardware, $102.10; 
hetone,(P. Gariepy, $2,605.45, B.. Olivier, ($426.25 (nee. wady esis. 5o3, Seb cw here. 

Black Cape (Woodman’s Beach), pier extension:—Labour, $435.90; materials, 
SOE OS ie od SN: ORT ee UE ai aha Mataita HOS aha eS SHeMacs WUE ate eal e SHBG SO Aatacrs 

Bonaventure, rebuilding protection works:—Labour, $582.10; timber, etc., $622.08.. 

Bonaventure, wharf repairs:—Labour, $1,661.10; timber, Sea Island Moss Co., 
$1,390.32, accounts under $1,000, $769.58; sundry materials, $410.76.............. 

Bonaventure East (Route Henry), breakwater, to complete:—Labour, $465.07; 
pWatar bal 9BBA DD: iiss. etd Un, Bel es NG OTs tT UENO OP EAORG Cpa 

Bonaventure West—to complete wharf extension:—Labour, $737.25; materials, 
OE) $462.98). Bal AAT who Seis ikke RON widtedle: of ate ishatial av bhahat on bh eh ovigles Utah Wise? piel CaN Stay hae Se mae De 

Bradore Bay, wharf:——Inspector, $530; advertising, $9.90; contract work complete, 
L. T: Blais, $63,101.20, less $21,520 paid, in 1929-30, V—O8. 0... fo65. ep le re tees 

Cacouna, wharf repairs:—Labour, $1,037.01; hardware, $137.11; timber, $628.29... 

ue ane Os, wharf extension:—lLabour, $3,102.50; timber, $1,064.93; sundries, 

Cap de la Madeleine:—In full and final settlement of claim of Munn & Shea Ltd., 
TE COREL ACL avai ghentec 98 taal eine als seer gle oR Mga eS oL NERA NTs SUN UURROS bout hos nee oc eM 

Caplan River (Dion Road), breakwater extension:—Labour, $974.70; stone, $281; 
timber, $1,082.39 Morne ies: Wb BO 9 oc .ssessvescce te onensvatenanacste nea tes envborsapebatenstsleleratekpa- treats 

Cap St. Ignace, wharf:—-Inspector, $245; King’s Printer, $78.34; advertising, 
$63.97; on account construction, Dussault & Guay, $15,070...........ccceeeeeee 

Cap St. Ignace, wharf repairs:—Labour, $1,600.20; timber, Nap. Fournier, 
Sh026-0452:A) Simoneaite ‘S307 Obie 5 Cee see. Ls ie okciaya 1 easels ed whe aa eo touche al 

Carleton, wharf extension:—King’s Printer, $3.81; advertising, $71.22; construction, 
Hartey  eaGrants on aecount, woos 208 Gas. «odes die Salle as sive d mae ee eae ee wie 

Caughnawaga, wharf repairs:—Labour, $182.15; Raymond, McDonell & Co., 
asphaltic concrete, $1,274, sundries, . $830, 5002. . Juiced Gutta « Hellekh ae wee eee ee. 

Champlain, improvements:—Inspection, etc., $467.50; construction of shore protec- 
tion wall, Nap. Trudel & Fils, $18,983.40; sand, $792; King’s Printer, $50.49; 
advertising, .$160:19; postage. SL....8. 120 «SRR es IND. wo oo ae ew le ice 0 

Charlemagne, dredging:—Inspector, $435; labour, $2,500; dredging, Les Chantiers 
Manseau, 47,524 c.y. at 34c.; King’s Printer, $3.87; advertising, $154.52; board, 
ete.,.0f Anspeerors, | B2ZE7 TT. ibs AAEM ide AUTEN TA i Oa wh hy A a 2 

Chlorydormes, wharf:—King’s Printer, $3.97; advertising, $273.44..............6- 


Colonie des Greves, wharf replacement:—Labour, $2,730.70; cement. $706.10; piles, 


F. de 8. Gervais, $1,080; sundry building material, $1,813.38; outlay of foreman, 
$306.71: sundries 7860 idtacon...neetiadoelt, feats. EGET eee SORE oerae 
Descente des Femmes, breakwater:—Labour, $452.87; material, $546.18........ 
Dolbeau (Grosse Roche). wharf repairs:—Labour, $2,089.70; timber. $1,441.70; 
minavy material,.ete., $732.84. .csieiwucustteee ts aterterten he OLA ORO We Bey: 
Doucet’s Landing (Ste. Angele de Laval), dredging:—Inspector, $335, labour, 
$11.55; dredging, National Dock & Dredging Corp., Ltd., $17,754.07; sundries, 
$44.34; King’s. Printer, $4.53: advertising, $225.02. 0... .0d oa eae. ee 
Doucet’s Landing (Ste. Angele de Laval), wharf reconstruction:—Labour, $598.05; 
contract work complete, J. EH. Fleury, $37,200.45, less $32,250 paid in 1929-30, 
Nee gravel, timber, etc., $802.64; landing platform and trestle work, E. Fleury, 
Douglastown, wharf extension:—Inspector, $170; contract work complete, A. J. 
Urquhart, $8,374.85, less $6,000 paid in 1929-30, V—99............ ccc eee eee ees 
Etang du Nord, breakwater wharf, to complete:—Labour, $2,617.85: explosives, 
$445.88; stone, $525; sundry materials, $697.10; freight, $200; rent of piling 
ground, $105 si¢detailed:’ in*'1931-2.5 1 $3,7274510% B10. Ae Pieg. ak vec See 
Fassett, wharf reconstruction:—Labour, $2,596.50; stone, $937.50; timber, Geo. 
Dansereau, $4,032.74, accounts under $1,000, $179.05; sundries, $447.80........... 
Father Point, wharf extension:—King’s Printer, $3.71; advertising, $301.62.... 
Fleurant Point, wharf:—King’s Printer, $2.82; advertising, $87.33; purchase of site, 
$200; construction, J. J. Leclerc, on account, $8,690.........0 ccc cece eee c cence 


24,999 
1,976 


5,870 


31,795 
5,909 


1,249 
1,204 


4,231 
1,299 
1,200 


42,121 
1,802 


4,479 
27,249 
2,019 
15,457 
2,930 
6,395 
1,795 


20,454 


19,519 
2717 


6,696 
999 
4,264 


18,374 


7,389 
2,544 


8,318 


8,193 
305 


8,980 


39 © 


94 


76 
09 


49 


29 


59 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 132, 374 & 27* — Harbours and Rivers — Ports et riviéres 


Quebec—Con. — Québec-Suite 


Fort William, wharf repairs:—Labour, “ aeeeiiithe lumber, Wm. Milne & Sons, 


SuvoorUTs sundry, materials, 6UC;,, SOSEAS oa oo a0 weir esos erties ooelded, tue, « saids 
Gascons (Ruisseau Chapados), harbour improvements:—Labour, $2,880.63; hard- 
ware, $535.73; rock, $317. 45: CME P sho 7i 4 Oh Oe ba Savane Ucn Lan geod: fa. e Ue. 
Grande Anse (Gaspe Co.), wharf: — Inspection, $695; construction complete, 
Dumont & D’Amours, $47,414.80, less $13, 330 paid im) 1929-30... V—99 ) wae ayes os 


Grande Baie (St. Alexis), wharf repairs:—Labour, $162.65; hardware, $24.98; 
timber, L. Gagnon, $1,874.07, accounts under $1, 000, $312. 81; printing, $4.16; 
advertising, DINOS x7. ce RSL. Lee ext id. Seta calle 5 ha pes SAT gh ay 

Grand Entry, M.I., pilework extension: —Labour, $2,653.70; timber, etc., $1,819.57. 

Grande Riviere, rebuilding and extending breastwork:— ‘Labour, $1, 495; timber, 


etc., $1,237. 93. SOO). CHE COLE Setar sa tna. oo sie. ft. OEE See... del opiate 
Grande Vallee, jetty and breastwork: —Labour, $1,906.50; hardware, $499.44; 
stone, $502. 50; timber, WA) *Mournicer $l 682:76 . was. Sa.nG Fhe. hea. «RAR aes 


Grosse Isle (Keating Point), landing pier:—Labour, $79.15; timber, etc., $426.18; 
transportation of timber, $261; detailed in 1931- 39, $731.85 eR Tt tea ee 
Grosse Isle, wharf repairs: —Inspection, $425; contract, work complete, Lemelin 
& Brousseau, $12,032.60; work on. shed, $487. 50; King’s Printer, $4; advertis- 
ane) Vat02.2 yi boards.of iihispector: "S8au NALS Cebae P08 Lenin! Peas iden Pia dena 
Harrington wharf repairs:—Labour, $1,649.65; travelling expenses, $103.20; 17 
barrels, $136; explosives, $551.09; gasoline and oil, $193.28; timber, Jos. 
Lefrancois Cie, Ltée., $1,357.40; sundry materials, etc., $277.93; freight, $682.. 
Havre St. Pierre, wharf repairs:—Labour, $613.25; materials, etc., $542.83...... 
Hudson, wharf repairs:—Inspector, $130; labour, $555.40; stone, $571; sundry 


material,$102.76; ‘Inspector's: board, ‘ete! SEBO. 70. sel. endl. srinsede en. Ly eisiee 
Hunterstown (St. Paulin), icebreakers:—Labour, $5,661.50; explosives, $439; stone, 
E1405. 75> “SUNdry MAvel ial, | STOLL Loe, ae ete AOE eetaaie Sad de tay feet ats, geld 


Isle aux Grues, wharf extension:—King’s Printer, $69.92; advertising, $217.68.. 
Ile Perrot, dredging:—Inspector, $355; laLour, $218.50; dredging, Les Chantiers 
Manseau, on secount,'59,003.703) board’ and \oublay, \B2U7 a0 oath ict wheats’ odie seh det s 
Ile Perrot Sud, wharf repairs:—Labour, $342; stone, etc., $857.25.............. 
Isle Verte (Riviere Verte), wharf extension:—Labour, $1,201; stone, $614; tim- 
NS cat Love ee MOS STs aia MCS a ao 8 ela eR aeeer ip Dr ONgP  Gelidh AC Ty ios Sag habe da ger 
Isle Verte, wharf repairs:—Labour, $2,916.88; paving, Macurban Asphalt Ltd., 
$1,200; stone, $503.50; timber, R. McClure, $1,221.40, accounts under $1,000, 


D130 00,1 Os MADE UCR, LOO Uae lis nbd, SVPETE PSN To Yad < ct oh i glare Wie laha'ia tale etpayidaa (aa 6 cap.-o"toab el Fine 
Jersey Cove, slipway, repairs and improvements:—Labour, $1,632.18; engine and 
DOIG, S54. SON BUNA Y a NACOLIALS, JOLC. pis 2 5.00 neh) < ehacufen tpi > cyavase Ufo -« vegh in lel sTarorniahe's 
Kamouraska, repairs to wharf:—Labour, $3,051.25; cement, $997.50; timber, 
S711.1 7 58, Suleyman terials PGF7 obs.) AAVerLISING. Shia bs oieiaybemievetiorne «pel ¥ erarer buona a> one 
Lac du Montigny, wharf:—-Construction of cribwork, A. Beauchemin..:......... 
Lachine, repairs to wharf:-—Inspection, $290; Leger & Charlton, contract com- 
plete, $9,913.63;, King’s’ Printer, $78; advertising, $155.95........0....000000% 


Lake St. Louis, dredging: —Labour, $4,062; dredging J. P. Porter & Sons, Ltd., 
4,217 «. y. at $5.40, 2,370 at 75e., less $13,837.23 paid in 1929-30, V—100: rent 


of yacht, $912; room and board, $1,363; sundries, $390.18..............c0e00 
Laprairie, Abtension to dyke:—Inspection, "$765; King’s Printer, $63.48; advertis- 
ing, $343.78; on account contract work, A. Lacroix, $04,770 LT. ae. 
Leclereville, dredging:—-Kine’s Printer, $7.55; advertising, $82.76.........-....00. 
Le Fils, breakwater extension: ~ Labour, $419.59; material, SEGOL ST os 
Les Eboulements, wharf repairs: Labour, $257.75; contract work, Cauchon, 
Charest, Lajoie & Rochette, on account, $6,700; sundries, $5.57.............. 


Les Ecureuils, wharf reconstruction:—Inspection, $125; King’s Printer, $4; re- 
construction complete, O. & J. Poliquin, $7,525.25; advertising, $124.74........ 
Les Escoumains, wharf reconstruction, to complete payments:—L, Lemieux, Ltée., 
OT ACCOUME sCOMDEGACE 9 5.5 Ne alils ht th 8 AtGhein BG's, ences Ath AF cl MMOD 2 net liad slips ne ial e, sede te candy oiheigs 
L’Islet, wharf repairs:—Inspection, $297.50; Beaulieu & Journeault, on account 
contract, $5,470; E. Cloutier, stone, $2, 325; King’s Printer, $65.87; advertis- 
ing, $89. DE tet eid «cis ADAM. cuvalgdhinths. mass ictig hope ERENT aileetanes A a pdabes WNL seas 
Little Montreal River, dr edging, the Provincial Government to contribute a like 
amount: —Inspection, etc., $1,037.50; Corp. of County of Napierville, dredging, 
$12,466.75, settlement of contract of G. Laurin, $11,090.55, less $297 paid in 
ree enya and $4,447.74 in 1929-30, V—100; accounts under $1,000, sundries, 
Louiseville, dredging: —Inspection, $1,020; labour, $2,104; travelling expenses, 
$359.35; dredging, Les Chantiers Manseau, 80,542. 7 cy. at 30c.; sundries, $34.20; 
King’s Printer, $10.99; advertising, $153.68; board, $172..........ccccuccceees 
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Part V—106 


PUBLIC WORKS—TRAVAUX PUBLICS 


. Votes—Crédits 132, 374 & 27*— Harbours and Rivers — Ports et riviéres, 


Quebec—Con. — Québec-Suite 


Lower Miguasha, wharf extension:—Labour, $1,497.08; hardware, $189.45; stone, 


STTO\Ze; timbers G2,000 F110). tans teteverstotorstovecevalose els a vieie site leds +0 lee GalbL ANAS BUS Welauele 
McInnes Cove, breakwater:—Labour, $1,247; spikes, etc., $476.33; stone, $749.92; 
tittiber, $1,480.96. iss sri ealeteieleiens foie winrele oie 0 aie ale Ud wllalare 'eAithe bloliot- elltlalels-«) the 
McLellan’s Beach (St. Charles de Caplan), breakwater repairs and extension:— 
Labour, $405.40; spikes, $103.10; stone, $251; timber, $740.54................ 
Magog, wharf repairs:—Labour, $1,220.60; materials, $460.71...........+....5-. 


donald & Macdonald, $2,129.11; sundry materials, $157.35; board, $1,083.75; 
freight, etc., $94.60; Farley & Grant and Cummins & Robinson, on account 
contract, $434.060. Total, $441,233.52, less contribution, $146.477.67.......... 
Matane, repairs to piers:—Labour, $1,296.40; timber, $883.83; sundries, $120.80.. 
Mechins, wharf extension and_ repairs:—Inspector, $630; labour, $649.10; 
materials, $546.56; contract work, complete, L. Lemieux, $43,457.04, less $7,980 
paid in 1929-30, V—100, and $1,000 still umpaid................. cesses eeee 
Metabetchouan, wharf repairs:--Labour, $915.74; timber, ete.. $803.20............. 
Mille Vaches, wharf repairs:—Labour, $910.06; materials, $540.25............... 
Montebello, wharf reconstruction:—Labour, $4,114.55; timber, Geo, Dansereau, 
$4,010.55; sundry building material, etc., $1,871.98.........0..0.. eee eee eee eee 
Mont Louis, repairs to wharf and approach:—Labour, $1,078.33; timber, etc., 
870.14. ett TR. A. AR Es, G Riowet als sd Shee Ute, Mla Meta edats bina belive horsket el cae 
Ment Louis, wharf extension:—King’s Printer, $4.69; AOR er ON nee $273.29 2 AY.06 
abour, $103.60; 


Martineau, St. Francois, $85.10; purchase of land, $5................-....00- 
New Richmond, improvements:—Labour, $1,064.85; timber, $1,159.71; sundries, 
SUSAGS nec eee nce els Tk RPGR crate base fee eee Re Bi ge 


Nicolet River, dredging:—Inspector, etc., $125; dredging, National Dock & Dredging 
Corporation, 18,755 c. y., $9,752.60; King’s Printer, $4.16; advertising, $144.76; 
PUIASIOS WOOD” scot cies oo nat ccla's win to's a's 8 6 ede we ay tas eo Oat ene Cue ER eset 

Norton Creek, dredging—The Provincial Government to contribute a_ like 
amount:—Inspector, $260; labour, etc, $74; dredging, Corp. of County of 


Chateaucuay, 62,040.97 6 os ccas cees's cs eet Coke Cece te Ce eee heen ener eae eee 
Norway Bay, wharf reconstruction:—Labour, $1,093.37; fir, Mayno-Davis Lumber 
Co.,,.$2,499.33; ‘sundry ‘materials, $533/61;" freight, $95.22 0 80 es ee es 


Notre Dame de L’Isle Verte extension to western wharf:—King’s Printer, 
S60 75. Jadvervisinlig, (SLT2.36 Cece eo cs deme ens ee, ne Seen eee et ene, Ce eee 
Nouvelle River, breakwater extension, improvements:—Labour, $1,181.65; hardware, 
$274.50: stone; $528.50; timber, $1,240 M6620 5 Va Re OPS Pees SIRO A 
Noyan wharf repairs:—Labour, $917; timber, etc., $878.65..............cc cc ee eee 
Osisko Lake, wharf:—Labour, $685; stone, $330, timber, $905.32, sundry material, 
$140.52 (EH. Charlebois, $1,155.32, accounts under $1,000, $220.52)................ 
Papineauville, extension to freight shed:—Labour, $666; electric installation, $130; 
EIMBEr, PELE. SO03 19 ie cic.s.cjecoveserestets lees ~ seeker einen ea ete Li, Vb epee sli oneierahot eee 


$1,183.03; stone. $813.13; sundry material, etc. $562.31.0.. 2... ends seis ceed ware 
Peribonka, wharf repairs:—Labour, $1,873.87; timber, $1,611.50, sundry material, 
$538.62 (S. Desjardins, Fils, $1,629.45, accounts under $1,000, $520.67).......... 
Petites Bergeronnes, dredging:—King’s Printer, $4.68; dredging, Alfred Larouche, 
20. LY. At-H0,)9,402 Abels AOVETRISINE” OOo We wie sa tea RE tye Ge «Pew Lae ERE aks 
Petit Bonaventure, breakwater wharf improvements:—Labour, $2,345.75; hard- 
ware,’ $317:50>""' storie; "$612 '50* “timbers *$9'524.957 Sh ES PL Oh) a ee 


sundry materials, etc.. $608.08: crib complete, C.’H. Nadeau, 8,992 cy. at 
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Part V—107 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 132, 374 & 2%7* — Harbours and Rivers — Ports et riviéres 


Quebec—Con. — Québec-Suite 


Pointe aux Outardes, wharf:—Inspector, $525.50; contract work, Jos. Gagnon, on 
Becount, SG, leis gs. . ewrel PASTA: La ee: 2 Ad.» talus. «dears dap ss 
Pointe Bourg, extension “to cribwork:—Labour, $764.90; timber, etc., $226.69. 
Pointe Claire, wharf reconstruction:—Labour, $1, 487; cement, $675, stone, $1,225.42, 
sundries, $613. 41 (Lem Charlebois, $1, 775. 18, accounts under $1,000, $738.65). 
Pointe Fortune, wharf reconstruction: —Inspector, $204; labour, $899. 25; contract 
complete, Farley & Grant, $4,491.25; King’s Printer, $74. 09; advertising, $110.60; 
UDP, - SOMITE | Sete. bates grehs 6 SSM eRe re AIMS Pate 5 Mee wv diced a SRS bid acs © elaueieh « aid 
Pointe Loup Morin, breakwater:—Labour, oi 839.80; bolts, $330; lumber, etce., 


$1,656.75; stone, $503.50; sundries, $183.9 tO, SA Mp a San ton ce ee oe ee 
Pointe St. Pierre, breakwater wharf esahecike —King’s Ae $3.71; on 
account contract. work, J. J. Leclerc, $4,630; advertising, SEV. 8G. eyfenth.! ah < sta 
Port Daniel East, harbour improvements:—Labour, $2,517.60; ee $752.50; 
pimecee cls 0s OunUries,s SlIU OS. te alls esl i 6 45454445 4 ees 45k s oars og ook 
Port Daniel West, breakwater: —Inspector, $260; contract work complete, J. E. 
Nadeau, $4,828, less SOO Mach Ms 1029-0 Va Se. ot RL lal phim ake « 


Richelieu River, improvements :—Gauge readers, $990; inspectors, $905; labour, 
$7,858.75; travelling expenses, $357.84; dredging, Les Chantiers Manseau, 
$103,688. 28, less $93,429.42 paid in 1929- 30, V—102; sundry materials, $905.97; 
board, $2, 713; transportation, etc., $730. ROLE A GOU CREE de lie c 1a eee 

Rimouski freight shed:—Labour, $2,171.70; materials, BOSTOR.  egitn toe Yu 

Rimouski, harbour improvements: —The Foundation Maritime Ltd., to contribute 
one-third of ost of pier extension:—Inspectors, $1,110; labour, $362.45; 
sundries, $103.55; King’s Printer, printing, $93.99; advertising, $542.78; on 


account cantract work, Farley & Gr ANE BEE 30a ws Tos dare crassa ana» 2a se 
Rimouski, wharf repairs: Labour, $3,950. 80; timber, A. Bellavance, $3,066.95, 
accounts under $1,000, $2,338.51; sundries, SA10.97e) oAAR Lads seem haan: 4% dae 


Riviere a la Martre, to purchase "and repair wharf:—Labour, $739.73; timber, 
etc., $760.73; purchase price of wharf and site, D’Auteuil Lumber Co., $4,500. 
Riviere au Renard, wharf extension) and repairs:—Inspector, $745; labour, 
$4,058; renewal of deck of wharf, A. & C. H. Nadeau, on account, $2,340; 
rock, $843.25; timber, $1,071.54; sundry material, etc., $923.03; King’s Printer, 
$64.01; advertising, $71.60; sundries, $29.60; Dumont & D’Amours, contract for 
wharf extension complete, $51,947.50, less $18,220 paid in 1929-30, V—102.... 
Riviere au Tonnerre, wharf:—Inspector, $916.50; travelling expenses, $118; Jos. 
(sagpon, on account. contract,, $54,090. o. v oe. se ay ne pOMRERGR. aloe ea tats tershens 
Riviére Blanche (St. Ulric), wharf improvements and repairs:—lInspector, $405; 
labour, $1,205.80; contract work, L. Lemieux, $14,205.49; timber, $950.71; sun- 
dries, $375.02; King’s Printer, $76.61; advertising, $82. Or. Male: eae. ole peabcvane 
Riviére Caplan (Bourdages), breakwater repairs and extension:—Labour, $520.60; 
iron, etc., $244.33; stone, $302.50; timber; $850.66.......c6 5. ees es cwwaiens 
Riviére des Prairies, improvement: -_Inspectors, $2,440; labour, $4,319.50; con- 
tract work complete, Les Chantiers Manseau, $106, 320. 38, less $32,103.78 paid 
in 1929-30, V—102; sundry material, $234.35; board and outlay of inspectors, 


CPM ye EAU Br ihe oe nia a ane Shera ait ste ah te Re eal a ne ES RLY RN he thas, «ae ok: Sim te ASD 
Riviére du Lievre, lock and dam, repairs:—V. E. A. Belanger, on account contract, 
$11,000; King’s Printer, $4.21; advertising, S2E560 poste atch. nbe Bers 


Riviére dit Loup (en bas), wharf repairs:—Labour, $5,953.70; rent and transpor- 
tation of DN $772.50; spikes, etc., $1, 601. 88; timber, ete., $4,654.72; 
RURITR.  SOU LD 5 cide wan tee 00.6 sSrsigrerchcievay cores heeds eR. aR eEUN eR, SRA. 

Riviére du Nord, dredging:—Inspector,. $180; labour, $872; dredging, Les Chantiers 
Manseau, 16, 547. 7 cy. at 50c.; sundries, $49.83; King’s Printer, $8.76; adver- 
tising, $147. 52: board of men, $288; inspector’s outlay, $162.25. RPI SIGE 

Riviere Laguerre) contribution Go na tile dredging, The Province of Quebec to bear 
a like amount:—TInspector, $360; labour, $1,777.75; travel, $5.65; dredging, 
Corp. of County of jpluntingdon, on account, $15,721.56; board and room, 
PCE CH 19 ow 8 sis set hid ot allah Huse ta Mote “Uila a Sole Sade babebate 4 aaa) cid aia wad ok We ao wars 

River St. John, See a wall:—Inspection, $367.50; construction complete, Jos. 
Gagnon, $10,067, less $2,100 paid in 1929-30, V—102; legal services, J. Warren, 
LaeMalbaltesiS20 Rw We. DRA Goe kak. ats a a ee eS RE Ys OY EY 

Roberval, wharf repairs and improvements: —Inspector, $255; Gagnon Fréres, 
contract complete, $34,207.60, less $8,230 paid in 1929-30, V—102; less con- 
tribution of Duke-Price Power Corn Ltd ShSZo61e,. coors ee. SERRE 5 AM 

Vee a la Loutre, wharf extension: King’s Printer, $4.67; advertising, 

Ruisseau Le Blanc, breakwater extension:—Labour, $1,446.75; stone, $1,041; 
Hinder, 1p 1,702 447) SUNG Ies POA DO OLR. LEON (BIOS) |) OIUEH OV EFL MS |S 

eA ey a de Pabos, wharf repairs:—Labour, $1,031.65; materials, etc., 
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Part V—108 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 132, 374 & 27* — Harbours and Rivers — Ports et riviéres 


Quebec—Con. — Québec-Suite 


Ste. Anne de la Pocatiére, wharf extension:—Inspector, $420; carbolineum, 
$157.50; contract work eee ag Jos. D’Angou, $10,731.65; King’s Printer, 


$71.02; advertising, ($91.35VO Nie 2hU RS 0. TIS Sis SR 
Ste. Anne des Monts, mitad wharf, repairs:—Labour, $1,072.28; timber, D. 
Bouchard, Ltée., $1, 811. 83; sundry materials, etc., a Re Ae 


Ste. Anne des Monts, wharf repairs:—Inspector, $205; on account contract work, 
Fournier, Dunn & Dunn, $11,900; King’s Printer, $3.87; advertising, $215.85. 
Ste. Anne de Sorel, construction of icebreakers: -—Labour, $3,397.80; stone, 
$1,527.02; timber, Jas. Sheppard & Son, $4,094.31; sundry materials, $793.34; 
board, S170) vis. s hob 54 SOREN S 45 SABENA ne no lel Se URS. VREPTRIM, sp eyae eee. 5 PaeRes 
St. Antoine de Tilly, dredging:—Gauge reading, $447; inspector, $1,530; dredging, 
National Dock & Dredging Corp., contract No. 15906 complete, $40, 537 .86, less 
$19,159.65 paid in 1929-30, V—102, contract No. 18010 complete, $211,128. 51: sun- 
AXES; ? $49.BB4 vrei an crsteharerct et oryhaleratatalatietele’e’ EEG & eallald HU kidly «Met Wee tmne smend SAS | faa 
St. Ee (Grande Nord), wharf improvements:—Labour, $391; stone, 
etc SOS. stare 5.85.8 ab ia 4 © BORE INS MPa eIRh WOE 6 ce T ia nite a terane (2% ARAM ARCA nS lee 
ay Basile du Tableau, breakwater reconstruction:—Labour, $462.25; materials, 
587.75 veces ated OE NE RR? Lo SRE, CPL GI. aera. er Lee me 
St. Charles, wharf reconstruction:—Labour, $1,821; stone, $1,760; timber, $1,339.75; 
BUTAPICR, SAD Bs99, © var er crereheratsratiteriorei it of callat ol'at Wilts « Wits ih le aletalpee s clwebe ls ghthabel dust st OMEBEE MRD... a eed 
St. Charles de Caplan, wharf extension:—Contract work, A. & o H. Nadeau, on 
account, $1,680; King’s Printer, $84.61; advertising, S7SsZEs CLES . eae 
St. Coeur de Marie, wharf: —Inspector, $500; Assia $100; vomit $165; contract 
complete, Mavier Simar did Pils, $6,563.65, 80s Ueow. o.oo, Le aa. PE 
oh Babien, wharf replacement: —Labour, 0. 186 70; spikes, etc., ($277. 15; timber, 
L.GST OB. eS: TRUER Es whos oe IERIE, © cece eRies begkale ese REL Gee B SG Acme ead RNCMNERer temo T ane 
Ste. ‘Telieite, wharf extension and repairs:—Labour, $438.30; on account contract 
work, L. eee a Ltée., $6,240; timber, $696. 53: King’s Printer, $66.26; 
advertising, SOTETD Ke TU, AAR Rh ce, AE BRIE, OE, ete. TF 
Ste. Flavie, wharf ae Sal CTs Nae $245; on account contract work, L. 
Lemieux Ltée., $10,030; King’s Printer, $4.70; advertising, $131.25............ 
St. Gedeon, wharf improvements:—Labour, $2,176.60; cement, $616; sundry 
Inateriais, cte., (SEO SOS TO Mit: Ss. INOUE. OSS . SE TEMS. RL AA WCELRES Se 
St. Godfroy, wharf repairs:—Labour, $1,435.95; timber, etc., $1,067.92.......... 
St. Gregoire de Montmorency, revetment repairs: —Labour, $1,137.20; cement, 
3/00.00;, sundry) materiale; $582.07) is becca dg oe ais 6a a POO lOO Meee aatIteR 
St. Irenee, wharf reconstruction: ——Inspector, $207.50; Farley & Grant, contract 
complete, $36, 833.04, less $34,180 paid in 1929-30, V—103. and $683. 04 paid in 
St. Jean Deschaillons, dredging:—King’s Printer, $3.87; advertising, SIGAD7 yA. £8 
St. Jean d’Orleans, wharf repairs:—lInspector, "$122. 50; labour, $37.25; contract 
work complete. N. Trudel & Fils, $6,626.32; pipe, $493.75; sundry material, 
$456.21; King’s Printer, $82.77; advertising, SSBLOD 1. STRATE. . G4, OTE LA. 
St. Jean, Port Joli, wharf repairs:—Labour, $767.50; timber, $1,081.32; sun- 
dries, 875.78 L tw tuite'terte We Savltee ERG Maltes, 9c Re dwed oRR ke MR ein NNR RMI) GA kon a ary A/a Gia) Oneal 
St. Joachim, wharf extension:—Inspector, $310; contract work bierh ae ? J. 
Leclere, $23, 129.24; King’s Printer, $72.02; advertising, S8S:70. TIAL Ae Bt 
St. Laurent, wharf repairs: —Inspector, $410: labour, $346.35; contract work 


complete, ‘Fournier & Talbot, $10, 404. 81; sundry materials, $560.58; King’s 


Printer, $3.69; advertising, $158.85 LE Gs WE eds povena be dnad ieilaice okt haga hha Ck taiendl cs EC 
St. Marc, repairs to wharves:—Labour, $1,789; stone and gravel, $1,043.25; 
sundry materiale, $462748> 29 tieril’. ie meniak +c SRAM. |. woe. s abe tn Gishe aot 
St. Mathias, wharf repairs:—-Labour, $588; material, $338.27........:i.e0.008 
St. Maurice River, dredging:—Inspector, $255; dredging, National Dock & 
Dredge Corp., 75, 000 cy. at 30c., on account, $1,944, less $1,080 refunded by 
Can. International Paper Co.; King’s Printer, Soe 90; advertising, $161.10; 
USED ete cavieloas ace es, sous (ar-si/sotls © ee deaal igi dn eet a Bbaty <a Blak oie, a 0c tate ieee ae 
St. Omer, wharf extension:—Contract work, O. Anderson, on account, $5,630; King’s 
Printer, $3. Ow CVeTRISiN EY  S6d Lica) ouiiatacuctts PMO QOS « nie alebemae oitlnd: Wee suns Irie ILI S 
St. Paul, Tle aux Noix, wharf improvements:—Labour, $1,821.75; stone and gravel, 
$1,683. 65; sundry material, TD 0 A Des hocturnemrd huis cilae 4 aeanate mia stent Ca iit gtr ita 
Ste. Petronille, wharf repairs and improvements:—lInspection, $355; contract work 
complete, ie Lemieux,, $12,202.08: eundywtege SASS, cd, we ckte. co eee th © 3 
St. Roch des Aulnaies, ‘wharf repairs and improvements:—Advertising........ 
St. Simon de Bonaventure, rebuilding protection work:—Labour, $521.60; timber, 
BUCS «PO 10.8 LF bth SOs eA tare: oh G2 Bots diet ul aha atin ied, kin) mn aie ate fies Ee 2 
St. Simeon de Bonaventure (Henry’s Beach), extension to breakwater wharf:— 
Labour, $515.10; stone, etc., $564.40; timber, BSG L-0 dd hcnset ie tee x Neue ek pak elaine are 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 132, 374 & 27* — Harbours and Rivers — Ports et riviéres 


Quebec_Con. — Québec-Suite 


St. Simeon de monsken tine: ey oriny s Beach), breakwater extension:—Labour, 
Sool: 4 Materiales. Sb0S20 0: sauce OMe ble kik <cuaad eptelibw i oid gat le serail 
St. Simeon, wharf fet re Parry Plots labour, $240.50; materials, $65; 


King sebrinter, $5.11: advertising S103.06 6 cice i). sersrs, «/4/0's trplgbitel «steno laSl oe hte 
St. Simon, wharf extension:—Lab bour, $1,675.30; stone, $236; timber, T. Thibault, 
‘$1,853. 68, accounts under $1,000, $910.87; sundries, $304 Wk hal dex crete abseil hag ces 


St. Sulpice, dredging:—Inspector, $425; labour, $1,351; itravelling expenses, 
$121.50; dredging, Les Chantiers Manseau, $7, 796. 95; King’s Printer, $3.87; 
advertising, $156.48; board, $228.50; sundries, $28. Coy Lene ne a 

St. Sulpice, ice breaker: —Labour, $2, 481. 50; stone, gravel, etc., $822.13; sundry 
ROROTI Se COte (ROOF OLE ae ctvaliaa + 7.6 Soma RiGee ot SuE GRIN oyshaiivuarh. « syns <p 4iSieich ek sck y+, sue he peue 

St. Zotique, wharf improvements:—Labour, $2,186; yee $210.60, stone, $568, 
timber, $1,361.80, ‘sundry materials, etc, $960.01 Uae Castonguay, 
$1,245. 35, accounts under $1,000, $1,855.06); board, ete., SAN od sett Sek nti 

Sabrevois, wharf reconstruction: —Inspector, $90; labour, $88; King’s Printer, 
$3.85; contract work, Farley & Grant, $9, 590; materials, etc., $63.28; adver- 
MEST Oe ee ae ea eu ae Leis Guvsene oe coeerenk cata Lssta te © hae Oe koe dd oe Wik ale Ye a 

Sacre Coeur, wharf extension:—Labour, $1,150.80; stone, $643; timber, $2,692.23; 
sundries, $306. “55 eter bral Deine ie nla aah DNL aestbas hsy die Eh. Veta A: he i age gL Ri 

Senneterre (Bell River), landing wharfs:—Labour, $925; provisions, $161. 84, 
stone, $300, timber, $1,577.52, sundries, $212.92 (J. E. Fortin, $1,427. 52, 
accounts under $1,000, $824.76) Cee ee i eee we is eM eet at Pe ie ee) Me 

Shigawake, wharf repairs:—Labour, $955.33; materials, $882.68.............. 

Sorel, Pontbriand wharf—to complete payments on contract:—Jackson Con- 
struction Co., contract complete, $33.591.63, less $11,760 paid in 1927-8, V—88, 
Aid S17 000 Epa: 108 ee ee ee ee Se ae 

Springhill ‘(Sandy Bay), wharf: i HEPECLOT oF LN ele Oak ted FLEW UE URS Vee 

Squatteck, wharf repairs:—Labour, $1,275.20; timber, etc., $920.97.......... 

Stratford Centre, wharf reconstruction: —Labour, $4,724.62; timber, $1,950.84; 
Sienrres, $424.04. soca eg. 6 ewe he be VI, OT ROT oe om, PRI, PME 

Tadoussac (Anse Tadoussac) wharf den tibaianepecipglee RS, $26; sundries, 
$13.75; King’s Printer, $2.61; advertising, $274.33............0.cccce eee 

ee jpistoles, repairs to wharves: —Labour, $2,734. fees Pita $624.90; sundries, 

Valleyfield, dredging:—Inspectors, $845; labour, $2,036; dredging, Les Chantiers 
Manseau, 3,001.6 cy. at $5.80, 50,092.3 cy. at 58c.; sundries, $35.25; King’s 
Printer, $4.07; advertising, $145, 74; outlay of inspectors, S4GQ95 LF DPN 

Varennes, icebreaker :—Jos. Trudeau, construction commplete...........5....5. 

sapere wharf repairs:—lLabour, $1,094; materials, $147.99; board, etc., 

Vercheres, wharf enlargement:—Inspector, $295; contract work, J. A. Lemay, 
enlargement, $6,497.30, construction of pile breakwater, $8, 400. 45, less $1,240 
paid in 1928-29, V—94, ane $6,270 paid in 1929-30, V—104; King’s Printer, 
$3.85; advertising, SLATS cay aut charted «iblac hile ORE ola RET WT 2s BabeB ee o Bameats 

Verdun, dredging:—Inspectors, $1,325; labour, $1,842; travelling expenses, $15.21; 
dredging, Cummins & Robinson, on account, $11, 273. 18; sundries, $22.88; King’s 
Printer, $3.55; advertising, $126. 24; board of inspector, PAGS iin oo bie eke. cartons 

Yamachiche River, dredging: —Inspector, etc., $370.50; dredging, National Dock 
& Dredging corp, $23,990.37; King’s Printer, $4, 02; advertising, $200.18; 
PUA ICS EO. LO ee a es elo iuare wise Phesigaied © § ee Lee TERRA oe CA lhe ke 

Yamaska River (Baie Lavalliere), dredging:—Inspector, $415; dredging, A. 
Laperriere, 95,370 c.y. at 30c., W. eure 15,304 cy. at 30c.; King’s Printer, 
$4.03; advertising, $118.68; sundries, $11.60........ 

Harbours and rivers generally:— 

Anse & la Barbe, land for roadway, $230; Aurigny, stone, $49 
Aylmer, wharf repairs: labour, $243.40; timber, etc., $346. 74. 
Baie St. Paul, wharf repairs: labour, $103; material, $22.35 
Bellerive wharf: labour, $412; Sane etc., S457 Bascis cette. ww de Seth oeath 
Bellevue, repairs to wharf: labour. $551.50; material, $21..............cee000- 
Beloeil booms: caretaking, $125; placing booms, $82............ccccc eevee cees 
Berthier, removing ice: labour, $10; travelling expenses, $8.49................ 
Berthierville, repairs to wharf: labour, $464; material, $48.58.................. 
Bois Brule, landing pier: labour, $367; material, $304.35...........ccccceesee. 
Bonaventure, iron, $24.70; Cacouna, sundries, $6...........seeseceeeeeeeeesces 
Cabano, wharf repairs: labour, $244.60; material, $258.98...............00200- 
Gannes=dess Roches: collecting, timber <a... sites. «my 30. es caylee « euyden oi 
Cap a l’Aigle, wharf repairs: labour, $366.15; timber, eth 78; sundries, $270.95. 
Cap Chat protection work: labour, $260: material, $438.97 FEM ER See he hy ME 


ooer eee ese ee ee ee ee Fe Fe eee 


eee eevee ee ee ee we 
eos see ee ee ee wo ee we 


eee ees ee ee eevee ses seoe 


1,370 
638 
4,980 


10,041 
3,998 


5,600 


10,000 
4,792 


7,857 
14,996 
24,585 


33,751 


250 
1,511 
698 


48 


58 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-Crédits 132, 374 & 27* — Harbours and Rivers — Ports et riviéres 
Quebec—Con. — Québec-Suite 


Harbours and Rivers, generally—Con. 


Cap de la Madeleine, repairs to wharf: labour, $101.85; material, $23.67......... ‘125 52 
Champlain freight shed: labour, $140.25; moving shed, $60; materials, $350.10. 550 35 
Giipados “By ‘Road? labowrie nig cuti tes eer oe, Re ee Ee hh RN beeen ae 249 30 
Choisy, repairs to wharf approach: labour, $531; material, te US ors * eee er 799 08 
Contrecoeur, repairs to wharf: labour. $542; sundries, $128.30 Prt Ae eK Shh ee 470 30 
Cross Point, repairing wharf: labour, $232.15; timber, $283.83; sundries, $283.30. 799 28 
Descente des Femmes, wharf repairs: labour, $149.50; materials, SLSCIO ea... 280 86 
Desjardins, wharf repairs: labour, $122.60; lumber, Sloe. ee eo. eee 254 21 
Desjoachims, wharf and site: legal services, D. Le Guerrier, Campbell’s Bay.... 179 98 
Doucet’s Landing, repairs to roadway: labour, $92.25; materials, $124.18........ 216 43 
Dune du Sud, completing slipway: labour, $347.15; material, $135.30.......... 482 45 
East Templeton, sundries, $25; Etang du Nord, caretaker, $152.67.............. 177 67 
Ktang des ‘Caps:, labour,..$424.75; materials, $183.30. 02.3 oe sales ew cece chan ole 608 05 
Father Point, repairs to wharf: labour, $721.75; lighting, $994.25; sundries, 

BTSSIOS . cca s Caer ee ee ee ee Re SSR eae TREE URGE MER A TIE Mets iene een 1,874 93 
Fauvel, repairs to wharf: labour, $189.05; stone, $381.90; sundries, $52.76...... 623 71 
Garland’s Beach, repairs: labour, $153: 60; material, $96.48. de nee ae ae Bee 250 03 
Garthby, repairs to wharf: labour, $1, 930. BD material, DOSA GUTS. Pwmtee eh: Se hE 2,514 85 
Gaspe, repairs to ferry landing: labour, $674.40; hire of pile driver, $118.50; 

TADCETIAIS, SL0U IS oe piers fs cc ajece + Ue Shae Beste onthe oe ge ola stele Re on ae eee 993 12 
Georgeville, construction of motor dock: labour, $431.50;. materials, $551.20.... 982 70 
Glenburnie, improvements to protection jetties: labour, $336.88; timber, etc., 

S375 .96.. alee oll + oteutel «rete tenses’ OO BUR tunes Sue Poe Gee . icienn Bae eane see: 712 84 
Grandes Bergeronnes, wharf repairs: labour, $976.13; timber, $969.91; hardware, 

SL TGSO4 s «cies dels Aebithe we. ave eck 6 kb iipiicane < eieadon rene ey calle eae een. eae mes 2,062 40 
Grande Entrée, repairing breastwork and shed: !abour, $1,246; materials, 

SBOSLOL ook wf Be sceraale gen’ 612 MUTED, fekebtncd. is RO Ea ieee. EAC. ones 1,800 51 
Grandes Piles: legal services, J., B.. Moussette, St. Tite,..,..-s-0s00+- +e ane 32 50 
Grande Riviére:,, legaliservices,,/Y/.Gosselin,, Gaspe. . .)tceiw.. deal bad. . ehh. 204 70 
Grande. Vallée, measuring timber. Sf. h7C2.’. atpraitbelsm.. ibe ate. Sloe Bas. A 68 00 
Grindstone, urgent repairs to wharf: labour, $47.50; material, $127.50.......... 175 00 
Grondines: labour, $167.95; material, $135.98; contract for extension to wharf 

complete, O. & J. Poliquin, $17,504.30, less $17,300 paid in 1929-30, V—99.. 508 23 
High Falls, repairs to wharf: labour, $146.60;° plank, $20. ......... 2.0... 0./..2. _ 166 60 
Hopetown roadway: labour, $299.50; House Harbour, sundries, $14............. 313 50 
Hull: labour, $84.50, gravel, etc., $100.44; Huntington, Jabour, $92.25........ ee, 277 19 
Iberville  beoms:|caretaking)) @tc. «1 sitsfswis. .. 50018. «MUG Rites PIGS. FIR 131 00 
Isle aux Coudres, repairs and improvements to northern wharf: labour, $597.20; 

spruce, $240; ‘sundries, $596. 50mcwi ses. . GUS «MEA Las SI EoD | ee 1,233 70 
Isle aux Coudres, St. Bernard, repairs, ete., to wharf: labour, $654.43; timber, 

$808.17 sates wees eth, cbG Lent. UBGLEE, oh. DLR. Dae Oe DOS, CRM as. Mane 1,462 60 
Isle aux Grues, repairs to wharf: labour, $148.50; timber, etc., $151.50........ 300 00 
Lac Nominingue. repairs to wharf: labour, $21.50; material, $13.49............. 34 99 
Lanoraie, moving shed, repairing ice breaker: labour, $197; travelling expenses, 

$11.09: atone): SISL 25.1.1. Bee o LOA RORRE, SO BRE, Fela, tensa Meee Uined 359 34 
L’Anse a Giles, wharf repairs: labour, $157; materials, $711.41................ 868 41 
Laprairie, culvert: inspection, $90; labour, $232.50; sundries, $18.60............ 341 10 
Lavaltrie, moving shed, etc.: labour, $99.75; travelling expenses, $8.50.......... 108 25 
lies! Hbouleiwentet labour . iis P i 8 Oe ee waves Soe teeta. st ha etbenpla tars 4 80 
Les Escoumains, repairs to shed, ete.: labour, $259.40; material, $236.23.... 495 63 
Levis shops: labourers, T. Demers, $960, L. A. Desrosiers, 6 m., $480, P. Nolet, 

Gyms $4808 icoal,..$184.45: removing. snow, Sl0O 0". i.c6 5 ae ae eo teree ore 2,204 45 
Levis stores and yard: carpenter, T. Gosselin, $1,232; labourers, F. Bolduc, 6 m., 

$480, A. Laverdiere, 6 m., $480; watchman, Jos. Gosselin, $960.............. 3,152 00 
Louiseville, repairs and improvements to wharf: labour, $2,692; cement, $479.88; 

gravel, $861.43; stone, $950.50; sundry ‘material,’ $732.49... 00... ee cee ee 5,716 30 
Magdalen Islands: travelling expenses, J. Lafrance.... 2.0... eee ee eet e eens 39 40 
Marcil Hill; repairs: labour, $114.62 "materials 250-00... oe elt; coe cee ces 150 00 
Marsouins, securing crib: labour, $666.75; material, $84.33..................... 751 08 
Matane. sheds el eekrie wining ir icy oe tae ok ale oladetone cits ites Sisters eoeteretersey aes 96 82 
Moisie River, protection work: labour, $1,883, less $1,615.75 paid in 1929-30, 

OV =-—- 100 - ei AG AY ON ets Cota tore « MA Ae A Ree AOR Seer Aes ae cate eee Mae 267. 25 
Montmagny, repairs to inner wharf: labour, $277.50; lumber, etc., $519.37...... 796 87 
NWetashquan:ssalvacar tiers. abe cae bree int eee aban So re ean cise emes er 6 00 
Neuville, repairs to wharf: faba.) S285-70% sratervgls S00.20.5 oe eee eas sate oe 553 96 


New Carlisle: repairs to wharf, "labour, $642.20, timber, ete., $555.94; break- 
water, labour, $186.30, material, STIS 71s es eb ry Oe eek hae Oe ee ees 1,498 15 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Swite 


Votes—Crédits 132, 374 & 2%7* — Harbours and Rivers — Ports et riviéres 


Quebec—Con. — Québec-Suite 


Harbours and Rivers, generally—Con. 


Newport, breastwork: labour, $907.25; material, $72.15; freight, $52.61........ 1,032 01 
Nicolet protection work: labour, $1,200.40; stone $2,155; sundry materials, etc., 

$622.44 (F. Proulx, $2,527.62, accounts under $1,000, $249.82)............... 3,977 54 

'‘ Notre Dame du Lac, wharf repairs: labour, $325.50; timber, etc., $409.63........ zoe 13 

Matre- Dame dé la Salettew da pOUliecumun «2 ROTOR» aselial. nibrerietecemeadtanc. 28 90 
Notre Dame de Pierreville: moving shed, $35; legal services, Biron & Poirier, 

ETE OBL ce hee a os cs teh AMAA Sa: vin Ths soca d RRS OSS erate hd a <a Aka s Herve dhiiao ead abacderes « 67 00 
Nouvelle River, protection works: labour, $670.50; materials, $426.86........... 1,097 36 
Palma rolles uO ad Oe. CL6i.e OD. SDDDOSLD sate screih «bele'a « bints sain oi shield wale eens wre & 145 00 
Papineauville, widening approach: labour, $188.50; stone, etc., $274.90........... 463 40 
Paspebiac, repairs to wharf extension: labour, $398.30; timber, etc., $200.30; 

legal services, J; Ai ;Dorais, New Carlisle, (SUIT 973 ott. «fas. scene ds Slush 716 57 
Paspebiac West, descent to beach: labour, $647.50; material, $102.44........... 749 94 
otit ea 00b ad CON INO se NOCK Ss La DOANE, + Wee eased ude + ded beorsl > sacaeyslaniir semel dome 100 00 
Phillipsburg, repairs to approach: labour, $187.50; materials, $158.50; detailed 

ALUM SOT Ve Lilt SOOO. LO’ wale sss osha eee ete s ofteateltate as Wd arene vee eWiesal ai 701 16 
Pierreville: moving shed.............. Feel Maratea Meet Sas ed bale adel. y 50 00 
Pointe Basse, repairs to wharf: labour, $577.31; materials, etc., $384.82......... 962 13 
PeinreuLouresyprovechoms WOK. | LADGUL 10h. spits c © sate sles s aitielsloye sale © 6 eiwlglaranaidye » a's 660 80 
CISD PN ECS ST ee Ta Yo Qi 7 Aa Ac so Se A AIRE Ay AR Wiehe a Oa DAY AS oe 8 00 
Pointe Fregate: measuring timber, $8.50; stone, $42.60... 00.0.0... cee eee ee eee 51 10 
Pointe Jaune, construction of slipway: engine and hoist...............ceeeeees 568 73 
Pointe Madeleine: carpenter and watchman, W. Deschene..................... 900 00 
Port Daniel West, repairs to cribwork: labour, $130; material, $20.......... 150 00 
BAT oa Tu ahah eden. Shake 9 oes atime imide fal) nn ba a aaa ma 57 06 


Rimouski wharf: measuring and distributing water, $122.77; electric supplies, 
etc., $170.93; lighting, Mar. 10-Dec. 31, 1930, $1,539.20; water, season of 1930, 


ice Bi At a Pesmtinis. SACRO woot syiy MPR W ky ks tess ka cea eee kee oe 2,332 90 
ran teree ttt Lievre.s ayianvies* ba bOtt, OLC. a. ac egiicls worthy v0 she 4 oat tos che halshas ss 28 90 
Ruisseau a la Loutre, repairs to wharf: labour, $721.20; timber, $81.23...... 802 43 
Ruisseau Watt, extension to breakwater: labour, $250.15; timber, $366.93; sundry 

Teele PASO STO eS. oath pe pavers cc) JP Stet Rae maa Ny, SUE a i ee nce 855 60 
St. Andrews, repairing wharf: inspection, $130; labour, $488.62; material, 

CPt re DOALGs CLG Ol TIED CCLOP. 109.1010 foals ate e+ < cps e es ace ae ae elma: 1,000 71 
St. Anicet, repairs: labour, $161.50; fence, $152.10; stone, etc., $177.90........ 491 50 
Ste. Anne de Beaupre, wharf repairs: labour, $558.20; installing lighting system, 

$208.00 - “fert Dery S9Dasc2 $+ SUNATICS;: SLIII95 +. ¢ ore otethiyretsterelaetelotaMglete’e nee rere Mela « 1,934 37 
Ste. Anne de Bellevue: legal services, L. J. Boileau, Montreal, $96.65; purchase 

OMAN = COG Pete ee. PRPS re Pee NS OU PSE AI Sores s bet neon conn 426 65 
Ste. Anne de la ‘Pocatiére; repairs to approach: sundries. .......:3.:.32288) 48 75 
St. Antoine de Tilly: moving trestle, $200; repairing wharf, etc., $184.90...... 384 90 
St. Antoine sur Richelieu, repairs to shed: labour, $132.50; materials, $115.33.. 247 83 
De Ar ne Gt mmm Ire SCO. Ws ras wise ard A, «10 6 sice cftth ME a ave ee wel Hace Get setes  a.0'e 26 00 
St. Blaise, repairing wharf approach: labour, $38.25; gravel, etc., $255.25........ 293 50 
St. Charles de Caplan (Cote Robichaud), repairs to breakwater: labour, $478.10; 

LATECe OCG ee Oe BOOMs OLY a a Sais Pweg Sas LCM. wat Mbarara Se Mee eT LIe chee ala ed 796 41 
St. Charles de Caplan, Poiricr’s Beach: labour, $491.96; timber, etc., $492.15.. 984 11 
Ee Goleta VO URES ULES ci Piccte citi) s). 80s 0 wa nrendias Sate tarps oie tA SMO SEA Diao Bos 271. 15 
pis Denis, repairs to whart:, labour, $1483. materials, “S230 75. acess wie awe s Ps Wigs a 9 
Ste, Hineie, repaireyto whart:. fabour,( $51: timbers$0732 17. hs. dots. os 148 53 
St. Etienne de Malbaie, wharf repairs: labour, $522.40; hardware, $308.68; 

timber, S839T PUFF 9.2% (BOR PT ne ee es ee Em eran Sener te eer nen, 1,670 08 
St. Fabien, extension to pier: labour, $135.20; material, etc., $257.05.......... 392/25 
Ste. Famille, wharf repairs: labour, $185.90; materials, $197.44................. 383 34 
St. Francois du Lac, repairs to wharf: labour, $342.45; timber, $520.23; sundries, 

$62.98... Hid: Ber wEMT TOE Rd EOE: sewn be Pate 8 ete t 925 63 
St. Francois Nord, repairs to wharf: labour, $177.65; material, etc., $183.47.... ool 12 
St» Francois? Sad) repairs’ toSiwhart:) labours . ils Posey POO Res PE, OF Ue: 34 00 
St. Hilaire protection wall: labour, $257; stone, etc., $385.80...... doe. whee olen yrerey os 642 80 
Steed ean, - BO iegindriePoe 2 WENT. PO BE ee ee rae 5 60 
St. Jean Deschaillons, repairs: labour, $749.75; material, ete., $95.20............ 844 95 
St. Juste du Lac, wharf repairs: labour, $371.86; timber, etc., $233.60.......... 605 46 
St. Pierre les Becquets, repairs to wharf: labour, $159.10; gravel, $140.50...... 299 60 
St. Placide, repairs to wharf approach: labour, $970.25; sundries, $33.35...... 1,003 60 
St. Quentin, legal services, J. A. D. Chagnon, Trois Rivieres...........eee000- 5) So 


Simnoch. de wickinac: repairing’ shed... i)... see eee ee ee eae 5 00 
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PUBLIC WORKS—TRAVAUX PUBLICS 


! 


Votes—Crédits 132, 374 & 27* — Harbours and Rivers — Ports et riviéres 


Quebec-—Conc. — Québec-Fin 


Harbours and Rivers, generally—Cone. 


St. Simeon de Bonaventure, protection: labour, $195.60; material, $338.28...... 533 88 
St. Sulpice;> moving tehed rw oOo s. VOTE. RP US RS) PAE a 55 90° 
Sandy Beach, repairing road, ete.: labour, $1,069.05; sundries, $5.78.......... 1,074 83 
Senneterre,- -craming) Mette... to <AppraheWes 270 IY MPIC ee Pe ath, aT 28 150 00 
Shigawake, protection work: labour, $239.05; cement, $159.87................ 398 92 
Shigawake, repairs to road: labour, $376.46; materials, $192.70.............. 569 16 
Tadoussac, repairing wharf, etc.: labour, $205.55; bolts, etc., $189.15.......... 394 70 
Varennes, repairs to concrete wall: labour, $440.50; stone, etc., $478.......... 918 50 
Vercheres, repairs to wharf approach and breakwater: labour, $158; stone, etc., 

S2DT.B5 Lyte Ee. UATE WOW tees bere ental ea arte a's a pe tee ei ete wie ae ene Sane eee Enea 395 35 
Woburn, repairs to wharf: labour, $637.40; paint, etc., $53.30................ 690 70 
Yamaska Lock: labourer, H. Paul Dee ae cetera a aan e ee ite TNs Tate oe hehe ane 720 00 
Engineers’ Offices: — 

Superintending engineer, Quebec: telephone tolls, $592.85; sundries, $302.76. . 895 61 

Montreal: blue prints, etc., $1,519.43; telephone tolls, etc., $979.85; sundries, 

POSTE E RPM Ene Ben 1 Oe fil PREC eRe tN Wetcb Ste tac hf, waco am 2,890 72 


Quebec: electric power mains for blue printing machine, $184.91; paper, 

tracing cloth, etc., $342.18; telegrams, $329.60; telephone tolls, $297.75; 

PSTPRETS Wag ot Fala 562,00), 41 PaMe aoN 4. pop MIMI Cn kh Alb A MRS) Laon Raat ibeg ete Mle gntane tic 1,550 11 
Rimouski: telegrams, $605.78; telephone tolls, $403.15; sundries, $570.61...... 1,579 54 
Trois Rivieres: prints, etc., $500.58; telephone tolls, $460.50; sundries, $93.58.. 1,054 66 
Generally:—Salaries and wages: skilled labourer, A. Dery, $1,075, H. Millier, 

$510. Printing and Stationery: King’s Printer, parliamentary publications, 

$3.20, printing, $84.79, supplies, $4, 528 .03. Miscellaneous: wintering vessels, 

Bo OO . bik oreo ubclers aiteianeasbe Ss anette Gilg BE > oyna hens | ais, tak. Ul come ER Macks Cece eee ck he eee 6,451 02 

98,375 81 


2,115,749 76 
Less—Refunded for water at Rimouski: Dept. of Customs, $39.50; Dept. of 


Mariné; , $50.02; Puplice (Works), Plants, tad.28 6 saccdueci® oc PEs SR RTE 122 77 
Total (see Summary — voir Sommaire, page V—169)................2.. $2,115,626 99 
Classified as follows — Classifiées comme suit:— 
Salaries! and yW agesat, iu ccattenso.$ ib ORT Me elias Woredabweret bee 271,928 10 
Peavelling WLXPCOSES 6p es pieiek a ales «6 os Fed one RE aes en Ne 1,564/53 
Materials, Supplies, ,ena@irs.) GbOckAry sual sist elude eevee nia 999,658 25 
MeO, Ae Oo batOnenvan 6 Git. Gk sensei alii oda leo Gm cnRe ph oe olen ae 6,323 18 
Miscellaneous se «oe . sips. eres d his leyionsntne sn eee lin Ab Stel coed seer 31,290 21 


Give BO lave . nla naetede’s Siteiel< beaters. eh ea ate ¢ ORL: Gk ea ee ee 954,839 67 


2,265,593 94 
EpGGi- A USEMAEN Bsr 2e) dh ct Beata ieee Magia vais AIRES ecg te Brit tnukdoete ae 149,966 95 


$2,115,626 99 


Votes—Crédits 133, 375 & 28* — Harbours and Rivers — Ports et riviéres 


Ontario 
Barry’s Bay, repairs to wharf:—Labour, $641.30; lumber, Murray Bros. Ltd., 
$4,066.10; sundries; $88.19 6) oe sth OS LEP enAee y Seecdos aah erage: dem ee 1,795. 59 
Bayfield, repairs to piers:—Labour, $2,286.70; bolts, etc., $201.74; cement, $761.80; 
lumber, $470.83 3teundries; $392:8 bc Fides og tee CHRD. oben S Lume: Bold oaee € 4,113 88 
Blind River, repairs to wharf: sat Sane $1,406.50; lumber, Carnenter-Hixon Co. 
Ltd., $1, 911. 71s sundries, SISO .49 2og OP eie wee Oe Peer at MALE tee 3,498 70 


Burlington Channel, repairs to bridge and approach:—Repairs to old span, Hamil- 
ton Bridge Works Co. Ltd., $10,928.52; repairs to south approach, R. C. Huffman 
Constowmotion \ Coto cunls ct W's o's heile ke br ORR ene oieain co Reem Oe RE ae 13,428 52 


* Supplementary estimates—Crédits supplémentaires, 
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Byng Inlet, dredging:—Inspection, $1,462.80; labour, $1,120. Supplies and repairs: 
gasoline, $115.38; sundries, $259.90. Other outlay: dredging: on account, 
Randolph MacDonald Co. Ltd., $83,142.24, less $23,833.60 paid in 1929-30, 
V—107; work complete, R. G. Weddell, $25,581.71, less $3,416.75 paid in 


1929-30, V—107, and $14,461.96 paid in 1928-29, V—O7........... ccc. ce eeeee 69,969 72 
Chatham, repairs to revetment wall:—Labour, $441; lumber, $465.63; sundries, 
8 Fics ww MUN etatone tele hare ta IT SIMI A rw A RMEL. ., Gai’. NR Sees Yedhg 1,006 60 


Cobourg, harbour improvement:—Inspection: C. J. Maher, $179.10; J. Morrow, 
$1,225.35. Supplies and repairs: Russell Construction Co. Ltd., reconstruction 
of wharf complete, $122,925.40, removal of damaged pier, $6,980. King’s Printer, 
$4.62. Miscellaneous: advertising, $448.74; sundries, $1. Other outlay: dredging 
complete, National Sand & Material Co. Ltd., 32,500 c. y. at 533c............. 149,151 71 
Cockburn Island, breakwater wharf: —Inspection, $480; clearing site, Captain A. 
B. McLean & Sons, $3,896.25; King’s Printer, $2.58; advertising, $220.07; on 
account construction of breakwater, McLartys, Harten & Wilber Ltd., 
DL sO A erste lets cet ete, Uitte ee TIL NO AT, IND THM e sso eed OU IEE 19,998 90 
Collingwood, harbour improvement:—Inspection, F. Page, $1,095.60, accounts under 
$1,000, $1,871.20; labour, $1,151.20. Supplies and repairs: coal, $104.12; 
sundries, $334.14. King’s Printer, $6.98. Miscellaneous: advertising, $1,015.53; 
sundries, $46.22. Other outlay: Wm. Bermingham, contract for construction of 
two mooring cribs complete, $35,614.40; W. L. Forrest, dredging complete, 
alongside elevator dock, * 340.80, contract No. 22006, 11; 215 ey. class .A, 
$47,663.75, 4,5384 c.y. class B , $4, 992. 35, 33 e.y. face channelling, $495, contract 
No. 15932, $10,012.44; Rog: Weddell, on account dredging, $112, 57. 30, less 
$83,956.50 paid in 1929-30, V—108, and $11,459.50 paid in 1928-29, Wiel s, 125,645 03 
Desbarats, wharf:—Labour, $1,436.50; dredging, etc., Captain A. B. McLean 
& Sons, $2,130; lumber, C. C. McPhee, $1,191.72; sundries, $251.47.......... 5,009 69 
Footes Bay, wharf reconstruction and enlargement : —Tnspection, $492.80: con- 
struction of wharf complete, J. Patterson Construction Co., Ltd., $9,711.92; 
King’s Printer, $1.92; advertising, $122.48; sundries, 86c................ 0.0 eee 10,329 98 
Goderich Harbour, improvement: me 
Inspection, $2,628.75; labour, $7,968.75. Travelling expenses: G. M. Brown, 
$527.25; G. H. Graham, $224.20. Supplies and repairs: Goderich Manufactur- 
ing Co., Ltd., cement, ae lumber, $1,309.61, sundries, $1.50; accounts under 
$1,000, bolts, etc., $151 8, engine, etec., $155.31, 4 mooring posts, $113.12, 
timber, $199. 80, Bvckie work, $228.90, sundries, $476.36. King’s Printer, 
$3.94. Miscellaneous: advertising, $767. SB legal services, Day, Ferguson 
€ Cone Voronta, 1$140-20 2 sauiidr ies!) $178.40). /.% o's ee elelalate Wate 's'efeltete lated heb dite ts 15,375 70 
Work under contract:— 
Boone, C. 8., Dredging & Construction Co.: dredging complete, 28.572 czy. 
at $2.15, 56,141 c. y. at 38c., drilling, 3,600.6 c. ft. at $1; less $50,724.42 paid 
BLOF OTA Y nO tad. RL ee as Sateen he cic sae Moe eon cote: eee. 35,639 56 
Detroit River Construction Go., Ltd.: on account reconstruction of super- 
structure of south pier, $7, 420: reconstruction of superstructure of north 
pier complete, $29,422.43, less $1, DOD MS: HAIG) 1X Lopes utes so Re oe ae 35,450 00 
Forrest, W. L.: dredging “complete, 28075 ay. at 33.17, S:854 Cys at 55e. 
removal of wreck Scotia, $2,500: less $22,244.84 paid. in 1928-29, V—98, 
OE PGR. aaccoe. SO SIG. Ina 2O-50 | VETO ST ater: wats we alate cits es Ro kiarePahely alnilecete o'4 YSG35. (3 
100,003 99 
Grand Bend, repairs to piers:—Labour, $2,641.85; bolts, etc., $254.56; cement, 
$313.42; hardware, $295.79; lumber, $762.15; machine work, $101.48; sundries, 
mit E yaoi lhe Maedche A Noe URS Co AE MMS aR ET A kA eel AS rat} RBM a A 4,896 06 
Hamilton, harbour improvements:—Inspection, J. Byrne, $1,212, J. Jackson, 
$1,414.80, accounts under $1,000, $2,969.40; labour, $1838. Supplies and repairs, 
sundries, $114.92. King’s Printer, $2.88. Miscellaneous: advertising, $510.20; 
rent of boats, $101; legal services, O’Reilly & O’Reilly, Hamilton, $58.90; 
sundries, $17.21. Other outlay: Caldwell Sand & Gravel Co., on account, dredg- 
ing channel, $22,068.28, dredging and deepening basin, $19,610; Canadian 
Dredging Co., Ltd., dredging complete, 360,037.6 cy. at 18¢.; R. C. Huffman 
Construction Co., Lid., dredging complete, 365,399 .4 ey. at 247c., less $12,025.58 
paid in 1929-30, V—108; J. P. Porter & Sons, Ltd., in full and final settlement 
of claim, re dredging channel, $14,939.15. Total $204, 592.22, less paid by Steel 
Company of Canada, Ltd., share of cost of dredging done by Caldwell Sand & 4 
Gravel Co., $5,883 and by hinds orter .&° Sons.. Litd.,” SHOLOW 2, Toler). wh. oc 193,729 50 
Hoople Creek—Contribution to the Municipality of the Township of ‘Osnabruck 
towards dredging Hoople Creek, the Provincial Government and Municipality 
to share the cost:—Municipality of Osnabruck Township: government share of 
Clee SOR OLCOCI DE os kisi vcore ca ooo ea ao ns 6 t. 2 ORDA, AED. SAUD STs A AE 18,000 00 
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Kenora, wharf:—Inspection, $354; King’s Printer, $2.41; sundries, $103.98; 
contract for construction of wharf complete, McCaw & Macdonald, $11,484.. 
Kincardine, harbour repairs and improvements:—Inspection, $1,852.50; labour, 
$440.60. Supplies and repairs: contracts for work on north pier, Henry & 
Ross, No. 15862 complete, $24,521.15, less $9,150 paid in 1928-29, V—98, and 
$3,920 paid in 1929-30, V—108, No. 18003 complete, $19,384.08, less $1,350 paid 
in 1929-30, V—108, No. 23088, on account reconstruction, $15,600; filling in 
back pier, $395; lumber, $378.06; government share of laying pavement, 
$780.40; sundries, $101.58. King’s Printer, $45.16. Miscellaneous: advertising, 
$449.98; . sundries, $26. Other Outlay: dredging complete, W. L. Forrest, 
45.071 c.yycaboS0b. s cis lee ARE... 1d. eed eben ds Bebe wes hehe -\ee ten ot ae 
Kingston, dredging at Cataraqui Bay:—Inspection, $1,678.50; labour, $2,112.70. 
Travelling expenses: W. F. Coulter, $185.75; F. J. Fitzgerald, $105.70; A. P. 
Trudel, $384.19. Supplies and repairs: sundries, $202.81. Miscellaneous: hire 
of taxi, $323.75; rent of launch, $144; sundries, $154.16. Other Outlay: contract 
for dredging complete, St. Lawrence & Great Lakes Dredging & Construction 
Co., 474 cy., $380, 235,5914 cy., $84,812.94, 30,538 cy. overcast, $7,329.12, 
less $34,295.400 paid Lins 1929-30,4-N-4 108 . bc blest. « ciie FRE See > -pineiab > aes EE 
Kingston (Little Cataraqui Bay), ‘breakwater:—Inspection, $1,010; King’s 
Printer, $2.44; advertising, $611.30; sundries, $161.04; on account contract for 
construction of rubble mound, Canadian Dredging Co., $104,940.............. 
Kingston (La Salle Causeway), reconstruction of guide piers:—Labour, $408. 
Travelling expenses: F. G. Fitzgerald, $64.65. Supplies and repairs: S. Anglin 
Co., Ltd., lumber, $3,380.65, 13,307 c. ft. piles, $3,968.11; accounts under $1,000, 
sundries, <“Sl4T.6Os “seh a /Hee'eis SERRA LEG s bayee's Bele OP Se eG sic 
Kingston, R.M.C., repairs and improvements:—Labour, $756.40; supplies, $241.94. 
Kingsville, repairs to piers:—Inspection, $546; labour, $1,887.60. Supplies and 
repairs; contract for repairs to east pier complete, Canada Paving & Supply 
Corporation Ltd., $24,687.96; lumber, $1,341.65; piles, $169; sundries, $175.70. 
King’s Printer, $38.05. Miscellaneous: advertising, $144.92; sundries, $17.50. 
Leamington, wharf repairs and reconstruction:—Inspection, $432; labour, $927.55. 
Supplies and repairs: contract for repairs to east pier complete, Chatham 
Dredging & General Contracting Co., Ltd., $16,209.99; lumber, $555.13; sundries, 
$70. King’s Printer, $32.56. Miscellaneous: advertising, $153.24; sundries, 
SL BS iecte's:s LEK LAR aie eha li oi niiens 5 ote ether? ESE REN Soa tus on kaa scan SEE eo, Cre 
Lefaivre, repairs to wharf:—Labour, $692.80; lumber, $1,661.62; structural steel, 
ee $107.16 (Preseault & Fils, $1,054.81, accounts under $1,000, 
SEO ANY epee. ng Gea teua Cale a! e's wie: eels ote eesue oe ered le MPM Mere tpisda tedars 0 1c GR EUR AEMn ECan Re enone 
Lion’s Head, repairs to wharf:—Labour, $1,185; lumber, P. G. Piggott Lumber 
Co., $1,661.90, accounts under $1,000, $560.23; rent of pile driver, $262.50; 
SUNATICS,” PAVS.SS heels sneae,6 +a bas seas’ sbi ae Be fipisheke © arprehltels § AOS ba chew HERO Me 
Little Current, dredging:—Inspection, $858; labour, $353.80. Travelling expenses, 
G. B. Anderson, $82.70. Supplies and repairs: gasoline, $181.07; provisions, 
$429.40; sundries, $475.34. King’s Printer, $2.42. Miscellaneous: advertising, 
$310.44; sundries, $40.38. Other outlay: on account contract for cleaning 
channel, Randolph .Maedonald-;Go., .Ltd.,. $47,189.24. 4cnn s tite eck s ae es tee « 
L’Orignal, repairs to wharf:—Labour, $1,401.25; lumber, G. Dansereau, $1,126.21, 
accounts ander $1,000, $927.57; ‘sundries, $281.10. ox winks - os shes ne ee ee 
Manitowaning, wharf—To complete:—Inspection, $267; King’s Printer, $2.43; 
advertising, $63.61; legal services, J. H. Craig, Gore Bay, $55.82; contract for 
construction of freight shed complete, Bernardi, Brown & Co., $5,043.97; detailed 
in 1929-30, V—109, Wilber & McLarty, $1,046.06; purchase price of site, $300. 
Michipicoten, dredging:—Inspection, $642; labour, $794.26. Supplies and repairs: 
engine and pump, $212.41; gasoline, $156.82; hardware, etc., $627.94; provisions, 
$191.62; sundries, $574.18. King’s Printer, $2.10. Miscellaneous: advertising, 
$184.06; board of men, $159.50; sundries, $111.03. Other outlay: on account 
dredging, A648, Melean «, Sons(.$2453 03 )ae% tivarhiatl saalege- oegaer » boos 
Midland, extension to wharf:—Inspection, $739.90; King’s Printer, $48.17; adver- 
tising, $488.17; sundries, $92.18; on account contract work, Rayner Con- 
ptr uction Aigo BO a0n | . 4 Ebi kn « ton ok SORES «mba lenines amtebiaat. hal. sane ser 
Minaki, harbour _improvement:—Labour, $77. Supplies and repairs: construction 
of dock, Can. Nat. Ry., $2,168.69; logs, R. Mullan, $1,225.25; lumber, A. Vick, 
$1,951.07; sundries, $312.35. Other outlay: compensation for removal of boat 
bouse;/ ete, KR... Grellier, CSL 0002. 5.41 . anaom .d. sadeed .20., oe. Aven ee ae. Wo 
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weastle, repairs to wharf:—Labour, $445.06; lumber, $683.81; sundries, $368.71. 
Nath Bay ‘Consecom) dredging:—Inspection, $205; advertising, $35.09; dredging 
complete, Sin-Mac Lines, Ltd., $5,361.49........ SENS. A HE ue MULDRE 0 
Oakville, dredging :—Inspection, $241.20; King’s Printer, $1.86; advertising, $171.24; 
sundries, $15.15; dredging complete, Russell Construction Co., Ltd., 1,777.7 cy., 
VAIS OO rad pear ere aa cae nee bAA cso tah RMerenels ict ghia alot, «piers a, sedge nln 
oaeiiile reconstruction of pier:—Inspection, $595.70; contract work complete, 
Raynor Construction Co., Ltd., $21,023.14; Russell Construction Caz. tds 
$8,578.73; King’s Printer, $1.77; advertising, $302.64; sundries, $10.......... 
Oshawa, repairs to breakwater:—Labour, $2,797.84; Queenston Quarries, Ltd., 
777.57 tons stone, $2,021.68; accounts under $1,000, coke, $196.37, rent of crane, 
etc., $790, repairs to boat, $298.57, sundries, $399.23 ..... Ree AG dates eal oe Onc 
Oshawa, harbour improvement :—Inspection, $708; advertising, $3.45; sundries, 
$174.52; dredging complete, Canadian Dredging Co., Ltd., 269,172 cy. at 21c., 
less $13,261.75 paid in 1929-30, Ni TOOEID AG, . 5 SIRI Te ae cidahebdtPl o,f 'cb sade naictaticle «oh 
Owen Sound, harbour improvements:—Inspection, P. C. Telfer, $1,239, accounts 
under $1,000, $102; filling in slip, Corporation of City of Owen Sound, $3,430.80; 
King’s Printer, $2.18; advertising, $103.42; sundries, $10.45; contract for con- 
struction of revetment wall complete, G. L. Campbell, $50,434.28; dredging 


complete, W. L. Forrest, 16,631.5 c.y. at WOES. tied JMoviguts weitere. RE SR oad 
Pelee Island, repairs to pier:—Labour, $2,026.70; cement, $457.50; lumber, 
SORHGG; VeUN Ties) SOLOMON 0 ms % ald SUS «She striae oc leah Btls n UaIN EA Oo Sieh E> Mee Beare 


Penetanguishene, repairs to wharf:—lInspection, $511; contract for construction of 
portion of wharf complete, Ferguson & Johnston, $8,304.51; installing lighting 
system, $500; sundries, $34.86; King’s Printer, $2.73; advertising, $115.99.. 

Petawawa, repairs to wharf:—Labour, $1,366.05; lumber, Standard Planing Mills 
& Lumber Co., Ltd., $1,784.32, accounts under $1,000, $148.60; sundries, 


Osa Oo Msi ute Rest eect GSI ae Se ag RAR Aa AR Aa dei a ha 


Pike Creek, repairs to pier:—Labour, $418; construction of pile wall, East 
Windsor Dredge & Dock Co., $1,698.25; BUNA ieSheH lS 90 tho. CR ast eras 
Port Bruce, repairs to pier:—Labour, $1,465.20; lumber, N. H. Gray, $1,095.95, 
accounts under $1,000, $883.70; sundries, S373 Toe a doee Gees + ee aay 


Port Burwell, harbour repairs and improvements:—Inspection, $2,095.05; labour, 
$1,670.40; lumber, N. H. Gray, $1,783.59, J. A. Jackson, $1,333.48; removing stone, 
Wm. Bermingham & Sons, $1,090: sundries, $777.91; contract for harbour improve- 
ments complete, Port Arthur Construction Co., Ltd., 164,728.81 tons stone, 
$467,852.24, extra cribwork, etc., $25,271.55, less $70,800 paid in 1928-29, V—99, 
and $192,048.95 paid in 1929-30, V—109... 0.00... eSer ete tases cent ene seeeeetes 

Port Colborne, repairs to harbour works:—Inspection, $1,194; contract for repairs 
complete, C. S. Boone Dredging & Construction Co. Ltd., No. 22002, $40,698.16, 
No. 15983, $108,566.99, less $2,080 paid in 1928-29, V—99, and $74,570 paid in 
1929-30, V—109; King’s Printer, $3.38; advertising, $350.86. 60 .0.065. dss cece oele 

Port Credit, removal of wrecks:—-Contract for removal of wrecks complete, A. 
Blower Gotan .Jomaes 24. day aoGael oa! ord» 3 Es LR cae. eke, BA BOE cat Tee ae 

Port Dover, harbour repairs and improvements:—Inspection, $495; labour, 
$1,555.60; lumber, G. A. Hutchinson, $1,395.07; rent of plant, $552.50; timber, 
$944.35; sundries, $400.35; contract for improvements complete, A. ©. Stewart 
Co. Ltd., $130,684.15, less $7,790 paid in 1928-29, V—99, and $108,620 paid in 
1929-30,.V—109. (Paid to Chatham Dredging & General Contracting Co., 
$7,452.30, to A. C. Stewart Co., Ltd., $6,821.85) ...... 6. eee ee ee eee eee eee eee 

Port Elgin, repairs to breakwater:—Inspection, $350; contract work complete, 
Wm. Bermingham & Sons, $17,389.93; sundries, $36; King’s Printer, $34.35; 
advertising, $75.60; legal services, R. J. Stewart, $30.65............-++ss0005- 

Port Findlay, repairs to wharf:—Labour, $538; supplies, $638.30................. 

Port Hope, dredging:—Inspection, $594; King’s Printer, $1.92; advertising, $82.75; 
sundries, $7.42; dredging complete, R. G. Weddell, 24,989 c. y. at 54c............ 

Port Hope, repairs to harbour works:—Inspection, $224; labour, $445.89; contract 
for repairs complete, Farley & Grant, $33,338.72, less $27,270, paid in 1929-30, 
V—109; rent of plant, R. G. Weddell, 15 d. at $90; coke, $175.85; provisions, 


$137.07; stone, $614138-) sundries, oSLD1.04... sfc sieve. - amide - heinth lig. ee dens 
Portland, repairs to wharf:—Labour, $517.25; lumber, $1,031.50; sundries, $158.13 
(E. H. Bolton, $1,159; accounts under $1,000, $547.98) ......... ce eee eee eee ees 


Port Maitland, harbour improvements:—Inspection, W. B. Bennett, $1,244.40, 
accounts under $1,000, $372; labour, $120; contracts for reconstruction of break- 
water complete, Cameron & Phin, No. 23022, $32,244.17, No. 19012, $93,712.11, 
less $41,740 paid in 1929-30, V—110; contract for extension to shore protection 
complete, Ontario Construction Co., $9,585.25; King’s Printer, $5.36; advertising, 
Dome SU MIN ick 7 20 DO onc anc avd Gon dnd saan dvado Naas esnsnnsssosh Open ees 
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Port Rowan, repairs to wharf:—Labour, $723.50; lumber, McCall & Co., $1,605.57; 
atone, $246,802 eund rien np) $4065 | hevetd ary, « RAG, sin Pa torrpee Bonn lela leataselt sd ede ne anes 
Port Stanley, harbour repairs and improvements:—-Inspection, $2,094; labour, 
$2,611.35. Travelling expenses: W. D. Prior, $500.80. Supplies and repairs: 
gravel, $152.50; hardware, $124.19; lumber, $389.90; repairs to boiler, $325; re- 
roofing warehouse, $650; sundries, $583.77. King’s Printer, $36.48. Miscel- 
laneous: advertising, $1,410.67; legal services, A. A. Ingram, St. Thomas, $33.32; 
making survey, $250; sundries, $66.27. Other outlay: contract work complete: 
Canadian Dredging Co. Ltd., construction of revetment wall, $32.129.74, construc- 
tion of warehouse, $44,304.89; Detroit River Construction Co. Ltd., reconstruc- 
tion of west pier, $44,354.71. Total, $130,017.59; less refund, Cleveland & Buffalo 
Transit Co.,.one-half .cost. of pile. driving, $041.1 Gai hs maces Pel BGs wh Hels nd ee eae 
Providence Bay, repairs to wharf:—Labour, $4,627.17; 1,465 bags cement, $952.50; 
hardware, etc., $607.53; iron, $301.99; lumber, $1.211.19; sundries. $289.45....... 
Roche’s Point, repairs to wharf:—Labour, $762.55; lumber, W. H. Johnston, 
Estate, $1,008.32; ieumdties, SISBI10...(e. At. « Menestens te lint. nada etiem sls see teees oe 
Rondeau, harbour repairs and improvements:—Inspection, $961.50; labour, $1,617.10. 
Supplies and repairs: Chatham Dredging & General Contracting Co., contract for 
repairs complete, $20,435.74, less $10,020 paid in 1929-30, V—110, driving and 
framing piles, $1,485, repairs to sheet piling, $380; Port Arthur Construction Co. 
Ltd., contract for repairs to east pier complete, $30,203.63, extra cribbing, 
$217.75; accounts under $1,000, lumber, $293.10, stone, $523, sundries, $90.98. 
King’s Printer, $41.30. Miscellaneous: advertising, $326.70; rent of boats, $174; 
stndries, SO7FO4i) oe). RIE BAL. ented 68 abies aie Une tambien 
St. Williams, extension to wharf:—Labour, $1,537.80; cement, $246.12; gravel, 
$234.73: lumber, N. H. Gray, $1,381.11, accounts under $1,000, $303.35: stone, 
$1,039.70; sundries, $229.93. Total, $4,972.74, less sales, scow, $50, lumber, $25.25. 
Sarnia, harbour improvements:—IJnspection, $684; labour, $307. Supplies and 
repairs: dredging slip, $875; piles, $450.12; sundries, $19.85; King’s Printer, 
$36.23. Miscellaneous: advertising, $457.23; making survey, $100; sundries, 
$32.81. Other outlay: Canadian Dredging Co. Ltd.. dredging complete, No. 15921, 
547.477 c. y. at 22c., less $3,521.20 cost of pulling and replacing piles, and 
$108,400.45 paid in 1928-29, V—100, No. 18063, 364,711 ¢ y. at 20c., less 
$38,898.74 paid in 1929-30, V—110; Detroit River Construction Co. Ltd., on 
account contract for construction of wharf, $41,130; detailed in 1928-29, V—100, 
SOBAS AE. RE ERG, SBI ER. ae ee Pa Ry ee 
Saugeen River, harbour repairs and improvements:—Inspection, $995: contract for 
repairs complete, G. L. Campbell, $34,260.11, less $18.080 paid in 1929-30, V—110; 
contract for construction of revetment wall and timber crib complete. G. L. 
Campbell & Co., 138,494 1. ft. steel piling at 8c.. removal of old wall, etc., 
$7,730.29; sundries, $114.65; King’s Printer, $2.89; advertising, $144.04......... 
Sault Ste. Marie, harbour improvement:—Inspection, $3,552; labour, $5,872.60. Sup- 
plies and repairs: Bernardi, Brown & Co., contract for reinforcing wharf com- 
plete, $7,202.58, less $94.58 paid in 1931-32; H. L. Penhorwood, on account con- 
tract for widening slip, $290.40; accounts under $1,000, 3 bbls. arcotop, $202.50, 
gasoline, $139.44, hardware, etc., $1,289.53, lumber. $687.25, sundries, $279.16. 
King’s Printer, $51.21. Miscellaneous: advertising, $564.72, sundries, $334.13. 
Other outlay: on account contract for deepening approach, C. S. Boone Dredging 
& Construction Co., $86,190.34. Total, $106,561.28. less refund. water supplied, $5. 
Silver Creek and Castor River—Dredging—The Provincial Government to con- 
tribute a like amount:—Township of Osgoode, Ontario, portion of contribution 
towards dredaing  oritccitt se ae. SNES... wotsiiqgn RO ORE Tie, ewe. Bb. terme 
Skeleton Bay, wharf: 
dea! BIOGAS a RR el tian | Be yi tae gE 2 Saal Ae lee A 


Sombra Township, wharf:—Inspection, $386; King’s Printer, $31.86; advertising, 


$345.31; sundries, $75.05; contract for construction of wharf complete, Considine 
Reid: Ltd, SQRSHOSTOR TEE eG ET ARO Sa ial oleae . ted sal, ob eee 
Taylor’s Bay, extension to wharf:—Labour, $1,310.70; hardware, $159.97; logs, 
$264: lumberg S208 000.4 (1S. Oe, RAR Oat, SU OR re. weet. Oh, eee 
Telegraph Narrows and Pointe Anne, dredging:—-Inspection, $467.50; King’s 
Printer, $2.13; advertising, $368.64; sundries, $30.85; on account dredging, 
Russell Construetion: Co:,. $46,648 .......' 7, 7RCR Te Ce rae BE Oaah AGE Te. as 
Thessalon, repairs to breakwater:—Inspection, $258; labour, $1,074.40; contract 
work complete, McLartys, Harten & Wilber, Ltd., $9,363.10; King’s Printer, 
$2.43; advertising; 664.44: sundries! . e274. SOE ov... se nk, UE, Be 
Toronto, dredging:—-Inspection, $341.70; labour, $405; advertising, $192.26; sun- 
dries, $311.10; contract for dredging complete, National Sand & Material Co., 
BD ADS OC, FY eh bd LRG, vokstspersr ean piveyaroretsa sh abadonetanane’ sfagpholetedesacesebex sada abesohe eeician ates oe mame cat 


2,110 


129,476 
7,989 
2,043 


46,827 


4,897 


86,754 


36,246 


106,556 


10.025 
1,843 


22,688 
2,033 


47,517 


10,989 


15,568 


83 


43 
83 
97 


34 


49 


50 


Part V—117 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Fe a a 
SSS eee — — — — —  aawEeSEeeee———————— 


Votes—Crédits 133, 375 & 28* — Harbours and Rivers — Ports et riviéres 
Ontario—Con. — Suite 


Toronto, repairs to piers:—Labour, $1, Sh rie ; cement, $406.25; provisions, $515.96; 
rent of plant, $262.50; sundries, $378.44 LST, SORTA, POLE, Dee PD, AP. DB, Fee 
Trenton, reconstruction otf freight shed:—Labour, $806.60; iron, $250.25; lumber, 
$226. 37; SUMAPI ERP OTORO SITY OT OE AUP PRR, Fea POO LU. PTR TD, iil 
Wabigoon, extension to wharf:—Labour, $1,120; lumber, $275.14; purchase price 
of site) 100;) sundries, $174.45... ce te een ee hee bw a wide dae sp tele 
Waubaushene, reconstruction of wharf:—Inspection, $441; contract work complete, 
C. M. Morssen, eS 060.45; installing lighting system, $250; King’s Printer, $39. 72; 
advertising, B53 AGTH ae CMe... OOD boda meeIa hh hon, Jeane. 6 TAG 
West Bay, to sth and improve wharf:—Labour, $2,384.65; lumber, $1,206.02; 
legal services, G. M. Miller, Sudbury, $69.38; sundries, $359. 33; purchase price of 
site, Mrs. K. M. Corbierre, SOOO SFE RE IOS SoU Sek ender! eens 
Wheatley, repairs to pier: —Labour, $1,998. ou bolts, etc., $263.44; lumber, $718.21; 
1,435 ]. ft. piles, tas 50); sundries, $174.93 Se Iida: tlie: CG tek Os ae Re 8 EG ROSS. 
5; contract for 
reconstruction OEE couplets, Randolph) ‘Madounid Co. Ltd., $47,089.02, less 
$8,570 paid in 1929-30, V—-110; King’s Printer, $34.90; advertising, $329.04... 
Windsor, harbour improvements:-—Resurfacing cement, floor, 1,620 sq. ft., $445.50; 
advertising, $7.20; sundries, $148.21. ....006. seeds sees ewedee center eetetensiees 
THlarbours and rivers generally :— 
Arnprior wharf: lighting, C2 Ov) HTC DAIT OS 1S « cde Gl. ow oteaised weil Od. Bel 
Ash Rapids, repairs to wharf: labour, $318.00 3,sund ries) $2203 Tied aiid. HERR. 6 be 
Aultsville, repairs to wharf, $245.99; Beaumaris, repairs to wharf, $100.24....... 
Barrow Bay, building crib, ‘ete.: labour, $292.50; lumber, $212.59; ‘sundries, $19.20 
Belle River, repairs to harbour: labour, $221; sheet piling, $660; sundries, $73. 56. 
Big Bay Point, repairs to wharf: labour, $460.50; lumber, $404.78; sundries, 
34.35 


S 6:4) © | (6 (0 S Oe 0 16,6 @ 6 06 6 6 <0 © (0 0: (6).0. 6 6 (6 fois. “81.6 eile: ‘ehe) © co; sae aie fo}.e) a) a! Oj6 @ 1d © lo lets 0.‘a.o.fete. ie ailel se) 6 fe 


Brockville (Blockhouse Island), repairs to wharf.........c.s eects cee eee eee ee 
Bronte, repairs to pier: labour, $384; lumber, 3360, 60; sundries, $35.85.......... 
Burleigh Waits, GOOms; (careta Kena uy ami bre dhe vsresd « Susgyld « Bex staWintte 5 th a 24's a aah Oe anahs 
Callander, repairs to wharf: labour, $248.30; lumber, $421.27; sundries, $24.50. 
Cape Croker, repairs to dock, $339. 72: Cobourg, care of boats, BUO8 .. 2 ster des wxared? 
Chatham (McGregor’ s Creek), rip-rapping at Tecumseh Park, Chatnam Dredging 
& General Contracting Co. Litd., 433 1. ft. at $11.40. cle. cee ceases sence « 
Chute a Blondeau, repairs to wharf, $123; Dyer’s Bay, repays. Me punente $199.71. 
Cumberland, repairs to wharf: labour, $415.50: Sip pl ee)-S129.85.. o cisb wil Becel scar 
ht construction of freight shed: labour, $243; lumber, 371, 89; sundries, 
CEG cr Ne reed ae Cee ee MeN: eo a Me! eae Seen ty cialll act WAL gd alg APD ie er ac'g 
Deseronto, reconstruction of dock: labour, $2,278.40; lumber, Timber Products 
WO Lie LOO O58 te etGNOL S25 206s SMRATIOS,, 8417.50. do cukeves OY 6) orca dteace eae ke 
Gananoque, repairs to wharf and approach: labour, $263.47; lumber, $428.93; 
“hs Ei SU S'S Coed O16, erg dade hed pean aeraghagd bea Bo bet Laine RRR loltenipatn ys lla! Ge igi SAT pm ert) AAR 
Haileybury, repairs to wharf: labour, $136; ‘supplies, ee Ae y sale x sco 40; etal 
Seek Bay, repairs to dock: labour, $1,572.20; lumber, $296.40; sundries, 
Meas TET, Mare SR Oe lei ec eiee sik sae a Cr aah se co ho ar entan Orekeeen? 
aes Mare repairs to wharf: labour, $497.80; lumber, $151.85; sundries, 
a eens Sets, eT aeece cas A kh GRO ie ee te g coke Tie Ces wiles Glens ot a .d es oe Eee aed 
Honey Harbour, repairs to wharf, $11.78; Lakeport, erecting signs, $7.60........ 
Keewatin, repairs to wharf: labour, $300. 50; 300 c. y. filling, ta: timber, 
am BIGOT OS ay e020 isc heater el etal ofl faeces shal an tie iol s| Wools 2 Ws mie eaepe tages aire < 
Kenora, repairs to wharf: labour, $903.20; 30 iron ladders, $398; 45 c. y. rock, 
$123. 75: Bundries,, S16488, 0B bi. oo nies’. ao iaimroee Hie acs Catone wud. fad 
Lake Nipissing: repairs to booms, $101.90; re water level, legal services, Wm. M. 
RATELY NOEL © PsAy 10200 SU oo aiaic c's oleic evelaleseh sunth shelonessite sake iaeNE TD cdicdccas ry Stans 
Lansdowne, repairs to wharf: labour, $191; sundries, DG BU See sae ORS | aie ae 
La Passe, repairs to piers, $4.76; Meaford, repairs to Wari, S162], < wesc cinevern'ld 
Little Current, repairs to wharf: labour, $1, 041.86; bolts, ete., $195.55; timber, 
$277.83; sundries, ATO ota Meares 6 aie ame aca ©) santana: MARU acatah Tig anAS > « iets bel paar (th 
Minaki: installing lighting system, Can. Nat. Rys., $1,021.19, less $603.46 paid in 
DO Ur GW ee EO DENG OL: PORTA Vcd olin 6 a0: 074 aise sini cl dyuue Stabe agus ald oy h heiesa a pres e vetake 
Monetville, repairs to wharf, $112.99; Oliphant, repairs to wharf, $161.75...... 
North Bay, repairs to wharf: labour, $108; lumber, $225; sundries, Tha as «ite 
Owen Sound, harbour improvements, $3.84; Penetanguishene, repairs to wharf, 


9 
Parry Sound, construction of dock: labour, $314.55; lumber, $387.88; sundries, 
$46.87; legal services, A. D. Meldrum, Parry Sound, SO ttl dail alotcin ai ie 
Pembroke: maintenance of bell, 13 m. to Feb. 28, 193 31, $168.71; repairs to 
EE heh es beer eh ce.” £0. SUES slay al'ny Galas 9) ov allst'os ar-wtcetigl sliahied o's gia)ial'dh et «elle alie’ » 


2,958 
1,693 
1,669 


8,879 


5,019 
3,585 


39,683 


Part V—118 
PUBLIC WORKS— TRAVAUX PUBLICS 


Votes-Crédits 133, 375 & 28*— Harbours and Rivers — Ports et riviéres 
Ontario—Conc. — Fin 


Harbours and rivers, generally—Cone. 
Puce, repairs to wall: construction of sheet piling wall, East Windsor Dredge 


Dock Co., 139 1. ft. at $16; sundries, $113.14............. ee eee e eee cence 2,337 14 
Rainy River, repairs to dock, $295.41; Rosseau, repairs to wharf, $259.32...... 554 73 
Richard’s Landing, repairs to wharf: ‘labour, $457.20; lumber, $164.87; shingles, 

S136'85; ,BUNndries, Pla 7-91, cue s.et Cec oa tere ener torent EREE Le ene ee 906 89 
St. Williams, repairs to wharf, $138.54; Sand Point, repairs to Tenens Hig ieaYs. 183 54 
Severn Falls, repairs to wharf: labour, $231.50; supplies, ete.,1:$165.690 oe ans 397 19 
Sheguindah, repairs to wharf and freight shed: labour, $1,465. 90; ee Laert, 

piles, $32220si(sundriesinS2 tI SRE.Ce . oink = Pelee, WiGasieee SL Seed 1,999 88 
Sioux Lookout, repairs tc dock, $358.93; Sutton, repairs to wharf, $124.55...... 483 48 
South Lancaster, repairs to wharf: labour, $266.25; sundries, $276.97.......... 543 2 
Sparrow Lake (Port Stanton), repairs to wharf: labour, $750.25; lumber, 

$670.15;. stndries, . SL7S.77. «<. .os.02 >> «+ syscoe sie Oe va RIA ee eee eee 1,599.17 
Thames River, repairs to wharf: labour, $150; driving piles, ote nh ge 45; TOC 745 45 
Thessalon, repairs to west wharf: labour, $435. 16; supplies, S124 42). Beis 559 58 
Thorah Island, reconstruction of harbour: inspection, $42; contract work com- 

plete, T. A. Brown Co. Ltd., $10,548.15, less $8820 paid in 1929-30, V—110.. 1.770 15 
Thornbury, repairs to pier: ‘labour, $393. 20; lumber, $642.29; 100° c. y. stone, 

$150; sundries, SLO BOs Snes oth sun cuseeie < 5ce Gas CS ee fame Wed ae ee en 1,290 51 
Tobermory, repairs to glance booms: labour, $1,717.04; hardware, $185.04; stone 

and, oravel, 6238; timber), $7 SLAB IU aA. ttOCk A, a Okla AB, eRe 2,871 81 
Toronto: dock at foot of Spadina Ave., legal services, G. A. Urquhart, Toronto, 

$462.91; removing debris at Island, $367................ 0. eee ee ee eee eee ee 829 91 
Treadwell, repairs to wharf: labour, $409.01; supplies, etc., $240.63............ 649 64 
Vail’s Point, repairs to wharf: labour, $397; lumber, $521.29; sundries, $81.33.. 999 62 
Vermilion, rent of site, $1; .Wabigoon, rent of site, $1.........5%2.26s este whens 2 00 
Wendover, repairs to wharf: labour, $755.75; lumber, $1,127.74; sundries, $126.46 2,009 95 
Windermere, repairs to wharf: labour, $248; supplies, $148.23................. 396 23 
Windsor, wharf: Can. Nat. Rys., rent of land for docks, etce......+...........4, 1,770 00 


London office and district:--Supplies and repairs: gasoline and oil, $1,059.47; 
maintenance of cars, $893.63; Pontiac sedan, $1,153.78; repairs to pile driver, 
engine, etc., $382. 88; sundries, $60.85. Miscellaneous: postage, $120; removal 
expenses. Port Arthur to London, F. Y. Harcourt, $845.42; rent of garage, 


- $210; telegrams, $83.40; telephone tolls, $1,186.50; sundries, SSH LOVEE fey 6,081 12 
Ottawa office: —Gasoline and oil, $121. 86; maintenance of car, $154.40; rent of 

garage, 11 m. to Apl. 8, $110; sundries, BS RUS ee rt cee eee ee 400 77 
Port Arthur office:—Gasoline and oil, $253.34; maintenance of cars, $293.34; 

BUI VACH Rea TO shes Sete tases See SODIE SOY, hea Mette Rete ig ae eae ean. Sty ee es oe 789 46 
Sault Ste. Marie, office:—Removal expenses, Halifax to Sault Ste. Marie, H. F. 

Bennett, $571 ly hede telegrams, $115.77; telephone tolls, $71; sundries, $172. Live 930 79 


Toronto office and istrict: —Supplies and repairs: 24 gauges, $86.40; prints, 2 vg uf 
$198.32; repairs to scow, $500.07; sundries, $72.05. Miscellaneous: postage, 
$84.25; telegrams, $137.84; telephone tolls, $1,548.15; towel supply, $72; 


BUTIOE CRM DLOLIOLS « Wycis tits Sake oie aideat eune :ieel AUR e foc noite hee tote 4 ere PARE Tes) 
Department of Printing and Stationery:—King’s Printer. printing, $459.48; 

SUP PIIGE Fae. 040 Oot. wmisine: « cee ee ae gal Stake ie ioe, Bedi en cece Mi en alee) Na 3,505 O1 

Generaily == Advertisihe 5.0 faassen yee Ce BAatae - ible ete |. Ata raPdate aia Ghee ne 18 90 

65,090 55 

Total (see Summary — voir Sommaire, page V—169).................. $2,516,586 51 

Classified as follows — Classifiées comme suit:— 

alaTLOS CANE ST WALER 6 oo ois a ot eee utes Bete lg GALE Oe «Gitte Saw 139,471 96 
Travelling Expenses. . stg AIDS et ae. oY Le 2,169 29 
Materials, Supplies, Repairs—General. » Lee ik Rie We Gy nee: 624,568 85 
Materials, Supplies, Repairs—New autos, etc...............26- 4,264 82 
Printing. afid BStationery, 2024 ot) AS. oO, Ae a 4,036 37 
MVE} Gell AMeOUS AF aies side did se M68 eto! boat a Saher b hal vshotate’ But teehee Eat MEI RG 24,746 38 
Other Outlay stacey ses che Ol, ETERS GOED | Mee § ea ee ne 1,728,812 97 


2,528,070 64 
Less-—Adyustenis Sa aie arcsalocrsy i's 8 Ae ert hiveda tt eines, ees 11,484 13 


$2,516,586 51 


Part V—119, 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
ee e00—0aaaa>=@&«_>» 


Votes—Crédits 134 & 376 — Harbours and Rivers — Ports et riviéres 


Manitoba 


Arnes, repairs to wharf:—Labour, $1,777.75; bolts, washers, etc., $556.91; lumber 
and piling, North American Lumber & Supply Co., $1,467, accounts under $1,000, 
$504; sundries, $186.44......... cece eee e cece eee enter tee nn ne cece seen rans 

Assiniboine River, repairs to and extension of dykes:-—Labour, $9,990.13; supplies, 
Boo ee ial eda edasn vedi maticad: “MORE ODES aatitee “Ee TGeS 

Hecla, extension to wharf:—Inspection, $518; King’s Printer, $2.73; advertising, 
$106.05; sundries, $15.35; contract work complete, G. B. Wood Ltd. (in liquida- 
Bylo ee Ie Ln Ri ater Se bi ae vO om i RT ee ah BF OOF 

Hnausa, extension to wharf:—Inspection, $406; King’s Printer, $1.93; advertising, 
$101.73; contract work complete, La Cour & Schioler, $12,108.06.............. 

Red River, renewal of jetty:—Labour, $3,463.50; bolts and washers, $422.20; 
hardware, $254.75; lumber and piles, Sigurdson Thorbaldson Co., $4,411.85, 
ee under $1,000, $241.08, less $57.88 still held; provisions, $636.42; sundries, 

FRY Les RI ale iba be Aili alill Maan cgi Sepa gS ie Wh EIN Ti aaa ed SES INAS CE 


Schist Creek, improvements:—Labour, $1,100.20; dynamite, $130; provisions, 
$279.70; sundries, $494.24 ...... ccc ee cece eerste terete nent tence eee en eens 
Selkirk, Marine Ry., repairs to slip:—Labour, $778; lumber, Brown & Rutherford, 
$1,539; rollers, $156.97; sundries, $92.86........... eee e eens seer cere e see e eens 
Selkirk, reconstruction of wharf:—Labour, $2,231.90; materials, etc., $212.36.... 
Snake Island, wharf:—lLabour, $869.10; logs, $1,235.15; sundries, S505. DOs ss eh ah 
Harbours and rivers generally:— 
Gimli, repairs to dock, $151.85; Killarney, repairs to fishway, G26). Vane orca ya's 
Little Pembina River and Pelican Lake, damage caused by flooding: legal 
services, C. Y. Mackenzie, Boissevain......--...eseee eee ee eee ce eect re reees 
Pelican Lake, repairs to dam, $25; Steep Rock, rent of Tee aes ty a tee ate SP 
Pao rope making slipway, $29.25; legal services, T. P. Hillhouse, Selkirk, 
Te Rey Abn eh Paces. ate.” 2 slg mao ipd iach Cat ate hia ONG Ar aia stir Sr t Seg Sst AC ar a ca a 
St. Andrew’s Lock and Dam, repaiirs to fishway... 1... eee ee eee ee ee eee eee eens 
yao Beach, making slipway, $104.58; Wanipigou River, repairs to dam, 
DL en eee ee ee Se entree ttle ge tie ee ao ds bie Re aemehe Oe Male eMah gt etnde: «A Marorte 
Winnipeg wharf: legal services, J. F. Davidson, Winnipesss . SUL. BIAS. ? 


Winnipeg office:—Supplies and repairs: gasoline and oil, $216.99; maintenance 
of cars, $236.04; prints, etc., $164.69; Chevrolet sedan, $989.50, less $575 sale 
of old car; sundries, $156.98. Miscellaneous: garage, y., $84; telegrams, 


$173.26; telephone tolls, $268.20; sundries, $143.34...........05 cece cece sees 

Department of Printing and Stationery:—King’s Printer: printing, $16.41; 

Buppiies.. 6070.20... ..: <0> +n muraiiesaeintt abd’ cc. unin eka 

Total (see Summary — voir Sommaire, page Wee LOU lc cek de va. eee 

Classified as follows — Classifiées comme suit:— 

Salaries A VV ASCG erp carpe ce tie crac ce eres ae meee ees 21,460 88 
Materials, Supplies, Repairs—General.......-.-.sseeee eee eeee 13,966 66 
Materials, Supplies, Repairs—Autos, etc.......... secre cere eee: 867 53 
Printing and Stationery .......c.ccen ese c seers eter e een ceeecces 696 33 
Miscellaneous: .<.. weaenli sts « aoe ea: Pie Ae PERIOD Be LE TCR be 1,132 78 
Ot ieoinl a tanks sha 4 eats. <6 Ae ONRE RA Tove eat Ol les 32,328 69 
. $ 70,452 87 


Votes_Crédits 135 & 377 — Harbours and Rivers — Ports et rivieres 


Saskatchewan & Alberta 


Alberta Beach (Alta.), Lac Ste. Anne, extension to wharf:—Labour, $2,362.40; 
timber, $1,027.62; sundries, $379.38..........:se ee eee reece tees ee es ee EAN ee Sa 
Craven Dam—lIn full and final settlement of claims:—Compensation for loss of 
hay: 1923-24, Robt. Mollard, $1,687.50; 1923-24, 1927, Jost ferg, S200 acy ee ess 
Montreal River, improvements:—Labour, $2,643.50; provisions, $957.76; sundry 
supplies, $368.14; transportation of men, etc., CLE Rees Galt Palla RE lai a Daye Merete ah 
Peace River (Alta.), wharf:—King’s Printer, $31.37; advertising, $102.21; legal 
services, Giroux & Fraser, Edmonton, $12.24..........e sees eeeeeee reser eee 


4,492 
10,013 


20,862 


12,617 


9,500 
2,004 


3,769 
2,137 
4,467 

145 


40 
50 
40 
82 


Part V—120 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 135 & 377 — Harbours and Rivers — Ports et riviéres 


Saskatchewan & Alberta—Conc. — Fin 


Saskatchewan Beach, wharf:—Labour, $585.02; lumber, $691; sundries, $123.52.. 
ey a aa (Sask.), wharf improvement:—Labour, $1,095.50; materials, 
GEC, OES. LOL. Ohincs oth alae ee tary Wana Sur apeiete: @ tie teeta Oki Satoh Guay ok 7 Mme ors See Oe rd 
Waskesiu tate breakwater:—Labour, $5,174.82; hardware, Kernaghan Co., 
$1,095.82, accounts under $1,000, 2478.68; hauling lumber, etc., Brooks Co., 
$1,080.37, accounts under $1,000, $239.25; lumber, North Star Co., $1,102.56, 
Prince Albert Co., $1,075.28; provisions, $1,597.78; sundries, $97........ weet 
Harbours and rivers generally: 
Big River, construction of wharf: labour, $207.50; lumber, $343.84; sundries, 
$3 


2 | 


1,399 
1,739 


54 
60 


Cold Lake, repairs to wharf, $198; Faust, registration fees, $10.10............ 
Cowan Dam? Garetaker, S050; SUndrICS, SLU ce. +c cs + eine cite ¢ aude eee ee 
Craven Dam, labour, $15.05; Fort Resolution, repairs to breakwater, $48...... 
Fort McMurray, launching, maintaining and pulling out floating wharves...... 
Lumsden, contribution towards additional cost of dyking on Qu’Appelle River— 
Government share of cost of work (75 per cent of cost)...........-..seeees 
Phince: Alpert, Drovection 7.00, Dane... «so is cis Wain w ica elena = Seater eine Meee eee 
Total (see Summary pane. "V——l09). . anteetded wreatetet = 
Classified as follows — Classifiées comme suit:— 
adaries “ANd NV ACOs cee: or cs tas cus wae a os ain ees iets ott 13,230 89 
Mlarerial, Supplies, Wepaire. CUC. ve asics oe vrcteee Riots ape eee naire 12,859 39 
PEINTING | ANGE: SOME Vo ae see 5 + avis areecce sein ac, east hs e eater eee eect 31 37 
MISSCCUANCOUR tee can CR aes sok ue ee ae Rt aera ET Ne tee ee 376 81 
CRGEUOE ROUT ELELY ai ysco sca teseir se. © Gy scope bos, ace caereaeis, epaare tee Geen Se 2,137 50 
$ 28,635 96 


Votes—Crédits 136, 378 & 29* — Harbours and Rivers — Ports et riviéres 


British Columbia — Colombie Britannique 


Ahousat Float:—Construction of float and approach, W. F. Gibson, $1,805.04; 
DAE CHSULN GY, CLC, (PLEBO0% . us. cptes 'oitemicne nce stem Abele saa ibs Peace eR enter ae 
Bamfield East, extension to wharf:—Labour, $316.13; extension work complete, 
Victoria Pile Driving Co. Ltd., $6,363.34; King’s Printer, $2.76; advertising, 
SSG = Seti KOS, fn oe L O a cdeis ++" wine st sles patne! y del TUM eee darucideds ua cee eee 
Bliss Landing, rebuilding wharf:—Labour, $308; hardware, $160.93; logs, $370.82; 
UTA EL OR: Mee) LALO sthsicgs (xc.:5, 8/0 orsoa)-s) acute rystibnajechik 4cw a SU Tose uteu CMe coke ore ease ae NCEE: ene anaes 
Bonson Road—Pitt-Meadows, ye ee ae $84; construction of wharf, 
We VR eahdamesn (lou, roo 428.27. 6 eT oa come cee a temo nin a ete ane ate aa ene nie eat 
Burdwood Bay, reconstruction of float:—Labour, $379.50; 9 cedar logs, $286; 
BUC oo OID theta fats bids 48h o onl ds Waveney We lata RAM ae eS hia pei eee ene ae eee 
Coal Harbour, wharf:—Labour, $270.16; King’s Printer, $37.59; advertising, 
$149.32; making survey, etc., $266. 70; sundries, $142.65; ‘construction of wharf 


complete, Jas. MacDonald Construction Co. Ltd., $7, BBS S07 uel Mein eu ee 
Columbia River, below Burton, improvements to diversion work:—Labour, 
$2 42) 25 aU pDN es etC., Sd1859. 0.6... cas fa Rd aw es len sc oor fv Cpa te a eee eae 
Comox Lake, float:—Labour, $2,054.40; hardware, $781.03; cedar logs, $249.58; 
lumber, $467.34; repairs to float, $400; sundries, $250.27.............c0c000: 
Comox, repairs to wharf:—Contract work complete, W. Greenlees.............. 
Crawford Bay, repairs to wharf:—Labour, $1,139.50; supplies, etc., $266.86...... 
Deep Cove, float:—Inspection, $66; construction of approach to float, R. Bumstead, 
GDh BO as AW ATi r aiw a fain ate, 8 vss. d\srale ae SAPS NOW SOR Mie TRON ake fA Mee ere 
Deserters Canyon, improvements:—Labour, $596; explosives, $233.86; gasoline 
and oil, $208.15; Johnson motor, $295.60; sundries, $430.87...............06- 


Eagle Cliff (Bowen Island), wharf:—Labour, $225.37; 9 cedar logs, $225; sundries, 
ET Oe a a ia hs ek A a te A Atehiatln ed i tllg bk jt oes PC as ring gem oye? 2 
Egmont, reconstruction of float: es RON $415; 20 cedar logs, $436; machine work, 
BLO4. f POSC.0LS” BUNOTICSs) “SUUGLO Lis ws sche e cinceutear wae es co ete en eee 


* Supplementary estimates—-Crédits supplémentaires. 


8,405 
2,740 
4,202 
2,102 
1,406 
2,505 
1,764 

781 


1,496 


Part V—121 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 136, 378 & 29* — Harbours and Rivers — Ports et riviéres 


British Columbia—Con. — Colombie Britannique-Suite 


False Bay, wharf extension and repairs:—Contract complete, R. Bumstead...... 
Fernwood, float:—Kennedy-Leith Construction Co.: construction of float, $2,036.09; 
Sete WOr ny AOL OsT. Si Loca talae, acta each es snln fed Castle eee ee 
Forslunds Landing, float:—Moving float from Needles to Forslunds Landing, 
ee Ree hae cn 6 a et RS nt oe eee de ste he, 0g SOE ET eT Gk See te 
Fraser Lake, repairs to wharf:—Labour, $442; 1, 168 1. ft. piles, $292; sundries, 
"TUE LY hind dae lh oii aeiaaleae es cia feigr WORN he eng DE RN OM) it 
Fraser River, North Arm, aed e ies -aener eon, $1,728; King’s Printer, $2.58; 
advertising, $291; sundries, $147.50; contracts for dredging complete, British 
Columbia Bridge & Tredaiar Co. Ltd., dredging at Marpole, $3,750, less $1,500 
paid by Huntting Merritt Lumber Co., No. 23023, 381,840 c. y. at 143c., No. 
19089, 678,387 c. y. at 14c., less $64, 459. 78 ..paid in,,1929-30, V——l15. ..,..4s<e00- 
Fraser River, North Arm, extension to jetty.—Inspection, $426; King’s Printer, 
$2.74; advertising, $117.90; contract for construction of rock mound complete, 
Vancouver Pile Driving & Contracting Co. Ltd., 15,305 ton rock, $28,926.45. 
Fraser -River, improvements: —Inspection, J. A. Ransford, $1,098; accounts under 
$1,000, $1,398. Supplies and repairs: detailed in 1929-30, eel 1S, W. R. Jaynes, 
$4,509.20; rebuilding platform, approach, etc., $951.11. King’s Printer, $31.46. 
Miscellaneous: advertising, $1,085.31; sundries, $12.50. Other outlay: on account 
contract for completion of section five and construction of 3,000 ft. of section 
six, Coast Quarries Ltd., $146,450; contract for construction of extension to dyke, 
Annieville Bar, complete, Fraser River Pile Driving Co., $21,618.31; on account 
contract for construction of 8,000 ft. south jetty, W. R. Jaynes, $72,840........ 
Fraser River:—In full and final settlement of claim of Coast Quarries Ltd., in 
connection with contract No. 15942 for section of north jetty at Steveston:— 
COGS OURT ETH eLCCO tere iet da ose Se aioli Mes, obafe. (6 « sts tmatordgr aes olbtait ais och lew ablals <laebesit « 
Fraser River (lower), operation of snagboat Samson:—Master, at $180 per m., 
T. Hirst, $250.71, J. W. Rogers, $1,909.29; wages of crew, $11,752.40; board of 
men, $3,922.33. Supplies and repairs: cable, $145.93; coal, $254.75; hardware, 
$723.10; oil, ete., Oil Company of Canada, $1,511.57, accounts under $1,000, 
$766.21; repairs to boat, Star Shipyard (Mercer’s) Ltd., $3,045.58; cabin and 
galley supplies, $242.48; machine work, $608.44; sundries, $368. Miscellaneous: 
inspection fee, $55; laundry, $119.93; lighting. $102.56; water, $156.26; sundries, 
$38.52. Total, $25,973.06, less $1,700 refunded by Dept. of Marine & Fisheries 
2a ee chide Ra and Beto aes SOG sas Na eid Re ee TO el Aa SLA eT ORLY fe 
Glenannon, wharf:—Labour, $673.50; supplies, etc., $264.50.................0000- 
Halcyon, wharf reconstruction: —Inspection, $346.61; contract work complete, A. 
H. Green Co., $7,299.13, less $319.13 paid in 1931-32; advertising, $20.76; sundries, 
WIA 5 OPA © fe 8! er 98 als A PCT as GM Ee ro) ee ec A A ee OR 
Hardy Bay, repairs to wharf:—Inspection, $58.06; repairs, Victoria Pile Driving 
CG Lit, SHILO Rte oie Les out ee ate 6 6 AIS CLs 5 HUT Ei Bei she. 
Hope Bay, reconstruction of wharf head:—Repairs, Kennedy-Leith Construction 
MeO) 00s SSUNGE IOS ASLO 4.2 st sahcrvrcnstetarareres habe Bote wiei 4 es the Bd ewis eo oecewd o Maadtt 
Hospital Bay, Pender Harbour, wharf:—TInspection, $84; construction of wharf, R. 
Bumstead, SamooG men 0 ocho tk a hye NOTE! » tele s cehetoaeh « Sidaremin eh « Sid Sabee. .oattrety lal 
Johnsons Landing, replacement of wharf:—Inspection, $300; contract work com- 
plete, Wm. English, $6,052.39, less $4,170 paid in 1929-30, V—115; advertising, 
SIZ B80; SUNGETCS, POOP OO oe tie ORE EERE Uno decate BOG slate tee si NITEID RIES aialele od 
Kaslo, reconstruction of wharf:—Inspection, $501.93; labour, $592; supplies, etc., 
$438. 78; King’s Printer, $2.76; advertising, $236.46; on account contract for 
construction of wharf, $18, DOO PEN REO HS VD ghee aT A ete ncteele Cu TA. AAPL 
Ladner—Contribution to Provincial Government of British Coliubis in lieu of 
dredging:—Contribution re road to ferry Janding, Previncial Government of 
ST TEISS COUNT OIG i ets ii corel ee de 8 EE OR MD, MESSE. eee ideo 
oon repairs to wharf:—Kennedy-Leith Construction Co., $2,152.89; sundries, 
Hs 9 iy pia A Uy Vk le LP eee ed SDL Teta) t . ROUR OTE eae koe E.R 
Lund, reconstruction of wharf:—Inspection, $222; contract work complete, Victoria 
Pile Driving Co. Ltd., $5,967.60; King’s Printer, $1.94; advertising, $106.10. 
Mayne Island, repairs to wharf: —Work complete, Victoria Pile Driving Co. Ltd. 
Mirror Lake, reconstruction of wharf: —Inspection, $150; contract work complete, 
A. H. Green Coy., $6,610.11, less $2,850 paid in 1929-30, V—115, sundries, $42.05. 
Nadina Lake, Wwharf!—Labour, $700.00. °°, C, Equipment Co. Ltd., hoist with 
blocks, etc., $1,819.69, less $538.50 charged to Ootsa Lake wharves; accounts 
under $1,000, lumber, $593.41, piles, $290.80, transportation of equipment, $153; 
sundries, $642.3 Paes ear ee Cie Br area Re 6 poe reas AY RRMOAL YY ©, PO) CERRO 
Naramata, repairs to wharf:—-Labour, $671.80; piles, $319.40; sundries, $412.48. . 
Needles, replacement of wharf:—Contract work complete, McCharles & McDougall, 
$8,221.80, less $3,090 paid in 1929-80, V—115; sundries, $390.56................ 
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Part V—122 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes—Crédits 136, 378 & 29* — Harbours and Rivers — Ports et riviéres 


British Columbia—Con. — Colombie Britannique-Suite 


Ootsa Lake, wharf:—Labour, $603; detailed with Nadina Lake, wharf, V—121, 
$538.50; lumber, $408.83; transportation of equipment, $183.58; sundries, $538. - 
Port Alberni, repairs to wharf: -—Repairs, A. G. Cathio, $2,535. 75; sundries, $65.25. 
Powell River, repairs to breakwater:—Inspection, $30; 540 ton rock in place, 
McKenzie Barge COEF YICK CO. MLA ped OUD «sve ey ytajanp > cou he scus = cian epraeas eee atiens 
Prince Rupert, floats:—Instaliation of lighting system, $324; sundries, $79; con- 
struction of floats, J. & C. J. Currie, $14,741.05, less $8,830 paid in 1929-30, 
BEN ESE 5 pia gine SCS Gyo sie St DIAL ee RU OES 8 one eek Coie Ditties SRE Ee ee ee 
Queen Charlotte City. repairs to wharf:—Jnspection, $253.71; contract work com- 
plete, Victoria Pile Driving Co. Ltd., $6,345.02, less $205.02 paid in 1931-22; 
sundry supplies, $61.50; King’s Printer, $33.78; advertising, Sha Odes ae eS 
Retreat Cove, repairs to wharf: —Kennedy- Leith Construction Co., repairs complete. 
Roberts Bay, repairs to boat landing: work complete, H. J ames McDonald Con- 


struction Co. Titd. $23126:047"- sundries, 93/40. / 277 01..U% SGU e, SEN. Aen 
Royston, repairs to wharf:—Work complete, Wm. Greenlees, $8,362.21, less $6,750 
paid *an=-1929-30;°V——11G) ASE, OSA UNS. O02), EM ae OM, ERS ERS SPE 


Sea Island, contribution towards protection work at Sea Island, the Municipality 
of Richmond to contribute a like amount:—Cor poration of Township of Rich- 
mond, government share of WOrk............ sess dee ence crete cede deweecnes 

Seymour Arm, repairs to wharf:—Labour, $1,000.10; lumber, $552.38; piles, $331.80; 
sundries, $346. DE BOOTS CZAR UE PCL I FORA, RUBS UES A, SELON ot 

Sicamous, reconstruction of wharf:—TInspection, $273; contract work complete, 
McCharles & McDougall, $7,012.50; King’s Printer, $45.59; advertising. $105.48; 


sundries: $162:50 4. cece. Ce ot. eo F.C RUMOR, lds OG ee CC Rien, 
Sidney, maintenance of auto ferry landing:—Labour, $15; repairs, Victoria Pile 
Driving ‘Gos $2,985 0900 TS. ees. oboe. Tee en th EERO ES ae. esis eee 
Sointula (Malcolm Island), wharf extension and repairs:—Inspection, $120; 
extension to wharf, R. Bumstead, $4,178.87; sundries, $15.50.................. 
Stag ek reconstruction of float:—Labour, $261.50; 9 cedar logs, $225; sundries, 
$310.50... +o SE TR WILLE. HA eae. aXe. EOS. wellog . 16h. Sshk. ee eee ones 


Sine improvements to wharf:—Inspection, $359.03. Supplies and repairs: Colby 
Crane & Engineering Ltd., contract for construction of marine elevator complete, 
$8,925, on account extra work, $1,600; J. & C. J. Currie, contract for improve- 
ment to wharf complete, $9,304.96; acccunts under $1,000, supplies. $136.85. 
King’s Printer, $5.53. Miscellaneous: advertising, $375.08. Total, $20,706.45, less 
B19 DOMsale vor LLM bere RS bt wine oe eee wee eee Pees Pe edie te oh ee Eee 

Sturdies Bay (Galiano Island), extension to wharf:—vVictoria Pile Driving Co. 
Ltd., contract work complete, $998.23, extra work, repairing gangway, etc., 


$170. 50; accounts under $1,000, sundries, S5.BO3f «ef. bivg 8h (482 seal. SF Oe Re 
Syringa Creek (Arrow Lakes), reconstruction of float: —Labour, $688.75; hard- 
ware, $842.94; lumber, $698. 53; sundries, $86. 4a2. cbcisguaaqett 1s+ 4b bad Me cds BI LAS 
Tatchi River, improvement $1,024.50; board of men, 


$275.25; explosives, $753. 73; camp saat $251.12; rent of boats, ete., $209.20; 
OTE ROE 4 OU AG vicina ebalcesssavare cle igok Kw Umighberaibecsad Bee & OAS Oho oo GE DEE. eee ee 
Vancouver, First Narrows, dredging:—IJnspection, $72; sundries, $28.99; contract 
dredging complete, North Western Dredging Co., 793,519 c. y. at 18-7c., less 
$19,264.80 paid in 1928-29, V—-117, and $104,675.71 "paid in 1929-30, V—116...... 
Vaneouver, Stanley Park, protection of foreshore:—Labour, $5, 642. 41; Industrial 
Brokers Ltd., 145 bbls. cement, $386.41, 171 ¢. y. gravel, etc., $342; 403 c. y. rock, 
tees Sig accounts under $1, 000. 500 c. ft. granite coping, $527. 18; sundries, 
186,06. 22. Sa Ries ieootaskaG SSPIBORE . iisldded bh ks/ A Cee rene lyk. cleans 
Victoria Harbour, dredging:—Inspection, C. Axhorn, $1,146.13, Seok be under 
$1,000, $773.66; ‘rent of plant, $840; King’s Printer, $2.39; advertising, $139.68; 
sundries, $143. ll; dredging, work complete, Island Tug & Barge Co., $13, 170. 80, 
on account, North Western Dredging, (C0, $83,138 L13. 3.05 operates. eine 
William’s Head, Quarantine Station, repairs to wharf: —Inspection, $198.39; 
detailed in 1929-30, V—117, Jas. McDonald Construction Co., $1,236.41; repair 
work complete, Victoria Pile Driving Co. Ltd., $8,195.12; King’s Printer, $33.22; 
advertising, . $82:W0shemndries) «$27.67 62 a.» <cobys ford ® op word She nine alee. ode hie eae «0 
Harbours and rivers generally:— 
Alert Bay: repairs to wharf and float, work complete, R. Bumstcad, $1,345; 


repairs. tochospital oat. $212.75; sundries, ,$ 12:65. da 8.am.cant « 2o hte He wrk 6 
Arrowhead, stake retard: 4,000 pickets. $480; 2,500 stakes, $125; sundries, 
SAO 50. icteekighambrtsatt SE ot ta We + csustiad a suns eodakeeenibas sik Geen aca e enn Perea 
Balfour, repairs to wharf, $241.08; Beaver Point, repairs to wharf, $134........ 
Beaton, replacement of wharf: detailed in 1929-30, V—114, McCharles & 
MeDougall, $236.78; supplies,. etc., $93.03.......65....ce08e REL eh Pires op die A> 


Bishops Landing, repairs to float, $6.35: Blubber Bay, repairs to float, $126.14.. 
Bold Point, repairs to float, $93.15; Boswell, repairs to wharf, $78.33.......... 
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Part V—123 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 136, 378 & 29* — Harbours and Rivers — Ports et riviéres 


British Columbia—Con. — Colombie Britannique—Suite 


Harbours and rivers, generally- Con. 
Brentwood, construction of float and approach: work complete, Fea vel seia 


Construction Co., $1,496.65; use of site and landing, $600; sundries, $75.89. 2.172 54 
Brighton Beach, repairs to float, $121.68; Canoe, repairs to wharf, $249. 805 wae 364 48 
Burton, repairs to wharf: labour, $215; 910 ¢. ft. piles, $136.50; sundries, $110.98. 462 48 
Cadboro Bay: supplying and driving GO-pblead Owe . vai. aaheu teed: daek aisha } 150 00 
Campbell River, repairs to wharf, $123. 12; Chase, care of plant, SOO Qers citon. dors 423 12 
Carrols Landing, repairs to wharf, $242.65; Courtney Bay, moving dam, $44.30. 286 95 
Comox, repairs to wharf: detailed in 1929- 30, V—1]4, Wm. Greenlees........ 208 47 
Cowichan Bay, repairs to wharf: labour, $158; "fender log, $155; sundries, $265.58 578 58 
Cracroft, repairs to approach, $15.59; Davis Bay, repairs to wharf, $858. 43. 874 02 
Daisy Bay, repairs to float: labour, $0 30.10% timber, $528. 0% sundries, $292. 13.) 1,060 88 
Deer Park, repairs to wharf, $418. 84; Deninan Island, repairs to float. 65c. ‘419 49 
Eburne, repairs to wharf, $247.27; Fanny Bay, repairs ‘to wharf, $260.65........ 5a. 92 
Fauquiers wharf, si to shed, $63.89 ; Fort St. James, repairs to wharf, 

BGO oe oo ee AS. COS CRS net REDD TC aay ls, wet th 119 39 


Ford’s Cove, repairs to float: work complete, Victoria Pile Driving Co. Ltd., 


$3,035.96, less $2,700 paid in 1929-30, V ‘ sundries, BOo.cOu LO. ASE TS 421 82 
Fulford, construction of float, $327.37; Galena Bay, repairs to wharf, $412.95. 740 32 
Ganges, repairs to wharf: gangway, $102; 16 piles, $238. 40; sundries, $371.19. 711 59 
Gibson’s Landing, repairs to wharf, $53.35; Ginols, repairs to wharf, $167.57. 220 92 
Gillies Bay, repairs to float, $194. 50; Gower Point, repairs to float, $236. Sone. 431 35 
Gordon River, repairs to pile groyne (Cathels & Sorenson, $1,765.66) , government 

RTA EE LOL CONUS eee Aa en sets See oe Ae ag free. aM So gta eee a. BD 900 00 
Gowland Harbour: repairs to float, $468.16; repairs to McNally’s float, $993.83. 1,461 99 
Grace Harbour, repairs to wharf, $55.51; Gray Creek, repairs to wharf, $88.30. 143 81 
Granite Bay, repairs to float: divine ip ‘pile dolphins, $350; sundries, $90. 24. 440 24 
Granthams Landing, repairs to wharf: labour, $256.38; 6 cedar logs, $126; 

Ty rire hg PEt Dale Be 2 biedaapiol Mie igs anil i dN ealeere Salem ileal (Fore ales, ain eillles Atal ghee: cantly 674 29 
Grief Point, paint for buoys, no4ls Harrop, repaibaauo wil le St LOGO. os cee ek 121 80 
Haysport, repairs to gangway, $14. 20: Hopkins Landing, repairs, $73.99......... 88 19 
Holberg, repairs to landing: driving 6 extra piles, $448, 80; sundries, $138.64. 587 44 
Horseshoe Bay, repairs to float, $146. 46; Jackson Bay, repairs to float, - Paar er ON 166 46 
Killiney, repairs to wharf, $35.95; Kuskanook, repairs to wharf, $343.92 Pls py sda 379 87 
Lund, repairs to wharf, 50c.; Maples, construction of float, $577.50............ 578 90 
Lyall Harbour, repairs to wharf: work complete, Kennedy-Leith Construction Co. 1133230 
Manson’s Landing: construction of float, $450; sundries, $99.................. 549 00 
Millers Landing, repairs, $86.18; McDonalds Landing, repairs, $326.40.......... 412 58 
Mitchell Bay, repairs to float: labour, $331; chains, $215.75; 16 cedar logs, $320; 

GLIving © Gloss fae Oc eS Beh. oot) GO. 5 ons ereeedy ues ai leis Toy ery tune oan SEs «gin sonics 1,498 43 
Doubt. Garapeker Aris, We DATS WtOMHHOS be oc <cy> 219 nagat-s DAC <odiieey dene dead free 120 19 
Nakusp, repairs to wharf: labour, $212; lumber, $220.29; sundries, $281.01...... 713 30 
Nelson, stores shed: construction of warehouse, $995, less $800 paid in 1929-30, 

Nigel te SUBOTICS. y B20US 1 ea cla bade) Ve os 550k Vt kee Lee 13 ION OR eae ate 401 87 
New Westminster, wharf: caretaker, J. Thomson, y. less Sept. 2-8, $617.75 (see 

also River Gauging and Metering, V—144); sundries, $28.91................ 646 66 
Nicomen Island: supplies, $19.75; legal services, Martin & Sullivan, New West- 

minster, $32.08; purchase: price, of; site, $28490% -.tataaedaolap < Lb.G80 «acorn 336 33 
Nootka, construction of float, $987.20; Osland, repairs to wharf, $71.50......... 1.058 7 
Okanagan Control Dam, maintenance and operation: caretaker, $915; sundries, 

BO. eet OR LES. coat thee soed cin. aot Hee genogets bata. arlininl is. 927 00 
Peachland, repairs to wharf, $34.10; Penticton, repairs to wharf, $94.50........ 128 60 
Pope’s Landing, repairs to wharf: labour, &306; hardware, $244.49; 15 cedar 

logs, $335.86; lumber, $146.07; sundries, "$50 cheba, On MRM eR LCS Oo is 2 vie o's csyein ale 1,082 42 
Poplar Island, repairs to shed, $200; Port Mann, repairs to landing, $165....... 365 00 
Porpoise Bay, extension and repairs to wharf: work complete, Wm. Greenlees. . 1,063 18 
Port Alberni, float: installing lights, ete., $252; sundries, $65. HOMES iagirey A Le 317 50 
Port Clements; repairs to wharf, $326. 78: Port Moody, repairs to wharf, $21.41. 348 19 
Port Neville, repairs to float: work complete, R. Bumstead, $1,200; sundries, $15. 1,215 00 
Port Renfrew, rebolting piles, $55.57; Queen’s Bay, wharf repairs, $25.19.....%: 80 76 
Port Washington, repairs to wharf, $326. 29; Renata, repairs to wharf, $28.95. 355 24 
Powell River, repairs to wharf: labour, $1, 102: lumber, $711.04; sundries, $226. 82 2,039 86 
Prince Rupert, inspection of construction: of dates: fits err ee ibe ke 345 00 
Proctor, repairs to wharf: labour, $356.85; timber, $243.92; sundries, $191.94.... (pag! 
Qualicum Beach, additional mooring buoys Ae ic Peg iis koe SEE ee ee ee 46 78 
Quathiaski Cove, repairs to float: labour, $163; sundries, $264.01............... 427 Ol 
Oucea’ Chariowter city, repairs to? hoat! ss SPA Syst cen i SR et ores. 40: 00 


Riondel, repairs to wharf, $162.30; Ripple Rock, investigation, $4.80............ 167 10 


Part V—124 
PUBLIC WORKS —TRAVAUX PUBLICS 


en 


Votes—Crédits 136, 378 & 29* — Harbours and Rivers — Ports et riviéres 
British Columbia—Conc. — Colombie Britannique—Fin 


Harbours and rivers, generally—Cone. baa 
Roberts Creek, repairs to wharf: on account, Vancouver Pile Driving & Con- 


tracting Co., $1,171.61; sundries, $16.95....... 0... eee eee cee cect eee teen ee 1,188 56 
Roy Float, fede $20.85; Royston, repairs to gangway, $426.94................ 447 79 
Saanichton, repairs to gangway, $218.68; Sandspit, repairs to wharf, $851.72..... 1,070 40 
San Juan, making and replacing bucy, $85.60; government share................ 50 00 
Savary Island, repairs to wharf: labour, $503.50; supplies, etc., $298.79.......... 802 29 
Sayward, repairs to wharf: labour, $314.30; lumber, $251.02; 27 stair treads, 

$128.80; sundries, $107.91 |. lee ies lee Se ee wee ele TAO DS RIES Cg ea 802 03 
Seaford, repairs to float, $272.07; Seymour Narrows, investigation, $69.50....... 341 57 
Seaside Park, repairs to float: labour, $225.50; 22 cedar logs, $425; lumber, 

$207.51; sundries, $326.13 .......... eles ae ASS II. Sia NF EM EO. 1,184 14 
Shawnigan Lake: construction of landing, Jas. McDonald Construction Co., Ltd., 

$1,046.81; . sundries)! $800. iJ ek al ee ae ok eee DERI, ON BREA 1,054 81 
Shushartie Bay, removing float, $275.96; Sointula wharf, repairs, 50c........ 276 46 
Sidney, repairs to wharf, $1,140.84; removing float, etc. $871..... See 2,011 84 
Snug Cove, repairs to wharf: labour, $132; lumber, $425.59; sundries, $118.01... 675 60 
Somass River, repairs to float, $230; Squiddy Bay, float, repairs, 55c............ 230 55 
Sorrento, reconstruction of wharf: labour, $727; 1,008 1. ft. piling, $173.04; 

lumber, $820.89; wood borer, $113; sundries, $193.94. ........... cece eee ween 2,027 87 
Squamish, wharf: renewals and repairs, R. Bumstead, $2,163.03; sundries, $8.27. 2,171 30 
Stapleby, repairs to landing, $48; Stuart Island, repairs to float, $72.63......... 120 63 
Sturdies Bay: repairs to wharf, Victoria Pile Driving Co...................0.. 1,274 15 
Surge Narrows, repairs to float, $79.83; Trepanier, repairs to wharf, $202.49.... 282 32 
Tofino, (wharf: repairs,, $980s peundrres, , $20.08 iS sie gaye Ge CU LGR Nike al byutiee Semwepatig 1,009 00 
Trout Lake, removal of debris: on account, L. Jennings, $1,458.90; sundries, 

GAT UO erste Sis ccc etenae whale uae Rle oun tote lane Sold Fo Beads SnEg cols ND cea Reon cha are RET As oR 1,500 00 
Tucker Bay wharf, repairs, $1.05; Ucluelet (west), repairs to wharf, $387.40.... 388 45 
Union Bay, repairs to wharf, $165.29; Westbank, repairs to wharf, $464.61..... 629 90 
Viaidez Island, renewalon damage. soda eee cienaie ee sph wait heasuna tae Week. « 360 80 
Van Anda, repairs to wharf: labour, $444.75; supplies, etc., $489.99............. 884 74 
Viancouver, Slipway at Air Station: John H. Todd: construction of slipway at 

Jericho complete, $4,774.85, less $4,670 paid in 1929-30, V—116; repairs, $650.. 754 85 
Westview, repairs to wharf, $389.97; Whaletown, repairs to wharf, $31.47...... 42) 44 
Wihite Rock; weintenancevof alarm ei USS ciciects tigers, cep he creat) Uboe oes oie cl 281 47 
DVR AC UniSe ye ee Terr Se: LO WRaATE td, . a> uauleec gf £oG a eho bias oe Cones aie EEE 143 23 


Nelson office:—Supplies and repairs: gasoline and oil, $274.65; photographic 

supplies and prints, $280.66; repairs to car, $515.85; stereoscope, $230.34; 

sundries, $112.31. Miscellaneous: postage, $125; telegrams, $397.55; telephone 

tolla, $250.09  SUBUTIES,, D127. 1G cick uk hase cat wl eserenobk metas ofits ain ee eee apki Li 
New Westminster office:—Supplies and repairs: gasoline and oil, $163.17: photo- 

graphic supplies and prints, $377.64; repairs to cars, $308.60; sundries, $77.06. 

Miscellaneous: postage, $116; telegrams, $152.47; telephone tolls, $243.69; sun- 

Gries. 7h. (Oe es « OS BIOS MRS, SET EUG: SRR ha OSs ERE PIAS SAG ICIEY, 6 SPI, eed 1,526 44 
Vancouver. office: Supplies, ebei,: oo... ccd ceeded fee ec debater dulenehs MOUE INS s UE, 199 01 
Victoria office:—Supplies and repairs: gasoline and oil, $282.93; repairs to 

ears, $279.54; Gardner sedan, $1,700, less $175 allowance on old car; photo- 

graphic supplies, prints, etc., $314.89; sundries, $83.99. Miscellaneous: postage, 


$95; telegrams, $245.41; telephone tolls, $221.47; sundries, $79.15.............. 3127.38 
Generally:—Equipment for trip into Peace River district, $244.67; photographic 
supplies, pramtsvietc.,” $131,182 Giq'sa . POL TR. IN BOT OT, Le, 375 85 
Department of Printing and Stationery:—King’s Printer, printing, $471.87: sup- 
DlLCS, $3,907 Boas le wen «2 (See ROT ses acndl. SO Lt ote, a ey 3,829 22 
69,355 1h 
Total (see Summary — voir Sommaire, page V—169)..............000. $ 814,475 99 
Classified as follows — Classifiées comme suit:— 
Salaries ands Wages g.4. ot sewinusin «whee bh cath ost ORT . wen an 61,432 23 
apavciling Hiapeneeee con sini ff Semateeiuskts cide adtalonevn abe sats bem 380: 80 
Materials, Supplies, Repairs—General............ cc ce cece ccc eeee 212,787 55 
Materials, Supplies, Repairs—New auto, etc..........cc cece ceeee 3,349 74 
PT inig Suis & Cea salt. oad a2 he erates Rent Core 4,031 56 
Miscellaneous ....... PERF EMeTa Slee ries CS ce he CEE Bie, ea ee ees 34,368 34 
ter Outlay tis ete aie ol ok 2 Ao Se eee eee tae ee 499,837 27 
§16,187 4 
TIGR S= AVA FUSION UN Lee ER Te cee lc ote it eae eee rea rH 50 


Part V-—125 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote—Crédit 137 — Harbours and Rivers — Ports et riviéres 
Yukon 


Stewart and Yukon Rivers, improvements:—British-Yukon Navigation Co., Ltd., 
removing rocks from channel, etc., $8,280. Amount paid by Government......... $ 5,000 00 
(See Summary — voir Sommaire, page V—169.) === = 


Vote—Crédit 138 — Harbours and Rivers — Ports et riviéres 
Generally — En général 


Salaries and Wages — Traitements et salaires:—Test borings: boring foreman, T. P. 

Keane, $858; labourers, A. Friend, $1,488.50, EH. Labelle, $300; sundry labour, 

$1,341. 1 Ci Oe aap ae Oh eA MAS eager a pended sha big Nye al A eh RR I, PR ass * 3,988 00 
Travelling Expenses — Frais de voyages:—Test boring staff: H. M. Davy, $1,101.72; 

Keane, $582.29; M. E. Labelle, $573.20; F. P. Magrichuk, $633.30; Geo. 

Molcod $275.94; Ww. J. Moores 9824. 1D ree eee Pee OBS SER T ST aisle es 3,191 20 
Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, etc.:— 

Cement. testing laboratory: apparatus, $374 97; automatic screen, $378.75; calcu- 

lator, $504; chemicals, $270.67; machine work, $339.60; refractometer, etc., 

$207.45 5 sundries, $135. Test borings: ‘diamonds and parts for diamond drill, 

$264.58; foundry work, $411.94; sundries, $1,077.45. Generally: photographic 


work, $3, TOT y SUM Ieee 4 1g ir oats tet Datel hokey ie exss oantassstocalenen saad in Gah omer athe LAs 7,348 26 
Printing and Stationery — Impressions et papeterie:—King’s Printer: parliamen- 
tary publications, $17.65: printing, $4,460.96; supplies, $3,064.0 HOA ie Meith ada 3 7,042 67 
Miscellaneous — Divers:—Cement testing laborato TV: sundries. $116.83. Test 
borings: freight, $498.48; telegrams, $123.28: sundries, $313.96. Generally: adver- 
tising, $68.34; express, $2,041.67; telegrams, $4,697.61; sundries, $62.16.......... fe abate, 
29,992 46 
Less—Refunded by Dept. of Marine and Fisheries fer travel of G. McLeod...... 167 49 
Total (see Summary — voir Sommaire, page V—169)................. $ 29,824 97 
Votes—Crédits 139 & 30* — Dredging — Dragage 
SUMMARY—SOMMAIRE 
Maritinier Provides! Pct, Sit de a ret ae ne ok ee ee lee a en (Page V—128) 670,586 57 
Ontario anid ‘Qiuebee™ Fy Bhi. ERR rE. A. s PORTED. (Page V—132) 592,906 42 
Manitoba, Saskatchewan and Alberta. ..........c cece eee eee ee wees (Page V—133) 111,802 81 
British “Columpiae ts. ¢o00hk. 20) BCL este oh oaetes (Page V—135) 434,353 69 
Total (see Summary — voir Sommaire, page V—169)...............05. $1,809,650 49 


DETAILS—DETAIL 


Maritime Provinces — Provinces Maritimes 


Dredge No. 1 and plant:—-Master, C. F. Lewis, $1,973.54; wages of crew, $17,934.01; 
board of crew, $4,690.25. Travelling expenses, $203.95. Operating expenses: coal, 
Miramichi Foundry Machine Works, Ltd., $2,605.95, R. H. Shives, $5,592.12; 
cabin and galley supplies, $320.99; jubricants, $231 31; water, $550; sundries, 
$76. Repairs and replacements: TOW. Cumming Mfg. Co., : Ltd, ° $5;77 1.34; 
Department of Marine and Fisheries, $1,131.93; Drummond, McCall & Co., Lid., 
$4,012.52; McLennan Foundry & Machine Works, Ltd., $7, 12 503 Miramichi 
Foundry Machine Works, Ltd., $11,714.95; accounts under $1, 000, $4,112.07. 
Miscellaneous: inspection fees, $135; tug service, F. J. Allard, $7,625, Miramichi 
Foundry Machine Works, Ltd., $1,080; sundries, LOO Ue eh. Wea tee st, a 77,063 55 

Dredge No. 2 and plant: —Master, L. A. ‘Hains, $1, 417. 50, L. J. McKinnon, $333.26; 
wages of crew, $10,634.22; board of crew, $3, 008. 50. Travelling expenses, $317. 60. 
Operating expenses: coal, Bras d’Or Coal Co., Ltd., $4,059.13, Dominion Coal 


* Supplementary estimates—Crédits supplémentaires. 


Part V—126 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 139 & 30* — Dredging — Dragage 
Maritime Provinces—Con.—Provinces Maritimes-—Suite 


Dredge No. 2 and plant—Cone. 
Co., Ltd., $1,584.10, accounts under $1,000, $1,295.32; cabin and galley supplies, 
$353.09; lubricants, $140.11; water, $1,230.71; sundries, $78.61. Repairs and 
replacements: E. Allen & Co., Ltd., $2,801; Pictou Foundry & Machine Co., 
$6,197.57; Sydney Foundry & Machine Works, Ltd., $3,170.39; accounts under 
$1,000, $3,467.33. Miscellaneous: towage, J. Fraser & Sons, $1,227.89, accounts 
under + $1,000,.$550 5054 stmd? ies, 152.15:20. .. sem iee ths Geer cede eeh nc O0 © ath here seks 
Dredge Pownal No. 2 and plant:—Master, E. H. Anderson, $1,450, 8. D. Murchison, 
$430.32; wages of crew, $4,432.54; board of crew, $1,545.25. Travelling expenses, 
$38.15. Operating expenses: coal, $1,512.29; cabin and galley supplies, $104.71; 
water, $430.56; sundries, $29. Repairs and replacements: G. Bishop & Sons, 
$1,833.64; B. Stewart & Co., Ltd., $2,469.49; accounts under $1,000, $1,726.17. 
Miscellaneous: salvaging scow, $270; towage, G. Ballingall, $2,117.50, H. Doyle, 
$4,380, J. Hackett, $2,320, accounts under $1,000, $18; sundries, $114.73...... 
Dredge No. 4 and plant:—Master, G. McLeod, $1,612.91; wages of crew, $5,303.18; 
board of crew, $1,654. Travelling expenses, $95.90. Operating expenses: coal, 
C. Dwyer & Son, $5,008.08; cabin and galley supplies, $110.70; water, $634.13; 
sundries, $222.32. Repairs and replacements: I. Matheson & Co., $2,875.42; 
Port Hawkesbury Marine Rly. Co., Ltd., $19,236.82; accounts under $1,000, 
$2,212.19. Miscellaneous: towage, Halifax Tow Boat Co., $1,000, accounts under 
SEOOO! SSIs . SUNATIES 6 SSAA... diene bs lave wo 10!b Spignnons tops go-aehe sdangs gna pegrestiehe, LabUnten Soeeeaebe bers te te 
Dredge No. 5 and plant:—-Master, A. G. MacDonald, $2,100; wages of crew, 
$12,658.90; sundry labour, $205.55; board of crew, $3,569. Travelling expenses, 
$300.75. Operating expenses: coal, A. C. Branch & Co., $12,319.88; cabin and 
galley supplies, $400.91; gasoline, $226.50; lubricants. $157.76; water, $595.78; 
sundries, $63.85. Repairs and replacements: W. J. Cormier, $1,761.95; Northern 
Machine Co., $13,461.39; accounts under $1,000, $4,709.42. Miscellaneous: inspec- 
tion reas, el; (towageo1 LO sundries, S61 S8i90g ie PA 5 a wus Se a ee 
Dredge No. 9 and plant:—Muaster, A. A. Cosgrove, $880, E. Gallant, $1,061.33, J. 
Turner, $80; wages of crew, $7,323.16; board of crew, $2,463. Travelling 
expenses, $56.85. Operating expenses: coal, Buntain, Bell & Co., $2,967.50, 
accounts under $1,000, $1,707.12; cabin and galley supplies, $307.03; water, 
$607.75; sundries, $47.80. Repairs and replacements: B. Stewart & Co., Ltd., 
$3,227.35; accounts under $1,000, $3,978.52. Miscellaneous: towage, G. Ballingall, 
$5,032.50, B. Stewart & Co., Ltd., $6,000; sundries, $249.48. ..3........0. bee ees 
Dredge No. 12 and plant:—Master, C. C. Hannon, $1,920; wages of crew, $8,905.96; 
sundry labour; $272; board of crew, $2.664. Travelling expenses, $190.10. Oper- 
ating expenses: coal, A. C. Branch & Co., $3,770.67, accounts under $1,000, 
$994.88; cabin and galley supplies, $248.91; gasoline, $116.33; lubricants, $148.06; 
sundries, $31.73. Repairs and replacements: A. & R. Loggie Co., Ltd., $1,188.15; 
accounts under $1,000, $5,442.54. Miscellaneous: sundries, $202.56............ 
Dredge No. 13 and plant:—Master, F. A. McFadzen, $1,155, J. Amos, $1,335.97; 
wages of crew, $7,825.02; board of crew, $2,480.86. Travelling expenses, $98.35. 
Operating expenses: coal, Bras d’Or Coal Co., Ltd., $3,370.55, accounts under 
$1,000, $821.88; cabin and galley supplies, $241.91; lubricants, $106.80; water, 
$706.45; sundries, $86.24. Repairs and replacements: Atlantic Spring & Machine 
Co., Ltd., $1,504.57; J. W. Cummings Mfg. Co., Ltd., $1,036.93; R. Musgrave 
& Sons, Ltd., $2,667.88; Sydney Foundry & Machine Works, Ltd., $7,232.86; 
accounts under $1,000, $5,563.98. Miscellaneous: towage, Arichat Steamship Co., 
Ltd., $4,411.25, J. Fraser & Sons, $6,042.05, B. Stewart & Co., Ltd., $2,948.38; 
wharfage,: S260c0 minterina.. S625: SUndEes wns) 10.104 an. ce sc eee Coen eee: 
Dredge No. 14:—Engineer, A. A. Cosgrove, $930.60; wages of crew, $3,906.20; 
sundry labour, $144. Operating expenses: coal, $325.48; cartage of coal, $142.13; 
water, $434.10; sundries, $39.27. Repairs and replacements, $2,120.18. Miscel- 
laneous, towagelWgoz oon. . al SE. . moda) se ceeonelan aie ate 
Dredge No. 15:—Engineer, S. Naugler, $1,479.50; wages of crew, $4,616.25. Oper- 
ating expenses: gasoline, $330.80; sundries, $92.99. Repairs and replacements: 
G. E. Romkey & Co., $5,250.92; accounts under $1,000, $1,396.02. Miscellaneous, 
Lower, $208 os a ain Mette a > 0 tms oo eps Puavondss Aceh Roars Malm gee ok ere nee 
Dredge No. 16:—Captain, C. D. Kendrick, $1,336.50; wages of crew, $3,576.45. 
Travelling expenses, $27.55. Operating expenses: gasoline, $416.43; sundries, 
$143.40. Repairs and replacements: D. E. Cunningham, motor boat, $1,200; 
accounts under $1,000, $881.13. Miscellaneous: towage, $305; sundries, $84.65.. 
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Part V—127 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 139 & 30* — Dredging — Dragage 
Maritime Provinces—Con.—Provinces Maritimes—Suite 


Dredge No. 115 and plant:—Master, W. H. McLeod, $2,100; wages of crew, 

$8,274.86; board of crew, $2,511. Travelling expenses, $191.05. Operating 

expenses: coal, Bras d’Or Coal Co., Ltd., $4,444.27, E. W. Day & Co., Ltd., 

$2,358.76, Wells, Hendry Co., Ltd., $1,499.90, accounts under $1,000, $773.12; 

cabin and galley supplies, $367.54: lubricants, $129.01; water, $182.85; sundries, 

$31.92. Repairs and replacements: J. S. Gardner, $1,313.17; Liverpool Marine 

Rly. Co., Ltd., $1,049.39; Sydney Foundry & Machine Works, Ltd., $10,171.79; 

accounts under $1,000, $4,882.54. Miscellaneous: wharfage, $443.50; sundries, 

ABO OS re te rele Peas eee Mere MI ee Raed Seek We Fei REY, ENS SISO Dan | E 40,905 35 
Tug Canso:—Master, A. Swim. $144.66, C. Hill, $475.34, G. Young, $155, A. Scott, 

$1,142.50; wages of crew, $6,118.56; sundry labour, $231.20; board of crew, 

$1,755.58. Travelling expenses, $118.45. Operating expenses: coal, $1,502.63; 

cabin and galley supplies, $224.46; water, $1,015.65; sundries, $110.41. Repairs 

and replacements: Atlantic Spring & Machine Co., Ltd., $1,575.96; R. Musgrave 

& Sons, Ltd., $1,762.15; accounts under $1,000, $1,615.82. Miscellaneous: 

WHAETAGC, AOODD POUT TES: | BP UIOO fats ee PUL dled 8) aU eats oe cd eiete cts Mas atand LPs 185353) 32 
Tug Fredericton:—Master, R. J. Belyea, $1,538.21; wages of crew, $5,106.96; 

board of crew, $1,616. Travelling expenses, $92.60. Operating expenses: coal, 

$2,074.25; cabin and galley supplies, $310.98; water, $369.20; sundries, $139.54. 

Repairs and replacements: Pictou Foundry & Machine Co., $10,206.99; B. 

Stewart & Co., Ltd., $1,091.14; accounts under $1,000. $1,119.09. Miscellaneous, 

- sundries, $202.41. Less refunded for services of tug, $189.66................0240. 23,677 71 
Tug Helena:—Master, D. Reid, $1,727.41; wages of crew, $8,908.44; board of 

crew, $2,265. Travelling expenses, $114.70. Operating expenses: coal, R. K. 

Shives, $4,325.20, accounts under $1,000, $2,560.59; cabin and galley supplies, 

$136.99; water, $479; sundries, $170.32. Repairs and replacements: St. John 

Iron Works, Ltd., $1,391.03; accounts under $1,000, $2,808.92. Miscellaneous, 

SUNATICS, STOO FO. Aiea FO ee, MOR. RRR, sed RU te See 25,027 06 
Tug Lisgar:—Master, G. C. Gamble, $1,610; wages of crew, $6,603.22; board of 

crew, $1,867.75. Travelling expenses, $167.05. Operating expenses: coal, Bras 

d’Or Coal Co., Ltd., $1,063.60, accounts under $1,000, $1,511.74; cabin and galley 

supplies, $272.50; lubricants, $145.47; water, $173.25; sundries, $97.91. Repairs 

and replacements: R. Musgrave & Sons, Litd., $1,887.47; Thompson Bros. Machin- 

ery Co., Ltd., $1,687.51; accounts under $1, 000, $3,052 06. Miscellaneous, sundries, 

$139.53. Less refunded for services of tug, "$50 PUPS Eas Ore RO PIR! 20,229 06 
Tug Pugwash:—Master, A. Swim, $1,432.83; wages of crew, $6,696.82; inspection, 

$87; board of crew, $1,830.88. Travelling expenses, $422.05. Operating expenses: 

coal, $2,027.66; cabin and galley supplies, $893.32; lubricants, $113.57; water, 

$240.40; sundries, $53.63. Repairs and replacements, $2,947.09. Miscellaneous: 

pilotage, $235.70; wharfage, $158.50; sundries, $101.99. Other Outlay: con- 

struction of tug Pugwash, Collingwood Shipyards, Ltd., contract complete, 


$107,559.04, less $57,640.63 paid in 1929-30, page V—122..................6..- 67,159 85 
Tug Rona:—Wages of crew, $670.51; board of crew, $167.10. Repairs and replace- 
ments, $181.86. Miscellaneous, sundries, SORA IER Tre oe. DUONG SO. JERS. 1,084 88 


Tug Sogenada: :—Master, A. McLeod, $1, 531. 43; wages of crew, $5,042.40; board of 
crew, $1,424.50. Travelling expenses, $112. 80. Operating expenses: coal, $655.73; 
cabin and galley supplies, $134.17; water, $570.15; sundries, $104.32. Repairs 
and replacements: Pictou Foundry & Machine Co., $1,407.10; accounts under 


$1,000, $958.33. Miscellaneous, sundries, $35.60..........ccceccccccccecccecas 11,976 53 
Stonebreaker Lobnitz:—Labour, $531.44; supplies, $53.15...............0000 00: 584 59 
tomes Loris OAsl sar WN DOT LAG CL fe sic. kia ils GS « peut Gea a ua: © MUGMSe a) a; 00 Waoe.d «ke Ms 45 00 
Scows No. 105 and 115:—-Labour, $40. Repairs and replacements: Pictou Foundry 

@ + achine .Co.,. $2,237.05: accounts under $1,000, S744.08 00... 06s casccccconcns 3,021 13 


Harbours and rivers, Nova Scotia:—Apple River, hand dredging, $799.80; Apple 
Tree Cove, hand dredging, $882.27; Birch Island, hand dredging, $500. ID; 
Brooklyn, dredging complete, Beacon Dredging Co., Ltd., 172,323°9 c. y. at 62-5c., 
$107,702.43, 23-3 c. y. at $6, $140, less $98,143. 75 paid in 1929-30, page V—88; 
Burlington Channel, dredging vessel bed, $149.90; Canso, dredging complete, 
inspection, $498, Beacon Dredging Co., Ltd., 14, 165-5 ¢. y. at $1; Chegoggin, 
hand dredging, $100; Cheticamp, soundings, $159. 79: EFiast End (Cripple Creek), 
hand dredging, $560.02; Fawson’s Cove, dredging, inspection, $205, rent of 
dredge, W. McFatridge, $4,000; Finlay Point, dredging, $1,004.37; Fourchu 
Harbour, soundings, $42.75; Friar’s Head, removal of boulders, $297.76; Great 
Village, hand dredging, $234 .95; Halfway Cove, cutting passage through beach, 
$1,999.92; Inverness County, drum hoist, $261. 06, orange peel bucket, $275; 
Kelly’s Cove, dredging, inspection, $75, rent of dredge, tug and scows, Beacon 


Part V—128 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 139 & 30* — Dredging — Dragage 


Maritime Provinces—Conc. — Provinces Maritimes—Fin 


Harbours and rivers, Nova Scotia—Cone. 

Dredging Co., Ltd., $4,900; Liverpool, dredging complete, St. John Dry Dock 

& Shipbuilding Co., Ltd., 44,913-7 c. y. at 70c., less $29,545.64 paid in 1929-30, 

page V—89; Lower Burlington, hand dredging, $99.50; Morden, hand dredging, 

$403.05; Murphy’s Pond, dredging, $1,003.86; Musquodoboit Harbour, dredging, 

inspection, $165, sundries, $8.50, contract dredging, Halifax Dredging Co., Ltd., 

(Bowser’s Cove), contract complete, 4,740-3 c. y. at 66%c., (Pleasant Cove), on 

account contract, $574.20; Parrsboro, dredging, Minas Basin Dredging Co., Ltd., 

in full and final settlement of contract for dredging, $816.25; Pictou, dredging 

complete, inspection, $60, supplies, $98.13, Halifax Dredging Co., Ltd., 9,238-9 

ce. y. at $1; Pomquet, hand dredging, $399.50; St. Mary’s River, dredging, 

$1,577.75; Seaside, removing ballast, $299.41; Short Beach, removing stone, 

$899.70; Smith’s Cove, construction of boom, $726.01; Upper Prospect, removing 

stone from channel, $123.32; Victoria Beach, dredging, $1,998.59; Wadden’s 

Cove, removing stone, $296.50; Walton, dredging, $1,409.85; Wedgeport (The ’ 

Gate), widening gate, $3,000.01; Wentworth, dredging, Canadian Gypsum Co., 

Ltd., 11,536 .¢. y. at 17c., $1,961.12, 3,005 c. y. at 75c., $2,258.75; Western Creek, 

clearing channel, $498.78; Windsor, dredging complete, labour, $468, supplies, 

$5.05; Windsors Gypsum Ga. late; (5,656, 10 ory - ALA GDO », sree hip sc icine eval overs Dicere troche 77,925 20 
Harbours and rivers, New Brunswick:—Aldouane River, dredging, $1,926.99; 

Alma, hand dredging, $244.65; Bass River, dredging, labour, $2,705.49, supplies, 

$15, hire of dredging plant, $1,826; Bathurst, harbour, Gloucester Lumber & 

Trading Co., Ltd., labour, $73.20, supplies, $124.14, removing old dredge from 

harbour, $1,900, boat hire, $56.40; Campbellton, dredging, inspection, $48, 

sundries, $110.86, dredging complete, F. Michaud, detailed in 1929-30, page 

V—95, $195.40; Campbellton Ferry Slip, dredging complete, F. Michaud, 1,933 

ce. y. at 75c.; Chatham (Millbank), dredging, inspection, $160.50, dredging 

complete, Miramichi Dredging Co., 9,944:6 c. y. at 49-5c., less $474.71 paid by 

Fraser Companies, Ltd.; Chockfish, dredging complete, inspection, $332.40, 

sundries, $1.75, J. O. LeBlanc, 4,042-8 ¢. y. at 50¢c.; Curry’s Cove, dredging 

complete, inspection, $128, sundries, $4, J. S. Gregory, 132-9 c. y. at $3, $398.70, 

3,984:°6 c. y. at $1.25; Dipper Harbour, dredging complete, inspection, $40, J. S. 

Gregory, 5,505-1 ¢c. y. at 90c.; Hebert’s Point (Hardwicke), dredging complete, 

labour, $125, Miramichi Dredging Co., 18,026°5 c. y. at 79-5c., less $10,815.02 

paid in 1928-29, page V—87; Loggieville, dredging, inspection, $97, Miramichi 

Dredging Co., 7,501-1 ec. y. at 65c.; North West Miramichi River, dredging 

complete, inspection, $136.25, Miramichi Dredging Co., 13,377:3 ¢. y. at 58-5c.; 

Richibucto Cape, dredging complete, N. P. & Z. P. Leger, 5,994-1 ¢. y. at 49c., 

less $2,852.78 paid in 1929-30, page V—122; St. John River, survey, $704.52; 

St. Stephen, survey, $7.28; Seoudouc River, survey, $43.50..........0ceeeeeees 45,561 21 
St. John Office:—Labour, $73.50. Travelling expenses: J. K. Blenkinsop, $696.69; 

H. D. Gillis, $676.85; D. H. MacQuarrie, $1.487.33; J. T. Nickerson, $1,419.53. 

Supplies, $446.02. Miscellaneous: auto hire, $312; postage, $158.31; rents, $199; 

telegrams, $541.25; telephone service, $467.66; sundries, $10.30................ 6,488 44 
Generally:—Department of Printing and Stationery: King’s Printer, printing, : 

$88.59, supplies, $237.28. Miscellaneous: advertising, $484.05; funeral expenses 


a 


of C. Hill, $95s0imedical treatmentifor J) Burke,y$62» .:71 0818. adilenann oallag. 966 92 
723,178 94 
Less—Charged to Dredging, Ontario and Quebec................ (Page V—132) 52,592 37 
det ON a TOE er nT Sem et eee RN (Page V—125)$ 670,586 57. 
Classified as follows — Classifiées comme suit:— 
Salaries “anid Mae Ce ct boedin. brah «, hare atlt Gch cbaeh ceil Baptists 226,638 65 
Travelling | Wxpeees ie cas PRG Aer fut. sud hs cavenstieekt> coinamek | ean 6,836 90 
Materials, Suppitess Repaansy etc, :. ice ee Set date cone « fete © An 289,702 97 
Printing ‘and StapronerVvede:s <scuepit'hs ste Ge FE * «halk: (kahae eral SoD. oF 
Miscellaneous... ceeeeet eae fone e Le Ons Os A Re ba ee ee eee 67,806 57 ? 
Other Outlay cease tues sia ia’. PAA Oe cl Ee pane ee PSAs a5 f 
. 723,893 31 
DLess-—Adjusiment. wa tees «cic thes ah ane Miysbecs hk nc AGL cecal ae 53,306 74 


$ 670,586 57 
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Dredge No. 1, Quinlan & Robertson:—Engineer master, M. Convey, $2,040, over- 

time, $5.66; wages of crew, $8,290.40; sundry labour, $335.40; board of crew, 

$2,731.50, Travelling expenses, $92.85. Operating ‘expenses: bedding, etc., 

$347.61; coal, Pittsburg Coal Co., $3,277.75, accounts under $1,000, $50; lubri- 

‘ecants, $220.18; range, $130.33; sundries, $479.50. Repairs and replacements: 
‘Drummond Timber Ltd., $1,745.28; Parent Machine Co., Ltd., $4,951.95; Port 

Stanley Floating Dry Dock, $1,096.90; accounts under $1,000, steel rope, 

$563.32, sundries,’ $3,091.16. Miscellaneous: inspection, $55; sundries, $230... 29,734 79 
Dredge No. 110:—Engineer master, C. Fox, $2,160; wages of crew, $8,758.61; 

board of men, $2,837.16. Travelling expenses, $50. Operating expenses: coal, 

Coté, Boivin & Cie, $1,689.51, Madden & Son, Ltd., $4,019.75, accounts under 

$1,000, $68.84; lubricants, $192.49; cabin and gailey supplies, $356.68; sundries, 

$708.11. Repairs and replacements: Chantier Maritime de St. Laurent, 

$8,613.47; Davie Shipbuilding & Repairing Co., $16,528.10; Dominion Timbers, 

Ltd., $1,814; Dominion Wire Rope Co., $1,298.42; accounts under $1,000, 

sundries, $3,543.48. Miscellaneous: inspection, $55; sundries, $285.70........ 52.979 32 
Dredge No. 116:—Engineer master, J. B. A. Bertrand, $2,100, overtime, $57.33; 

wages of crew, $8,432.49; board of men, $2,644.07. Travelling expenses, $81.32. 

Operating expenses: coal, Canadian Import Co., $3,264.99, Madden & Son, Ltd., 

$1,460.56, accounts under $1,000, $110.55; cabin and galley supplies, $350.66; 

sundries, $405.16. . Repairs and replacements: Davie Shipbuilding & Repairing 

Co., Ltd., $8,156.14; Dominion Timbers, Ltd., $1,716; Motor Engineering 

Dry Dock Co., Ltd., $4,894.10; accounts under $1,000, rope, etc., $1,697.58, 

sundries, $1,642.66. Miscellaneous: inspection, $55; wintering dredge and scows, 

DL 2OOOU :  RVHUEAGER S240 SO ee et A habit Cote of feo cae oy meee es wid eouione sit erate 38,525 40 
Dredge No. 117:—Engineer master, at $175 per m., R. Hogan, 6 m. to Sept. 30, 

$1,050 (deceased), J. Howell, Sept. 22-Mar. 31, $1,102.50; wages of crew, 

$9,340.10; sundry labour, $124.20; board of men, $2,972.80. ‘Travelling ex- 

penses, $67.25. Operating expenses: coal, Can. Pac. Ry. Co., $1,948, Century 

Coal Co., $2,996.57; cabin and galley supplies, $173.36; sundries, $239.40. Re- 

pairs and replacements: Muir Bros., Dry Diock OCo., Ltd., $4,186.70; C. 
Norsworthy Co., Ltd., $2,006.95; accounts under $1,000, rope, manila, $653.46, 

wire, $833.44, sundries, $1,107.97. Miscellaneous: inspection, $75; sundries, 

$257.94. Other Outlay: gratuity paid widow of late R. Hogan, 2 m., $350... 29,485 64 
Dredge No. 121:—Engineer master, E. C. Robertson, $1,740; wages of crew, 

$4,582.41; board of men, $1,604. Operating expenses: coal, $1,045.21; cabin 

and galley supplies, $201.26; sundries, $41.73. Repairs and replacements: 

Chantiers Manseau Ltd., $4,246.80; accounts under $1,000, supplies, $352.74. 
Miscellaneous: -tug hire, $297.50; sundries, $266.32...........ccccecvcceecs 14,377 97 


scows, etc., $650; inspection, $55; towage, $105; sundries, $164.13........ 45,212 81 


sundries, $1,249.01. Miscellaneous: towage, $115; sundries, $138.37.......... 10,457 19 


PET SE SOF COR LE te en MR WET. aed taglit weit K, cevubeien aden hy Fabia hme lh We she, 9,124 68 
Dredge No. 128:—Labour, $3,161.73. Maintenance and operation: J. R. Belisle, 

$2,500; McLennan Foundry & Machine Works, Ltd., $3,556.92; accounts under 

$1,000, clam_ shell bucket, $805, sundries, $1,274.46. Miscellaneous: board, 

S125 SA SUNATICNSELOG LAr . aol tl. «inl bp me DAO E | eno eet. . ee ee 11,606 92 
Dredge Harricana:—Labour, $7,775.95; board of men, $2,681.70. Travelling ex- 

penses, $388.74. Maintenance and operation: Foreman Motor & Machine Co., 

$1,752; T. A. Lalonde, $2,511.78; accounts under $1,000, battery, $120.76, coal, 

$539.58, gasoline and oil, $661.35, lumber, $1,168.03, steel rope, $484.54, sundries, 

$1,647.99. Miscellaneous: rent of land, $150; SU TIOS nO) 00 co aes aia, selene 20,083 78 


* Supplementary estimates—Crédits supplémentaires. 
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Tug Bersimis:—Master, W. Levesque, at $155, $1,303.83, at $77.50, $278.08; wages 
of crew, $6,321.08; board of men, $1,926.55. Travelling expenses, $262. Main- 
tenance and operation: bedding, etc. $515.23; coal, Canadian Import Co., 
$3,212.76, Madden & Son Ltd., $2,378.59, accounts under $1,000, $906.18; lubri- 
cants, $106.72; rope, $709.93; sundries, $1,899.58. Miscellaneous: wintering tug, 
$803; sundries, $469.16........ cece eee cence cece e eee e tee ee eee eee 

Tug Oliffside:—Master, C. Lafreniere, at $130, $1,004.49, at $65, $277.75, over- 
time, $11.49; wages of crew, $2,614.64; board of men, $764.80. Travelling ex- 
penses, $24.10. Maintenance and operation: Dept. of Marine & Fisheries, 
$1,467.08; accounts under $1,000, coal, $977.71, sundries, (6873 40%... 0.1. ORAM oe: 

Tug Fraserville:—Wages of crew, $757.84; . board of men, $700.62. Maintenance 
and operation: coal, Canadian Import Co., $1,116.16, accounts under $1,000, 
$584.92; services of tug, Sorel Harbour Tugs Ltd., $7,697; sundries, $108.38.. 

Tug Hercules:—Master, N. Jackson, at $160, $1,347.10, at $80, $286.45; wages of 
crew, $6,977.25; board of men, $2,160.80. Travelling expenses, $81.70. Main- 
tenance and operation: coal, Century Coal Co., Ltd., $1,368.38, accounts under 
$1,000, $1,055; range, $131.75; repairs to machinery, $650; rope, $274.28; 
sundries, STDEIZE OM Re wicre ais es elect nce UB whet cue alehe SMURana Rs SPaPe te My Siete haere 2a Mist 

Tug Monitor:—Master, T. Bernier, at $140, $1,144.99, at $70, $267.51; wages of 
crew, $3,943.78; board of men, $1,217.60. Travelling expenses, $33. Operating 
expenses: coal, Canadian Import Co., $2,376.48; lubricants, $108.95; sundries, 
$213.86. Repairs and replacements: Montreal Dry Docks Ltd., $3,627; 

& R. Weir Ltd., $5,412.27; accounts under $1,000, sundries, $886.26....... : 

Tug Peel:—Master, G. Blanchard, at $155, $1,285, at, $77.50, $287.50, overtime, 
$33.70; wages of crew, $5,226.37; sundry labour, $62.60; board of men, $1,602.20. 
Travelling expenses, $64.25. Operating expenses: coal, Pittsburg Coal Co., Ltd., 
$2,045.75, accounts under $1,000, $75; cabin and galley supplies, $127.92; 
sundries, $140.71. Repairs and replacements: Toronto Dry Dock Co., Ltd., 
$1,625; accounts under $1,000, rope, $374.96, sundries, $579.24. Miscellaneous 
GUNALICS; 7 O1S4:05,% BEE idle eo Thine» alae s ol dius sigh borsidnatticose x baste setae dish vaee ste Maret dita suc 

Tug Storm King:—Tug hire, $108; repairs, $412.31; sundries, $103.64.......... 

Tug Witherbee:—Master, J. Forgues, at $155, $1,196.84, at $77.50, $282.50, F. 
Tancrede at $155, $98.17; wages of crew, $5,304.17; board of men, $1,743.12. 
Travelling expenses, $56.70. Operating expenses: coal, Coté, Boivin & Son, 
$2,901.16, Madden & Son, $2,155.93, accounts under $1,000, $26.70; lubricants, 
$102.66; cabin and galley supplies, $165.10; sundries, $186.95. Repairs and 
replacements: Morton Engineering & Dry Dock Co., contract complete, $21,025, 
sundry repairs, $243.83; accounts under $1,000, rope, $397.28, sundries, 
$508.18. Miscellaneous: sundries, $153.51. ..... 6. cece ee ee ee eee tee eee eens 

Construction of Dredge Harricana No. 2:—Uabour, $5,387.88; board of men, 
$1,810.70. Travelling expenses, $48.90. Material, supplies and_ repairs: 
Canadian Mead Morrison Co., $13,259.30; T. A. Lalonde, $1,269.17; accounts under 
$1,000, duplex pump,’ $284.09, sundries, $1,526.79... 1... 2... eee cece eect e eee eens 

Aa Nae of Tug Bersimis:—Collingwood Shipyards Ltd., detailed in 1929-30, 

SR eI, yc cco! fake. shthe fe. Lac Blecate hea Pv eile <P cutee er 5 PRUNES coche boll at shat ait oto tas 

Contract Dredging:— 

Cummins & Robinson: Dundee, 23,441 c.y. at 25c., less $5,274.23 paid in 1929-30, 
V—29; in full and fina: settlement of claim for dredging in St. Louis River, 


1927, SSE. TSR Ae os ais - hal) FD: cael (eore «OS EMOD - faoy Role alee smareereee 
Laperriére, A.: River St. Francois (Chenal Tardif), 6,053 cy. at 30c.; Yamaska 
River (fervymerossing,) 715977 «c.ysitat S0eo 0. £8. 4. Aeideaert. 2m -.cmiaamen bee 
McKenzie, T. H.: Port Elgin, rent of dredge, 80 d. at $35, towage, $70........ 
Michaud, G.2aGross: Point? 13,106) cx qmte $1128.00 soo. WER TR eee. ok 
National Dock & Dredging Corporation Ltd.: Shelter Bay, 10,000 cy. at $1.60, 
less - $9,900:igpard In . 1929-80," "W=—1lO3 oe ehieeRthe . EASA eee ee 
Porter, J. P. & Sons, Ltd.: Brockville, 3,487 c.y. at 65c. (Reynold’s Coal Dock, 
$1,599.65; Central :Canada Coal ‘Dock, S66600)008 . 0057. nlite ee 3 a 
Robidoux, W.: River St. Francois, 15,215 cy. at 30c., River St. Francois at 
Odonak, 1457 Benewat! BOG). 0S. RE CS TOG RE Yee oe eee 
Sin-Mac Lines Ltd.: Point Pleasant, 2,855 cy. at 74c., 900 cy. at 493c...... 


Inspection of dredging:—Cross Point, $810; Point Edward, $1,718.20; Point 
Pleasant, $40; River St. Frangois, $305, at Chenal Tardif, $145, at Odonak, $35; 
pi. wuary a River, 94.000: Namaska River: Saco ws fea ee os oe ee ee ee 
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Harbours and Rivers, Quebec:— 


Leh Te gba gig Sabea Beas. (Yaak Gefalacoe erlelay er tasls de apie ae Svein Al, amln A EOIN Yala Ramee 6,602 45 


blasting ice, $333.50; Grande Vallée, removing rocks, $50; Grands Capucinsg, 
removing boulders, $199.99; Grands Crapauds, removing boulders, $100.50; 
Grands Mechins, dredging, $395.90; Isle Verte, dredging, $30.25; Jersey Cove, 
dredging, $50.20; Lake St. Francois, dredging, $40; L’Anse a Fougere, removing 


eee i ieee i ee tater de tie Re, Wem Cha OMe huis i ae 3.467 55 
L’Assumption River, making survey: labour, $1,535.50; board of men, $898; 

Secale UPL woe ok aR i al Ue SG an See Aint SN ATR K Vito 2,555 3> 
Magdalen Islands, making survey: labour, $232.40; travelling expenses, T. Déry, 

$130.75; board, T. Déry, Dec. 26 to Mar. 25, 684 d. at $3; sundries, $154...... 122),05 


Pinchtel@er wECMOL Nga LOCKE .E SuO gas kon Wal cha hae ten “eas | 9,831 52 


SAO). conte EG, | PO. Ly 8 opie CI, SRNL 6) Ma A aD ROE NR oe 7,121 05 
Saguenay River, taking soundings, $764.43; Ste. Adelaide de Pabos, hand dredg- 

ing, $74.98; St. Antoine, removing rocks, $90.72; St. Eloi (Pointe a la Loupe), 

dredging, $221; Ste. Felicite, removing boulders, labour, $940.75, supplies, 

etc., $159.58; St. Lawrence River, dredging entrance to Champlain Dry Dock, 

$105.55; St. Yvon. removing boulders. $250.12; Trait Carré, removing boulders, 

$50.87; Trois Ruisseaux, removing boulders, $100; Varennes, making survey, 

$1,215.50; Yamaska' River; $1R090 2) Sale 3 Pie ag aA aR a abey ip cs A adil i fal 3,984 59’ 

34,285 16. 
Harbours and Rivers, Ontario:— 

Amherstburg, making survey, $33; Barrow Bay, dredging, $870.98; Cloud Bay, 

dredging, $51.38; Kenora, clearing Laurenson’s Creek, $495.30; Nipigon River, 

PeMmOv a OL BOOT RUa AO asc ladies 2 act te acelhuas +» dos ia SMe eet oeciey eu ee 1,993 06 


DL Lethe OMT Os. DESO AL) gccn Al miei b's ares YS kaki theds austen mel’. Loh inld siismamiben cB ic | 3,031 96. 
Port Burwell, dredging, $217; Sandwich, making survey, $5; Sault Ste. Marie, 
Cae eG LS TIORUR, aa Ociel ess ohn 'sscaianks Je aehdte feel < ol a vap haar belay eeMRIMRY « cohthed Jit ce iacs eau Cees ae 305 00: 
St. Mary’s River, dredging: rent of launch, Wm. Morton, $2,771, accounts under 
PR COD: G00: is DDC E ELC. SL OO Tihs tad -osaho ior AAS le EDU etal od Bos ater cie tio a Tove « ls 2,966 07 
Sydenham River, removal of snags: labour, $945; rent of boats, $218; supplies, 
Ob Cin AT ee FA eek, Uae S1itd He aleh SR end aenneat ME. Chak. ecw atoasod ue 1,639 00 
Thames River, removal of snags: labour, $1,167; rent of equipment, $845; legal 
services, M. G. Smith, Chatham, $31.35; sundries, $130.76............n06 i Sank 2,174 11 
, £2,109 20 
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Victoria Island Shipyard and Pattern Warehouse:—Foreman carpenter, G. Waters, 

$1,907.40; ‘lumber; $468.75; sundries sG83212). . sw 5 sigs bas Seely - iedaneh « meyete e 2,459 36 
General:—Salaries and wages: Capt. Harney, retiring allowance, 4 m. to Jan. l, 

1930, $640; sundry labour, $292.50. Travelling expenses, $34.30. Materials, 

supplies and repairs: photographic supplies, $93.37; sundries, $157.24. Depart- 

ment of Printing and Stationery: King’s Printer, printing, $243.34, supplies, 

$211.19. Miscellaneous: advertising, $406.17; legal services, Weeks & Hett, 


Parry }Sound, $1173 selegrams, SOGS il 2st i «hel ves Wiebe f ema asd, o> one a Meee: 2,888 72 
Adjustments:— 

Detailed with Dredging, Maritime Provinces (Page V—128).................. 52,592 37 

Refunded to. ‘Casual Weventte, wlOs o2okes strc tre ak b ehactee Wiel ead ade cen 2 ee eC i 8 10 

Advance ‘to “he, accounted - 101s Lire Dery. tees «fun idinianhs Sade dle oes Sulina 169 25 

52,769 72 

600,126 89 


Less—Refunds:—Services of dredge No. 117, $175.50; United Dredging Co., 
supervision of dumping near Duval Island, St. Mary’s River, $7,044.97.... 7,220 47 


Dota coc. sictieminet piensa lols ie totes vs Uetate paler va lm tu re hn ae (Page V--125)$ 592,906 42 
Classified as follows — Classifiées comme suit:— 
Salaries andsWares..d-chueeces: - Oar o : ORe RARE nee Ae SBA sat np sel. 201,923 46 
Wravelling UXpeuses ti eime ts «cs Gaia, had, SRD ay desde ec RCS thet s i Gane oe pt 
Materials, Supplies; “Reperese :elC soe spew acm eieus cinle Samael s « fueee 239,635 82 
Printing and SlLATIONE Lyons O44 5 dah naa eek Se TOP eaaae 454 53 
IiMiscellancous.c tes.) o REE she i. hc edict eee «Ee a La 23,891 34 
Other, Outlays. cep se eee aes os hale» rudiark lithe es taser ig ery iott 79,928 31 
Adjustments 2 s..c teens Riso (oe eee meets. ab ein. aie ORe oe 45,549 25 


—— 


Manitoba, Saskatchewan & Alberta 


Dredge No. 202 and tug Peguis:—-Engineer master, W. Watterson, y. less 4 d., 

$1,720.66; tugmaster, R. Clemons, y. less 43 d., $1,422; crews, $4,497.11; board, 

$1,709.63; coal, $775.86; repairs, etc., $2,584.64; teaming, $259.20; timber, Brown 

& Ruthberford,,,$4,008.44;, sundries, $191 OO pe ee. ajc incdoenly onesigenles obsess -GREREN 17,159 04 
Dredge No. 205 and tug Friday:—Master, 8. Dewar, y. less 33 d., $1,841.91; tug 

engineer, H. Barker, y. less 13 d., $1,388; crews, $5,593.99; board, $1,949.90; car- 

penters, labourers and machinist, $594.20; coal, Halliday Bros., $1,792.67; dredge 

bucket, Manitoba Bridge & Iron Works, $1,289; repairs, etc., $1,324.91; sun- ~ 

CERES! BI S5,Caigeie cs. <,cind’ « 9:49 Rie ecapy ie} 5 bicustone aiopa apne Mabe eat olerd ws io trie teh Peles idta ontoree edn UA. Td 15,960 21 
Dredge. Plamondon:—Storage, of 0utAt. 1930... 26 sageds compbslersie agit yes $< Hera «2 60 00 
Dredge Red River:—Master, B. Freeman, y. less 42 d., $1,335.42; crew, $4,854.67; 

board, $1,489.20; coal, Halliday Bros., $1,466.19; 80 piles, $348; repairs, etc., 

SiG? Obavenamarses, $90.00" o's. vag or slscade: won sh wat Gleue ile co ue! cater se eepae Sura cutec gsr tiene 10,607 08 
Dredge Winnipegosis and tug Mossy River:—Master, D. Gunn, Apr. 1-May 13, 

$205.80, B. Kelly, May 14-Mar. 31 less 5 d., $1,510.02; tug captain, C. Denby, $900, 

W. R. Denby, $282.58; crews, $4,819.28; watchman, $560; board, $1,819.85; 

sundry labour, $160.75; travel, D. A. McIntyre, $208.25; coal, D. EF. Adams Coal 

Co., $485.68, Halliday Bros. Ltd., $1,746.61; lumber, $552.34; repairs and supplies, 

$2,107.75; steel beam, etc., Vulcan Iron Works, $1,881.48; towing, etc., $700.72; 

cartage, frelsn pepe el 78.03. : Fev, sea etet cle olny «lee ee ees eee eee tne 18,119 74 
Tug Vaughan:—Master, Sam. Parsons, y. less 13 d., $1,339.33; engineer, $1,645; 

cook, $479.84; coal, Halliday Bros., $1,179.94; provisions, $951.71; repairs, $291.75; 

supplies, $441.23; hauling out, etc., $100; sundries, $90.37...... 00.0... ccc eee eee 6,519 17 
Barges and scow:—Repairing mud scow, $561.50; hauling out coal barges, $180.... 741 50 
Selkirk Shipyard:—Watchman, D. Canvin, $1,080; foreman of repairs, Wm. Atkin- 

son, $1,369; carpenters at 85c., $1,658.35; labourers at $4, $11,798.40; machinists 

at 70c., $977.20; man and team, $56; watchman, $350; coal, D. E. Adams Coal 

Co., $1,487.27, Halliday Bros., Ltd., $5,321.77; repairs, $334.60; rope, $397.49; 

sundry supplies, etc., $2,552.67; meals, $308.80; power, 11 m. to Feb. 15, $220; 

telepughe tolls, $144.30° sundries, $180.39. 2... ...20c. eee ses ekete tele on ee eae 28,236 24 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 139 & 30* — Dredging — Dragage 


Manitoba, Saskatchewan & Alberta—Conc. — Fin 


Harbour and river work:-—Athabasca River, W/m. Brown, claim re cancelled con» 
tract, $1,427.15; Beaver River, ae $2,401.90, provisions, $744.45, motor, 
$182. 06, sundries, $277.93; Big Stone, labour. $1,020.30, provisions, $233. 72, sun- 
dries, $297. 16; Red River survey, labour, $115; St. Andrew’s Lock. excavation of 
rock, labour, $455.70, sundries, $91.76; Wanipigow, repairing dam, labour, $920.50, 
supplies, etc., $381.19; Winnipeg River, blasting rock, $200; Winnipegosis, drill- 
ing and blasting, labour, $2,696.18, travel, $11.95, explosives, $666.50, gasoline, 


$283, sundry materials, etc., $1,394.35, freight, etc., $148.76........ 0.0... eee eee 13,879 56 
Generally:—Travelling expenses. A. M. Kirkpatrick, $109.80, G. P. Morse, $251.46. 
Sundries, $167.50. Printing and Stationery: King’s Printer: printing, $8.03; sup- 
PLP VEZ TIA SPR UPS URS, . LOIRE . PSA Pp ae ae SE, OS ARE 558 27 
111,840 81 
Less—Refunded by Dept. of Marine for services of tug Peguis..............005. 37 00 
TOCA 5 SEP ONE E ICE, ie IUR . PERLE SLT ORD . ORY (Page eiibece 111,803 81 
Classified as follows -— Classifiées comme suit:— 
Galadied and OWages ls 6 PLUS ie FU OR RIS PE a 6T75O17 
ve velting Hix penises? fF 0.9 5 6g AE ee Us I, SE, 581 46 
Materials, Suppics thepaires ete. SSeS. Pa, abe, ON, 41,383 20 
Prameing “had. SCALORSL VLG APU OTE AE CPS 2 OE) DOE 29 51 
Misceliancousnk 205 LiF 6 PRS Ea ees APPR, Ms ds aS 2,091 47 
111,840 81 
BESS PIN EIT hee ree ete ee eee ee) ee er eee, tee, oe 37 00 
$ 111,803 81 
British Columbia — Colombie Britannique 
Deedee Ajaz:—Watchman on fr aces plant, Geo. W. Brown, $1,200; repairing 
scows, $220:03)s: isumdriten; $58.40: ein . sui sitnelsy. secnlsliodin. todo. eS MMR eI 1,479 33 
Dredge Arrow Lakes: cen aineet master, E. Trimble, $1,446.44; crew, $4,247.39; 
sundry labour, $1,087.24; board, $1, 670. 67; travel, $100. 10. Materials, supplies, 
repairs, ete.: ‘Mussens, Ltd., bucket with extra parts, ‘ $2.220, sundries, $50.17; 
West Transfer Co., coal, 914-845' tons, $1,890.64, sundries, $69 97; accounts under 
$1,000, bucket repairs, $158. 25; building work launch and boat, $885, cabin and 
galley supplies, $195.03, vasoline and oil, $456.03, hardware, tools, etc., $602.60, 
hose, $412.10, moving coal, scows, etc., $166. 60, paint, $108. 31, rent of equipment, 
$159. 36, sand pump and motor, $406. U23 wire 1ope, $571.31, sundries, $314.17. 
Miscellaneous: inspection, $45; sundries, BA LO sie baie bien bh oa Sls 2 Be 17,304 47 
Dredge Bittern:—Engineer master, W. Allan; $563.54; crew, $2,016.52; sundry 
‘labour, $373.10; board, $770; travel, $8.25. Materials, supplies, repairs, etc.: 
F. Cogle, tug rental, $2,337.50, less $140, 80 for coal supplied by Dept., unload- 
ing coal, $61.25; accounts under $1,000, coal, $1,370.27, hardware, rope, etc., 
$565.85, paint, $90. 92, repairs, $601. a salt, $168. 70, sundries, $363.18. Miscel- 
laneous: inspection, $35: sundries, C340 ila arape « «aOR + niet 2 case Pee hey Maes oe. 9,188: 65 
Dredge Friihling:—Captain, J. F. Cee (leave without pay, Aug. 24-Deec. 31), 
$1,432.26; acting captain, R. Gunn, Aug. 24-Dec. 31, $787.74; crew, $20,114.19; 
board, $5, 545.60. Materials, supplies, repairs, ete.: Burrard Dry Dock Co., con- 
tract complete for docking, cleaning, painting and repairing dredge, $17,274, 
extra work, $2,550; Honie Oil Distributors, Ltd., fuel oil, $5,602.11; Imperial Oil, 
Ltd., fuel oil, $1,494.98, sundries, $43.36; Union Oil Co., fuel oil, $3,287.89, kero- 
sene and grease, $99.92; accounts under $1, 000, cabin and galley supplies, $779. 85, 
coal, $210.50, cylinder ‘and engine oil, $472. 80, hardware, etc., $603.93, packing, — 
$261. 18; paint, $226.38, repairs, §1, 395. 69, rope, $227.17, sundries, $292. GL: Mis- 
cellaneous: advertising, $87; inspection, $110; towage, $410: water, $215.05; sun- 
dries, $72.65. Other outlay: damage to launch Firefly, $1, GOS ha eetila a tolenien delta s 65,226 96 


Dredge King Edward:—Master, H. A. Young, $2,220; crew, $21,600.95; board, 
$6,302.10. Materials, supplies, repairs, etc.: Burrard Shipbuilding & Engineering 
Works, Ltd., contract complete for docking, cleaning, painting and repairing 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes-Crédits 139 & 30* — Dredging — Dragage 
British Columbia—Con. — Colombie Britannique—Suite 


Dredge King Hdward—Conc. 
dredge, $7,598.20, extra work, $1,639.10, docking, cleaning and painting scow, $70; 
Home Oil Distributors, Ltd., fuel oil, $6, 842.30; Union Oil Co., fuel oil, $4,096.73, 
sundries, $49.20; Vancouver Enginecring Works, Ltd., repairs, $3,245.90 ; 
accounts under $1,000, cabin and galley supplies, $715.47, coal, $357.35, engine oil, 
$231.73, hardware, $1,233.36, packing, $304.31, paint, $229.97, repairs, $2,515.88, 
rope, wire, etc., $840.39, supplying and driving piles, $451.15, sundries, $536.80. 
Miscellaneous: advertising, $105.30; inspection, $55; towage, $1,080; water, $27; 
SuUMIries, SSS. LOW. Lives s Mee cdeks. see ad tee is pk-vietd wyalfcie fl ho Gi © 2 «mena hee cneete Darremaee 
Dredge Mastodon:—Watchmen, L. A. McAlpine, April-Feb., $1,754.50, subsistence 
allowance, $267.20, F. P. Roberts, April-Feb., $1,100; sundry labour, $40. 
Materials, supplies, repairs, etc.: Burrard Dry Dock Co., Ltd., docking, cleaning 
and painting, $1,442.40; accounts under $1,000, coal, $101.25, paint, $260.82, painting 
and chipping, $1,870, sundries, $252.28. Miscellaneous: carfare, $22.40.......... 
Dredge Pelican: -—Engineer master, W. Allan, $740.31; crew, $2. 327.01; sundry 
labour, $976.83; board, $920.40; travel, $94. 95. Materials, supplies, repairs, etc.: 
Vulcan Engineering Works, marine ‘boiler, ete., $3, 758. 87, repairs, $108.78; 
accounts under $1,000, valley supplies, 891.70, hardware, $373.38, lumber, $167.93, 
repairs, $800.61, rope, $352.07, wood, $501.25, sundries, $434.35. Miscellaneous: 
freight, etc., $101. 40; towage, $152. 50; sundries, BID 50 ss sca cad ce aes Sa Ree 
cleaning and painting cala's, wQid 6-44, 4 4th hele oR: 
Launch Runabout: rau Jas. Smith, $1,380, board, $292. Materials, sup- 
plies, repairs, etc.: gasoline, $606. 06; repairs, $621.62: Ssurmiries, Bl 77edeums tue leu 
Snagboat Bobolink: Taegan: J. D. Watscn,, $1,300; crew, $5,963.28; board, 
$2,417.10; travel, $48. Materials, supplies, repairs, etc.: Albert & McCaffery, 
coal, 183 ‘tons, $1,780.90, sundries, $27 20: Prince Rupert Dry Dock and Shipyard, 
repairs, $1,218.18; accounts under $1,000, chain, $325, galley supplies, $133.01, 
hardware, rope, etc., $212.60, set of storage batteries, $158, sundries, $184.78. 
Miscellaneous: inspection fee, $55; sundries, $4.50...... 0.0.0... ccc cee eee eee 
Snagboat Hssington:—Advertising, $115.40; inspection of contract, $262.50; con» 
struction. Prince Rupert Dry Dock and Shipyard, on account contract. $17, 967. 20. 
be Petrel:—Watchmen, $141.93; cleaning, painting and chipping, $485; paint, 
PEL te nO. CM rane 0 deal ee DEON Bre ain Sen LANA Mere MarR Meh cy aga Vode Sh rah te 
Tug Point Garry:—Master, J. C. Embree, April-Dec., $1,125; engineer, $1,035; 
board, $417.60. Materials, supplies. repairs, ete.: gasoline, $1,049.10; oil, 
net, 378 repairs, $467.19; sundries, $237.04. Other Outlay: damage to fishing 
net BY) sb dans 8 lap Slcy seciy  SERBAR Ts Se eon RATS TAN ae et SMe MME) RMU SRE at ae a Sg pinata is tecalie a Catia celia Wiener 
Tug Point Grey:—Engineer-watchman, L. A. McAlpine, $92.61; board, $14.40. 
Materials, supplies, repairs, etc.: docking, cleaning, painting and repairing, 
$774.08; paint, $138.35; painting and chipping, $650; sundries, $24.50. Mis- 
cellaneous: carfare, $2.45 Lis cul AR foe SCO DRO rented eS Sek, Se cee, 
Tug Point Pelly:—Master, J. C. Embree, Jan.-Mar., $375; engineer, $345; board, 
$144. Materials, supplies, repairs, etc.: cabin and galley supplies, $117. 04; 
hardware and paint, $121.48; oil, $92.40; rope, $90.89; supplying and installing 
hot water heating system, $238; sundries, $139.85. Miscellaneous: advertising, 
$113.60; inspection of contract, $744. Construction: Queensboro Shipyard, con- 
tract (complete) :$18)200, extra”. work,, $832. 500%7....5 Shi... WIRGL De. Ae 
Harbours and Rivers:— 
Blubber Bay, dredging: labour, $369; McKenzie Barge & Derrick Co., 
deepening berth, $6,596.29; advertising, $120.40.......... 0... cece ecw eee 


Chemainus4ianbour? dredging 10008). culmy das... UIs, he), Meee AGREES BU 
Columbia River: beach protection work, etc. below Burton, labour, $177.56, 

material;-$55.63: “snagging” at! Arrowhéad; 'o$20. . 8% EPO eae 
Courtenay River, snagging: labour, $38; sundries, $43.75.......0....0060. 00% 


Crooked, Pack and Parsnip Rivers: labour, $3,653; 2 boats, $202.50; bucket and 
block, $156.11; explosives, $248.01; freighting supplies, $274.51; hoist, etc., 
B. C. Equipment Co., $1,006.84; 9 motors, $520; 4 tents, $148.89; sundry 


material, $685.55; use of car, ‘etc., $80. SHGANG . WHOIS, MINMOOD aOl” Sheet 
Endako River, dredging and improvements: labour, $237.50; material, $66.31; 
OEAMSPOTCALION OC PIC, VOU. eee ae Sele a eo Bale es ete ree 2 eT nero tae 


Finlay and Parle-Pas Rapids: labour, $2,222.75; board. $505.70; explosives, 
Canadian Instruments Ltd., $1,147.52; material, "$1, 218.62; stamps, etc., $3.45; 


transportation of men, $293. BOT aS F5) ABR eee Ss CO, CA ere, | 8 eae een a 
Fraser River, between ‘Chilliwack and Rosedale: labour, $1,792; explosives, 
$722.75; hardware, toolass ete; “7 SO0L7TEE SRG LR AM DOERR SE ART Cae ee ces 


* Supplementary estimates—Crédits supplémentaires. 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
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British Columbia—Conc. — Colombie Britannique—Fin 


Harbours and Rivers—Conce. 


Fraser River, survey: engineer and helper in charge of launch, $1,876.67; sundry 
labour, $62; gasoline engine and repairs, Russ Machine ‘Works, $1, 303.25; 
gasoline and oil, $231.61; paint and hardware, $138.40; sundries, $90.67; 


light, rent and water, $240; telephone exchange and tolls, $57.85; retiring | 


International Bridge over River St. John between Clair, N.B. and Fort Kent, 
Me., the State of Maine to provide $36,000:—Clerk of works, $205.64; inspector, 
$338; labour, $170.03; paint, International Paint (Canada) Ltd., $1,007.50; 
sundry materials, etc., $344.40; King’s Printer, $2.42; advertising, $122.26; 
electric lighting, Sept.-Feb., $126; legal services, J. E. Michaud, Edmundston, 

, $8; construction work, Ashley A. Colter, embankment approach, complete, 


* Supplementary estimates—Crédits supplémentaires. 


allowaneenatssno On MacdonaldsiS20004 . wine Men sees, OY thee, JA a. 4,250 45 
Galena Bay-tloading) and placings anchory. | simta):. wild. daiy . admit ham. Ja. dee 15 00 
Harrison and Chehalis Rivers: labour, $1,458.50; material, $178.78; rent of 

Caine. SELIG! | Pent a: AT Val. paki bcoban the, PEAR RMA E SEED Mle) ciledaley Wet aanst a SARIN LaNN Sg fe, hahaa 2,077 28 
Nanaimo Harbour, dredging: labour, $492; material, $56.14................ 548 14 
Okanagan River, improvements: labour, $1,028.10; board, $109; travel, $31.05; 

gasoline and oil, $355.13; materials and tools, $350.56; survey and plans, $100; 

RCL LOG: Be be pa oie Ss conti uaipdnn de'vn nasa 1S CL LEER 4 GA LEACIEAM Let Naa ds Fete dodte cay Ebthe. (ie Se cht halte 1,988 64 
Pender Harbour, Canoe Pass:—labour, $535.24; material, ete., $55.60...... 590 84 
Stikine River: Barrington Transportation Co., dredging...............e eee eee 5,000 00 
Vancouver. Harbour:— 

Barnaby Shoals: Northwestern Dredging Co., claim for cancelled contract. 15,178 09 

Coal Harbour: labour, $2,500; boat hire, $1; driving dolphins and line piles, 

$310.15; advertising, $17.70; dredging, Northwestern Dredging Co., con- 
. tract complete for deepening and widening channel, SBI8;428 Soe. 6 UL TSE 131,257 70 
False Creek: labour, $576; McKenzie Barge & Derrick Co., contract com- 

plete for deepening an area fronting B.C. Electric Railway Co.’s. property, 

$9,620.27 less $1,750 contributed by B.C) Electric! Railway Cots: 608 22. 8,446 27 

AGVertistngyy. de oo Aa. «REIL ee PaO Se, eR itl. le LIBEL 5 WE 220. 42 
Vout Donap, Creek: labour, . $372:,,explosives,. SA8007.%. .,290s .. wid vreteen. Son 420 77 
White RockisBay:.. dabour$365:253 wmaterialyn$234.40 buvaugn weil eames 599 66 
Whitesail River: labour, $511.25; supplies, ete., $448.24..... 0... cee eee ewes 959 49 

195,120 86 
Surveys: Columbia River, labour, $371.95, material, $111.41, sundries, $6.45; Kala- ; 
malka and Woods Lake, labour, $28, Con lWine S24pOwitaa i MOLES Se way hee 0. 542 31 
Generally:—Services of storekeeper, $176.50. Travelling expenses: F. O. Mills, 
$44.70; C. C. Worsfold, $427.15. Materials, supplies, repairs, etc.: cleaning clock, 
$2.50. Printing and Stationery: King’s Printer, printing, $15.44, supplies, 
$55.58. Miscellaneous: car fares, $70.20; stamps, $45; sundries, $19.17...... 856 24 
434,431 65 
Less — Refunded for services of dredge Bittern. ........ ccc cece cece ese eeees 77 96 
PGA a Seite Pa tee Pattee elas oo « tn vache ete af aca onE . (Page V—125)$ 434,353. 69 
Classified as follows — Classifiées comme suit:— 
i TSR I eet LAN Scr ct hin hd cvise « ofeis a Re ee B pin ice 114.004 88 
A eM LIOR rs suai sie Se Sa nies acel sate s,s «oa ere Eee eee 754 30 
atch ials ani Wer un CPaIrS, . G6C. iG iniin 2S a'es"s 0 & ons lame es cles begs 132,217 83 
Printing ‘and Stationery Deas eset SRR issu toh 6\cts i'n Silsdariny of CYR MERE Vas aL, Gs m1, 02 
eC esea eOUE eee en ee De. a's on natn erdtindis Sout os 5,251 98 
LUCE ES Sao ILA ALE 9 orga a a get NA UGA ae RF 182,131 64 
434,431 65 
Beg ete (1 VERA NIDA ENG eet oe te Ghee a 8S aig. h "a! sae PSN aS tals. are 77 96 
$ 434,353 69 
Votes-Crédits 140 & 31* — Roads and Bridges — Routes et ponts 
Bryson-Calumet Bridge, repairs, etc.:—Labour, $1,473.37; lumber, $498.36; paint, 
Bee Or RIT OR eS Oi jchg ci ceca: ou ears «phaa © Sie eee i pnaeial a Te EASIER (oe 2,898 39 
Des Joachims Bridge, repairs, etc.:—Labour, $1,844.97; paint, Hippo Products Co., 
SE-OS5 5 SUnATICAD SOZITOMN IES ROP OE EIU ae eer cee, a RE eee 2,972 76 
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Votes—Crédits 140 & 31* — Roads and Bridges—Conc. — Routes et ponts—Fin 


International Bridge over River St. John--Cone. 
$8,599.22, Dominion Bridge Co., Ltd., contract for superstructure, complete, 
$54,388. 18, less $38.614.02 paid in 1929- 30, V—129, Powers & Casey, customs 
and immigration building, contract complete, $6, 477. 60, Treasurer of State of 
Maine, one-half cost of laying concrete floor, painting bridge and placing electric 
conduits, wiring and six lamps, $10,840. 58: purchase price of land, $25.. 
Interprovincial Bridge over Ottawa River at Hawkesbury, the Quebec govt. to 
contribute 4 of the cost of construction only, the Ontario govt. to contribute 
4 of the cost of construction and pay annually 4 of all maintenance charges 
thereafter:—Inspector, $810; labour, $938.45; travel, $29.30; electric wiring, 
$554.91; King’s Printer, $187.11; advertising, $1,436. 73; living. expenses, C. A. 
Menard, $285.20; sundries, $206. 79; construction, Farley & Grant, on account, 
$95,940; less $32, 113.39 contributed by Province of Qudbeew. ones. TRA, 
North Temiskaming Bridge, repairs, etc.:—Labour, 9) 004.41; paint, International 
Paints (Canada) Ltd., $1,057.24; sundries, $197.9 PAB SAT In ie bre rl inne Ee 
Ottawa—Maintenance and repairs to to bridges and peli —Carters, $819.20; 
labourers, $3,160.30; manganite, $217.94; sundry materials, dh $1,063 95; less 
refunded by Ottawa Dairy Co. for damages to Pte SSG. Lion. SER BR, 
Portage du Fort Bridge, repairs:—Labour, $1,941.5 lumber, Mayno Davis 
Co., $3,918.95; paint, $498.54; sundry materials, se $443.15 SULute lh ea 
Repairs to International Bridge over St. John River at Edmundston, N.B.:— 
Labour, $1,437.90; paint, $554.35; sundry materials, $71.85...............06- 
Repairs to International Bridge over St. John River at St. Leonard, N.B.:— 
Labour, $237; paint, etc., $351.29; share of cost of repairs to ge ee a State 
of Maine, $3,279, less $2,200 paid in 1928-9, V—118............. ccc ccc wees cee 
St. Majorique, Que., Repairs to bridge approaches:—Labour, $1,022. 40; stone, 
ea74.84; sundry. .materials) ete. SIT46h.. wmiteeoluetnd STOR UC amedal View eo 
Dominion Roads and Bridges generally:—Bow River ches Banff, Alta., eng 
$19; Chapeau Bridge, Que., labour, $865, paint, $820.40, sundries, $208.3 
Delta Bridge, Man., repairs, =. 85; Grand River Bridge, York, Ont., "mene 
$6.50; Madawaska, caretaker, D. Ouellet, $360; Matapedia, labour, $6,160.25, 
timber, AS Adams, ee Restigouche Co., $1,174.06, accounts under $1,000, 
$1,504.45, sundry materials, $453.95, tranportation of material, $494.09; Saska- 
toon, gravelling road from forestry farm to main highway, $1,620; St. 
Leonard, La iD< Parents earetaker;:$360eiaac.. axed... e000 e...Bes., wenn 


Total (see Summary — voir Sommaire, page V—-169)............... 1 


Classified as follows — Classifiées comme suit:— 
Peameredast att VV APOS ooh tL te ek teat crea Mera eens oss erent ate cy 24,259 42 
ANE IDE ACHES ert... 3. cake Sele t La tient eee « eee ie ee 29 30 
Natori SESUDDILCS, SIVeDalls,, eUGG s te ccm te tiene ve oe sles halcae teas 23,955 37 
Primcing sane .Otationery oo. ees cc ee ean oe ee ives aepei tities © mete he Pa 189 53 
BER ORC. SO" AMI oe a RRR ere RA aah Mls. el Pi dhe alge 2 2,244 28 
OCRePIOUU ee gael. sok fee ence bk DOS Gl Ch ee eee 137,656 56 


188,334 46 
eae — NG paste its, a ss Ue ee Blea eee ote yc Eee eee 32,198 39 


$ 156,136 07 


Vote-Crédit 141 — Telegraph and Telephone Lines —Lignes télégraphiques et 
téléphoniques 


Nova Scotia — Nouvelle Ecosse 


CAPE BRETON LINES, GENERAL REPAIRS AND IMPROVEMENTS. 
LIGNES DU CAP BRETON, AMELIORATIONS ET REPARATIONS EN GENERAL 


Salaries and Wages—Traitements et sulaires:—Labour...........-.cccccucecces 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Poles, $2,219.502 sundries $175.99 01.5.5 .). «nwa sac. ualod. «2k oeeeidl. wore. aahivll ; 
Miscellaneous — Divers:—Horse and car hire, $1,736.75; sundries, $580.77......... 


44,090 81 


68,275 10 
3,259 60 


5,176 39 
6,802 14 
2,064 10 


1,667 29 
2,011 61 


16,917 88 


$ 156,136 07 


4,897 66 


2,395 49 
2.207152 


Total (see Summary — voir Sommaire, page V—-169)............00008- $ 9,610 67 


Expenditure by sections—Dépenses par section:—Baddeck, $3,408.24; 
Inverness, $2,004.62; Louisburg, $824.54; North Sydney, $1.510.46; 
Port Hastings, $821.90; St. Peters, $1,024.91. Total,. $9.610.67. 


Part W137 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote-Crédit 142 — Telegraph and Telephone Lines — Lignes télégraphiques et 
téléphoniques 


Prince Edward Island — fle du Prince Edouard 


TELEPHONE CABLE BETWEEN CAPE TRAVERSE, P.E.I.. AND CAPE TORMENTINE, N.B. 
CABLE TELEPHONIQUE ENTRE LE CAP TRAVERSE (I.P.E.) ET LE CAP TORMENTINE (N.B.) 


Salaries and Wages— Traitements et salaires:—Labour...............e0ee ee aee 270 78 
eee Expenses — Frais de voyages:—W. W. Allingham, $16.95; W. S. Grant, 
BIE OS (es RE SPIO IIE TO ee eR, CTS. Te PI Os AE 59 60 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 

Phillips & Clark, construction of two cable ‘huts at terminals, $1,550; Siemens 

Bros. & Co., Ltd. London, Eng., 10 knots cable, $20,440; accounts under $1,000, 

Pe ohvhcc rete rear cts coe a ie be een CMe PP Sas bea Ses perate ote he Gti arate gsekatere oes 22,004 00 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing. . Aaah of 
Miscellaneous — Divers:—Imperial & Jnternational Communications, Ltd., on 

account hire of ss. Cambria, $4.760; accounts under $1,000, advertising, $66. 91, 

legal services, T. A. Campbell, K.C., Summerside, $41.40, scow hire and towing, 


Br SPIT OMrennerrieds SC TOLOT ue ee ee cn oe «0 cub ake aes © Sines itveace © me eht eels > suoamieeiadl® “1 5,360 73 
Other Outlay — Autres déboursés:—Purchase of land..........cceeeeeercerccee 300 00 
Total (see Summary — voir Sommaire, page V—169).............-.0-- $ 27,997 68 


Vote-Crédit 143 — Telegraph and Telephone Lines — Lignes télégraphiques et 
téléphoniques 


New Brunswick — Nouveau Brunswick 


Chatham-—Escuminac Telephone Line. general repairs and improvements:—Labour, 
$1,125; cedar poles, 425, $987.50; sundries, $58.05 (B. Williston, $1,030; accounts 
Gee tL OU OL LA Oe te CeO ee eee Ae ree sea pe sles drys oes Seer irk fs 2 LTUvO0 
Lameque—Pigeon Hill Telephone Line:—New Brunswick Telephone Co., Ltd., 
constructing line on Shippigan Island, labour, $1,266.32, poles, $1,228.28, sundries, 


Ra eh A eT ee eee ce aie orc te tbe cosre a «sprees «poets oa 3,228 97 
Total (see Summary — voir Sommaire, page V—169).........--+-++05- $ 5,399 52 
Classified as follows lassifiges comme suit:— 
Salaries andenVV Meee sO.08 . atx. codgas. ¢ SO. BAG. SB. .esromied) dae G8 . 2,391 32 
MBP CRTAIS OUD DICH, LVeDOITS, CCCs cscs. oceiceesepssen cess: « cestsenep caters Gcaate 4) ors 2713843 
Miscellaneotery. 1818. alee. LORLR. .tetediale ow oniow Date. Gs marsh ett 294 77 
$ 5,399 52 


Vote-Crédit 144 — Telegraph and Telephone Lines — Lignes télégraphiques et 
téléphoniques 


Lower St. Lawrence and Maritime Provinces — Bas du S.-Laurent et Provinces 
Maritimes 


BAY OF FUNDY LINES, GENERAL REPAIRS AND IMPROVEMENTS 
LIGNE DE LA BAIE DE FUNDY, AMELIORATIONS ET REPARATIONS EN GENERAL 


Salaries and Wages — Traitements et sulaires:—Labour.........ecee cee ce erences 1,365 41 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, ete.:— 

Poles, $230. eM CLUECR CG LT Oe oO tia.s.0 0 23 0 o cin eea he © 4 hie atic stants Ee. eT iS 248 00 
Miscellaneous — Divers: ‘—Car hire, $232.50; sundries, $167.62..........0seeeeeens 400 12 


Total (see Summary — voir Sommaire, page V—169)..........+-++++- S. - 2,018 53 


Part V—138 


PUBLIC WORKS—TRAVAUX PUBLICS 


Vote-Crédit 145 — Telegraph and Telephone Lines — Lignes télégraphiques et 
téléphoniques 


Quebec — Québec 


Reconstruction of North Shore St. Lawrence Telegraph System from Murray Bay 
Eastward:—Labour, $6,281.27; poles, $5,512.45: crossarms, $2,717.84; supplies, 
etc., $2,114.99; provisions, $2, 100 02; wire, $1,338.80; transportation of men and 
supplies, $2, 858. 72; horse hire, $1, 085. 84; sundries, $554. 82 (A. G. Auger & Cie, 
$5,496; Dominion Shuttle Co., $2,555.25; La Cie de Transport du Bas St. Laurent, 
Ltd., $1, 344.18; Steel Co. of Can.; Ltd., $1,931.69; accounts under $1,000, 
$13, 937. 63) a SPRUE ees gs Bt ot-G tebe ng tebe WEL haleernedeltst s: ohoxgeate ae esterase Gres IB Meee iets io Renae he Rae 

Magdalen Islands Telephone Service, general repairs and improvements:-—Labour, 
$3,430.95; travelling expenses, G. A. Edwards, $417.75, sundry, $52.70; linework 
supplies, $955. BOs Truck WITS SLOG « ohis oe cee cal take GUase ke ke eee alae Anta 
uebec Quarantine System, eeneral repairs and improvements: —lLabour, $410; poles, 
Sol0; sundries; S1LE8.99 ), cciancvisermueasds os <4 wte.bierstourinls «tke % EM reer +s Spee Rae 


24,564 75 


5,150 28 
1,038 99 


Total (see Summary — voir Sommaire, page V—169)...............08- $ 30,754 02 


Classified as folhows+— Classifiées comme suit:— 
Satartes ands Wages ss calandes-s eters Ota a errata eee, «Genes ome Obes oe 
Pravelline’ EX penees ~. os (hy Selere + skits SEU a a GE a rugto oan ae ee Odie abacteae a ane 470 45 
Materials; Supplies, Repairs, ete! .... i asworr aqdaaetat Glavee= ne 15,311 32 
ENP L SG CALA TVOO UG ccusie ee oie oe'a eeatd ey ake 47 cis whites’ aA op, MAE ts RE Pa oo gat | ae rer ears 4,850 03 


$ 30,754 02 


Votes—Crédits 146 & 380— Telegraph and Telephone Lines — Lignes télégra- 
phiques et téléphoniques 


Alberta & Saskatchewan 


Alberta and Saskatchewan Telegraph and Telephone Lines, zeneral repairs and 
improvements:—Athabasca-Fort McMurray line, labour, $1,889.77, supplies. 
$1,519.11, miscellaneous, $115.19; Athabasca-Lac la Biche line, labour, $201.50, 
supplies, ” $455.05, miscellaneous, $123. 90: Battleford-He a la Crosse line, labour, 
$472.50, supplies, $457.77, miscellaneous, $314.65; Edmonton-Hudson’s Hope line, 
labour, $4,992,26, poles, $2, 224.55. wire, $1,213. 21, provisions, $1,150.54, supplies, 
$915.19, auto and team hire, $1,492.50, board, $509.93, sundries, $265.49 (Northern 
Electric Co., $1,674.02, accounts .under $1,000, $11,089.65); Athabasca office, 
$97.80; Calling River office, $53.56: Glaslyn office, $387.65; Green Lake office, 
$75; House River office, $519.54 (labour, $7,586.03; materials, $9,038.97; mis- 
CELLAMSO US, See LIDGE N.S. cscccisbc vevetesedatrnse tee hana haha temeohahe vucran scare bye geo Gen Mea, mL eT 

Spirit River District, shifting line to roadway:—Labour, $139; poles, $180; wire, 


DIOS .D1 Sy UN PO Ok fa. 2", Se ote ike lo Wd wee tei eed le gd lok nee RTT tne ea 


Peace River-Fort Vermilion Telegraph Tine:—Foremen, L. Goodwin, Apri] 1-5, 
May 1-6, $54.03, R. M. Osborne, Sept.-Jan., $875, D. Sutherland, $2,400; labour, 
$19,695. 75: travelling expenses, J. D. Noel, $211.90; tamarac poles, 4.500, $25,860; 
provisions, $9,411 70: clearing right of way, 33 m., $2,770; tools and equipment, 
$1,354.13; constructing buildings “and bridge at Keg River, $1,138.60: balance on 
Peterson contract for Peace River office, $608; constr ucting two telegraph towers 
at Fort Vermilion, $500; horsefeed, $379.94; constructing bridge on “Boyer River 
near Keg River, $125; ‘sundry materials, $1,380.46 ; transportation of men and 
supplies, $3,540. 08: board, $364.95; sundries, $25.55; less $157.80 for sale of pro- 
visions (Central Bakery, $2,156.63; Hudson’s Bay Co., $3,116.99; F. Jjackson, 
$4,543.40; J. D. Levesque, $5,922 08; A. J. Marion, $25, 860; Northern Electric 
Col hel! 113. 11; Revillon Fréres Trading Co., Ltd, $1,021. 93: accounts under 
$1, 000, $26, 803. LEON Ry re a eee ORES in eee ESR Maro: 0). ee ARAMA A 


Total (see Summary — voir Sommaire, page V—169)..............000- 


Classified as follows — Classifiées comme suit:— 
DPAIATICS ANG | Vi RUN ee tr sie ca nated «sowie eran CER Sn toh cere Lee eee 30,749 81 
Peavelling JGxeensemet the pict cies fs ot seek ctoath heed nite a eee ae eee 211 90 
Materials, Supplies enna ete) Loe io) bag Skee ees eee ee 52,720 04 
MUISCellaneOUs She ca eee cee cae shee ok OR Eee ee i Le eh ae 6,881 24 


$ 90,562 99 


19,446 66 
579 04 


70,537 29 


$ 90,562 99 


Part V—139 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 147 & 381— Telegraph and Telephone Lines — Lignes télégra- 
phiques et téléphoniques 


British Columbia — Colombie Britannique 


Northern District Lines, general repairs and improvements:—Hlabour, $16,384.25; 
poles, $7,282.50; wire, $4,052.23; linework supplies, etc., $1,046.48; insulators, 
$875.94; tools and equipment, $575.04; brackets, $501.84; upkeep of auto, $391.81; 
truck hire, $863.88; board, $503.02; transportation of men and supplies, $344.35; 

‘sundries, $68.10 (Mcl.eese and Hamilton, $1,466.58; Northern Electric Co., 


$5,772.20; G. Wise, $4,625; accounts under $1,000, SZ LOZRGG)Oi0 AUB. eer CN OL, 32,889 44 
Vancouver Island District, general repairs and improvements:—Labour, $10,782.50; 
travelling expenses, H. E. Elsden, $1,126.68, G. West, $863.15; limework supplies, 
India Rubber, Gutta Percha & Telegraph Works Co., Ltd., 5 knots cable, 
$3,791.13, Northern Electric Co., wire, $2,497.09, sundries, $2,084.84, accounts 
under $1,000, $1,620.92; poles, $1,273.80: tools and equipment, $569.22; boat and 
car hire, $1,464.50; transportation of men and supplies, $560.06; sundries, $626.48. 27,260 37 
Fort St. John, building for telegraph service:—Printing and stationery, King’s 
Printer, printing, $3.45; advertising, $113.92. .......... eee ee eee eee eee es MT 37 
Clinton-Gang Ranch, reccnstruction of telephone line:—Labour, $1,315.37; truck 
TP BUGS 65 o wid nctctohay che ont ores an geaies ot dees oharat ener ey eusie a) es mronqeciuies eines gis slalshle Hh loft «fh 1,480 37 
Dawson Creck-Sunset Prairie Telephone Line:—Labour, $1,009.50; linework sup- 
plies, $239.46; provisions, $213.51; poles, $153; gas and oil, $111.95; sundries, 
ee mr re Neo unis cus ett TEC). FORM ke Ree OMe BE Nh MLO, 1,805 92 
Rolla-Rolla Landing Telephone Line:—Labour, $597; linework supplies, $166.74; 
provisions, $148.84; sundries, $168.58. ........ 6. cece cece eee eee ee eee teen es 1,081 16 
Yukon Telegraph System, general repairs and improvements:—Labour, $12,441.50; 
travelling expenses, Wm. Blackstock, $232.85; linework supplies, Northern 
Electric Co., $2,168.18, Powers & Elliott, poles, $1,515.36, accounts under $1,000, 
$146.16; tools and equipment, $307.45; provisions and board, $342.89; truck and 
team hire, $1,631; transportation of men and supplies, $877.58; boat hire, $429.80. 20,092 77 
Yukon Telegraph System, shifting main line from_north to south shore of Fraser 
Lake:—Labour, $1,309.50: linework supplies, Northern Electric Co., $1,341.56, 
accounts under $1,000, $236.73; truck hire, $436; sundries, $190.80............... 3,334 65 
Total (see Summary — voir Sommaire, page V—169).......-.-.-2-+6+- $ 88,062 05 
Classified as follows — Classifiées comme suit:— 
Salaries dnd Wages 105.254... 5. PR II ce, date ee a 43,839 62 
Wr AVEILG UHR eTSCRs FL Wale le pain Wie Ole cialtihe digi <i ighal cpanel ahs Glin nial. 8 2,222.68 
Materials, Supplies, Repairs, ete., General......... cece eee eee 33,582 90 
Materials, Supplies, Repairs, New Autos, etc.........cece cece ees 156 01 
Pevating Ward MStauionery. yee tat Oe dca e alate ech Ge Svossnla glares iain a aie 3 45 
INITSCC LAMCOM OS. Ao iaahe ec e cee co ae dens. se ipate uaa ss .6 2 a.0 S207 30 
$ 88,062 05 
Votes-Crédits 148, 382 & 32* — Miscellaneous: Public Works — Divers: Travaux 
publics 
SUMMARY—SOMMAIRE 
Accounts Branch, Salaries and Contingent expenses, Outside Service(Page V—140) 30,479 36 
Architectural Staff, Salaries, Outside Service.......+..+-ss0-++0-- (Page V—140) 75,034 97 
Engineering Branch, Salaries, Ossie s SeGviCe iis). che 6 50) odie aetaenekepe (Page V-—-141) 491,041 74 
Maintenance and Operation, of Inspection Boats « oo). 0:0 45 dike clas oats (Page V—143) 22,771 91 
Maintenance and: Operation of Water Storage Dams on Ottawa 
RIVED, CCG. yell h pels highs oe OE Deke le yimy nig la inne, ojo e ols oT hueiainlenel ele (Page V—143) 32,032 54 
National Gallery of Camada.......... sce cece e eens een ee ee ee ee cence (Page V—144) 129,988 00 
National Monument on Connaught Place..............eeeeeeeeees (Page V—144) 31,500 00 
iver Gauging, ands etext oo. 5) oa 5 ap alls. & ys: « on ©» nip; Melee BTah> Sanae vidiie (Page V—144) 15,771 02 
Surveys and Inspection.............. see ee eect ects eter e eee eeees (Page V—145) 132,456 87 
Compassionate allowance to Captain Edward Hagar ty aaneoues vais (Page V—146) 1,000 00 
Compensation to C. 8S. Boone, Dredging and_Construction Co. ...... (Page V—146) 630 89 
Peoportion .of ‘cost;.etc... to. sin aes lines Ltd... < e« Were ome ages sisis (Page V—146) 3,113,293 
Total (see Summary —voir Sommaire, page V—170)............+.08- $ 965,880 53 


3 Supplementary estimates—Crédits supplémentaires. 


Part W—140 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 148, 382 & 32*— Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


DETAILS—DETAIL 


ACCOUNTS BRANCH: SALARIES OF AGENTS AND CLERKS, TRAVELLING AND CONTINGENT 
EXPENSES OF OUTSIDE SERVICE 


COMPTABILITE: TRAITEMENTS DES AGENTS ET DES COMMIS, FRAIS DE VOYAGES ET 
DEPENSES CONTINGENTES DU SERVICE EXTERIEUR 


Salaries and Wages — Traitements et salaires:-— 

Amherst: dept. accts., S. A. Payne, 9 m. at $2,460, 3 m. at $2,580, J. R. Rolston, 
$1,740; stenographers, Miss M. B. Twaddle, $1, 080; typist, ‘Miss L. M. Small, 
July 10 to Dec. 31 at $90 per m.; clerical assistance, S25,1 OG saeytl. 4 nated bons 

Edmonton: dept. acct., J. L. Casault, $2,220, L. G. Young, Aug. 3-Mar. 31 at 
$2,220; typists, L. Boire, 3 m. at $1,260, 9 m. at $1,320 (less 2 d., $7.86), Miss 
i MacLean, Apr. l-Jan. 19 at $90, assistance, $128.4%. owidlessounce sh. «UE 2Ee 2 

New Westminster: dept. acct., W. J. Groves, $2, 220, J. J. Healy, $2,700, H. A. 
Wilson, $3,120; clerks, M. E. Callanan, $1,020, Weed Cousins, $1,680; steno- 
graphers, Miss V. M. Brown, 9 m. at $1,080, 3 m. at $1,140; assistance, $39... 

TROLS BOGE RAM CC LOIING Bilis oa tok eo iote cons abe teashcye taxsovuicae ue A ovees com esks cue rkec an a ene: 


Travelling Hxpenses— Frais de voyages:—J. L. Gabenlts $10.25; S. A. Payne, 
SU sen STR OO ISON, ee LOGO ae 4.9; rReUe SEALs Lcs sve kad ch hed whoa cdlior ah otee sbeckay sory cade teen oe ae pene ae 
Printing and Stationery — Impressions et papeterie:—King’s Printer, supplies.. 
Miscellaneous -— Divers:—Postage stamps, Amherst, $1,071, Edmonton, $733.74, New 
Westminster, $773; removal expenses, S. A. Payne, $148.74, L. G. Young, $204. 30% 
sundry office supplies, Amherst, $82.78, Edmonton, $108.87, New Westminster, 
ee commission and expenses paying accounts, Dominion Bank, Selkirk, 
SO 4. 6 SU SON TE ARS Oe RH, aie ee Oa. ee es. Dea. Se 


ARCHITECTURAL BRANCH: SALARIES OF ARCHITECTS, CLERKS OF WORKS, DRAFTSMEN, 
ETC., OF OUTSIDE SERVICE 


ARCHITECTURE: TRAITEMENTS DES ARCHITECTES, COMMIS AUX KECRITURES, 
DESSINATEURS, ETC., DU SERVICE EXTERIEUR 


Halifax office:—Dist. res. architect, H. A. Russell, 6 m. at $2,520, 6 m. at $2,640; 


sten., G. E. Kedy, $1,020; temporary assistance, $45........ccccecsecceccccvccus 
St. John office:—Dist. res. architect, W. W. Allingham, $3, 120; HOLOBRARE EES D. 
A. Barbour, $1,020, M. C. Irvine, $1, 380; temporary assistance, RIO Bade of 


Quebec office: —Clerks of works, J. F. Cayouette, $1,740, A. Pouliot, $2,520; sten., 
RL PNY PVE AVMs Sil OEM 6.0 cotar'e ‘amane = 0j4 ohn aew wadiGeie cs ie Reet ae LTT ee ike TC 
Montreal office:—Clerks of works, J. E. Boisvert, $1,820, G. S. Gingras, $2,640, 
S. McGarry, 11 m. to Mar. 81 at $1,500; clerk, M. P. W. Wickham, $1,920; 
foreman, J. P. Mines, $2,700 (house allowance $300, not included) ; stenographers, 


6,094 93 


11,874 00 
00 
24547 78 


1,493 50 


3,645 00 
5,600 00 
5,280 00 


M. E. Boisvert, 3 m. at $1,320, 9 m. at $1,380, O. Leduc, 3 m. at $1,320, 9 m. at 


$1,380; temporary assistance, "$100 Sus ee oe Bats oat ee ie ae tena ae 
Ottawa office: Supt. pails Hall, R. O. Croll, $2.400 {house allowance $350, not 
PCI GCG aa eas stat a0, oialnscgnp sais 6 hs Kas a Rating Ns AY ALIGN ECC les. Scena seen oie ns eee 
London oifice:—Clerk ot works, J..Ballantyne,. $1,000, arrears, $125. 4..;saeceene% 
Toronto office:—Dist. res. architect, R. Winter, $3,600: clerks of works, W. Corrigan, 
$2,640, A. Morrison, 2 m. at $1.620, 10 m. at $1.740; clerks, 'T. Bridger, $1,620, 
M. E. Caldwell, $1, 680, H. M. Jones, 9m. at $1, 440, 3 m. at $1,500; sten., E. 
Downs: SLOQ0ce eae tos 555 EELS LED EAT bare PAE ee Oe eo eel aes eee ae 
Winnipeg office:—Dist. res. architect, H. E. Matthews, $3,120; jr. mech. engineer, 
J. Ducksbury, $2,160; clerk, F. A. Curran, $1,920; stenographers, M. C. Boyd, 
SL 250: 21. ee AEDOUr, .S1GO0 oc ab estes cite Rat ee fete Ekota-o Sm ree ie aeeeene 
Regina office: —Dist. res. architect, G. J. Stephenson, $3,120; clerk of works, J. A. 
a $1,980; sten., E. W. Spencer, 6 m. at $720, 6 m. at $780; temporary assist- 
TICE, GRO U oy. oe Rete ater GS. ic eae ws aalete telae aie ia ete tee Beet ete maens Miter sins aeierre Ets 
Calgary office:—Dist. res. architect, C. Sellens, 3 m. at $2.640, 9 m. at $2,760; clerk 
of works, W. P. Bayne, 9 m. at $1,800, 3 m. nS 860; atem..” Ey: i. Currie, 


$1,380; temporary Boerete nee: SIQOOT Wey << cp oes at Vil Le che etree anes ae «mer ake © 
Victoria office:—Dist. res. architect, J. G. Brown, $3,120; asst. architect, C. F. 
Dawson, $2,700; stenographers, F. I. Hill, $1,080, L. F. Michaux, $720.......... 


Adjustment — Ajustement:—Detailed with Ottawa Buildings, Repairs, etc. (Page 
eee [Nase tats aia aig br Seta ats re cla eile oe las ehale’ely otaverelt BNI Cg Mb EMS Y € 556 Ue Eades 4 SRE Rem aa 


13,085 00 


2,400 00 
1,625 00 


13,735 00 
9,960 00 
5,910 00 


6,054 97 
7,620 00 
120 00 


—e 


Part V—141 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 148, 382 & 32*— Miscellaneous: Public Works-—Con. — Divers: 
Travaux publics—Suite 


ENGINEERING BRANCH: SALARIES OF ENGINEERS, INSPECTORS, DRAFTSMEN, CLERKS AND 
MESSENGERS OF OUTSIDE SERVICE 


GENIE CIVIL: TRAITEMENTS DES 1NGENIEURS, INSPECTEURS, DESSINATEURS COMMIS ET 
MESSAGERS DU SERVICE EXTERIEUR 


Halifax office:—Supervising dist. engineer, C. E. W. Dodwell, 9 m. to Dec. 3] at 
$4,920 (deceased); dist. eng., T. J. Locke, $4,620; engineers, L. M. Allison, $2,160, 
W. S. Archibald, $2,160, H. F. Bennett, 6 m. to Sept. 30 at $3,300 (transferred 
to Sault Ste. Marie), O. S. Cox, 10 m. at $2,700, 2 m. at $2,820, A. W. Gregory, 
$2,700, D. H. McDonald, $2,700, A. MacGillivray, $2,700, W. P. Morrison, $3,300, 
P. D. Mosher, $2,700, H. N. Putnam, $2,700, P. H. Smith, $2,220, A. G. Tapley, 
$2,700; draftsman, H. P. Bernasconi, $1,800; stenographers, A. M. Connell, 8 m. 
at $1,440, 4 m. at $1,620, V. L. Lovett, 9 m. at $1,320, 3 m. at $1,380, E. L. 
MacSweeney, $1,020, E. G. Sheppard, 3 m. at $1,320, 9 m. at $1,380, G. Welch, 
¢ w. at $20 per w., 22 w. at $15 per w. (less 1 d., $3.33); temporary assistance, 

Tae tae ae ee ee Es AM Src ile Tee AEE ce GAee s Me ed ood OH. seul 


oe eee oo eo woos 


© SeEXOL SO 10) © 0) SCs. 6 Ole eliswe, se 


H. Marion, 3 m. at $1,920, 9 m. at $2,040; eng. clk., A. Tarte, $1,800; draftsmen, 


oor ee eee eee oeae 


@) ‘otis: ‘ei Xe: "ee eo) ers! 0) 0:10 16 (0 wi iele 06 


See M. L. E. Bouchard, $1,380, I. Dorval, $1,380, arrears, $60, LL. Vachon, 
LSU P ates elas Gt crs ed a ey aie Rd les Sadie IIE Seka CCG Tate ZAR de lds Po ET  E. 
Rimouski office:—Dist. eng., P. E. Amiot, $4,620; engineers, J. T. Bertrand, $3,300, 
S. Bourgoing, 9 m. at $2,340, 3 m. at $2,460, T. Dery; $2,160, J. A. Laniel, $2,700, 
J. F. Richard, $2,700, L. G. Trudeau, $3,300; draftsman, J. C. Legare, $1,800; 
clerk, E. Garon, $1,380; stenographers, M. P. Banville, 9 m. at $1,140, 3 m. at 
S200. Me. ANE Couture..611n.'38.$),320; 6 aan ab $1.380...325 deo SE ee HOW LR Ales 
Trois Riviéres office:—Dist. eng., B. Grandmont, $3,720; engineers, C. T. Arcand, 
$2,700, J. E. Bonaventure, $2,460, F. Fleury, Aug. at $2,700, J. Ouellette, Aug. 
at $2,700; draftsman, H. St. Cyr, $1,500; stenographers, A. Turcotte, $1,440; 
RECUROLE VR ERINCAICO, GLO, FO ras tek Biel, so VGNOEe ors ore et OO URE R pee ae ek a 
Toronto, super. engineer’s office:—-Super. dist. eng., H. J. Lamb, $4,920; sten., E. 
ihe. J CSSL Wak ogo ull 4 favs te en ene oes Oe die SOOM tele iei 0 Ga: YO Mmm BD ae 8! 
London Office:—Dist. eng., F. Y. Harcourt, $4,620; engineers, J. W. Boughner, 
$2,700, G. M. Brown, $2,700, J. Graham, $2,160, G. E. Martin, $3,300, J. H. 
Munroe, $2,700, W. D. Prior, 6 m. at $1,800, 6 m. at $1,920, D. Soper, 3 m. at 
$2,220, 9 m. at $2,340, C. G. Steers, $2,160, A. J. Stevens, $3,300; draftsman, W. 
A. Mellor, $1,800, R. Rodda, 11 m. to Feb. 28 at $1,500; stenographers, J. B. 
Clark, 9 m. to Dec. 31 at $1,080 (less 73 d., $22.50), V: Hodgins, 3 m. at $1,080, 
9m. at $1,140, O. M. Smith, Jan. 2-Mar. 31 at $1,080, S. B. Sutherland, $1,440. . 
Ottawa office:—Dist. eng., J. E. St. Laurent, $4,620; super. eng., F. H. Hand, Mar. 
at $4,140 (trans. from Lower Lakes Terminal); supt. of reservoirs, G. H. 
Brabazon, $2,499.96: engineers, J. L. Brisson, $3,300, R. Blais, $3,300, W. F. 
Coutlee, $2,160, J. F. Meliish, $2,040, C. A. Menard, $2,700, L. de B. Roy, $2,700, 


46,366 


9,960 


16.402 


32,160 


10,412 


36,245 


1,620 


30,396 


34,604 


67 


00 


26 


00 


26 


00 


06 


23 


60 


Part V—142 


PUBLIC WORKS—TRAVAUX PUBLICS 
el 


Votes—Crédits 148, 382 & 32* — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


ENGINEERING BRANCH: SALARIES OF ENGINEERS, ETC.—Cone. 
GENIE CIVIL: TRAITEMENTS DES INGENIEURS, ETC—Fin 


Ottawa office—Conc. 
A. A. St. Laurent; 3. m. ‘at $2/460) 9m: at $2:580, “A. PP. Trude!) $2,700, J.P 


Valiquet, $2,160, J. A. Vermette, $2,700; draftsmen, J. U. Bray, $2,100, C. 
Genest, $1,920, W. D. Girard, $2,160, L. Rouleau, $1,800. T. Skelton, 9 m. at 
$1,560, 3 m. at $1,620; eng. clerks, C. D. Kelly, $1,300, R. Rous, $2,160; asst. 
office eng., A. P. O’Meara,. 3 m. at $2,520, 9 m. at $2,580; inspectors of dredges, 
J. L. Cummings, 9 m. at $2,100, 3 m. at $2,220, P. MacLuckie, $3,000; jr. hydro 
eng. R. F. Smallian, $2,160; test-bering foremen, M. H. Labelle, $2,160, G. 

McLeod, $2,160. F. P. Magrichuk, 6 m. at $1,980, 6 m. at $2.100: messenger, J. 
Mulligan, $1,200; clerk, G T. Brown, $1,800; stenographers, F. N. Kelly, $1,380, 
M. L. L’Hereux, 3 m. at $1,200, 9 m. at $1,260, K. O'Grady, $1,440; temporary 

assistance, Sho Ue ijes Hearted of 2 Glen...) ae 2 RUE Peles Payee Len on in MiMecalele tenes 
Port Arthur and Fort William offices:—Dist. eng., W. J. Fuller, Oct. 1-Mar. 31 at 

$3,720 (trans. from Sault Ste. Marie); engineers, A. A. Anderson, $3,300, G. A. 

Brophy, $2,700, G. H. Burbidge, $3,300, J. Dickinson, $2,160, G. E. Smith, $2,160; 

sten., M. A. Armson, $1,440; temporary assistance, $115.32...............-..4-. Pe Cas an 
Sault Ste. Marie oifice:—Dist. eng., H. I’. Bennett, Oct. 1-Mar. 31 at $3,360 (trans. 

from Halifax), W. J. Fuller, April 1-Sept. 30 at $3,720 (trans. to Port Arthur) ; 

engineer, G. B. Anderson, 9 m. at $2,580, 3 m. at $2,700; draftsman, C. H. Bell, 

67 d. at $5; sten., T. E. Becking, 6 m. at $1,200, 6 m. at $1,260; temporary assist- 

AICS BOS Man ya tee tag 2 0 CUR VE Rk rte RS RENAN ta ER Pen ee te a 2 a a ck lias an 7,781 00: 
Toronto office:—Dist. eng. J. M. Wilson, $4,620; engineers, R. E. Beith, $2,700, 

W. H. Blanchet, 9 m. at $3,180, 3 m. at $3,300, C. ©. Jeffery, $2,700, W.. I. 

MacTavish, $2,160, W. P. Merrick, $3,300, EK. G. O'Kelly, April 1l-July 15 at 

$2,700 (retired), J. K. Partridge, 6 m. at $2,160, 6 m. at $2,220; draftsmen, 

A. Anderson, 3 m. at $1,740, 9 m. at $1,800, K. Brown, 14 d. at $5.55, Nov. 1-Dec. 

15 at $1,800, W. 8. Wilkinson, 7 d. at $5.55, Nov. 1-Dec. 23 at $1,800; steno- 

graphers, E. Cooper, 6 m. at $1,320, 6 m. at $1,380, I. M. Stinson, $1,440; 

temporary ‘assistance Sod osc. Sawa < (Aor ABD shleiete « stoiebtangicled sia) 1 Wie, . GR seer «ak 26,873 29 
Winnipeg office:—Dist. eng., F. G. Goodspeed, $4,620; engineers, R. A. Carlyle, 

$3,300, F. de C. Davies, $2,700, F. L. Evans, April 1-Oct. 9 at $1,920 (resigned), 

R. P. Henderson, 6 m. to Mar. 31 at $1,800, A. M. Kirkpatrick, 6 m. at $2,940, 

6 m. at $3,060, G. P. Morse, $2,700, N. J. Wallis, $2,160; sr. insp. of dredges, 

D. A. McIntyre, $3,000; clerk, C. Waterman, $1,680; stenographers, 'C. C. Nichol- 

_son, 9 m. at $1,200, 3 m. at $1,260, B. A. Oatway, 9 m. at $1,380, 3 m. at $1,440.. 27,676 45. 
Vancouver, B.C., super. engineer’s oifice:—Super. dist. eng. E. Brydone-Jack, 

$4,920; sten., M. B. Bryant, $1,140 (less 253 d., $78.27); temporary assistance, 

B1D6.00.2. site the aR oil stele 8) oak ees Oe. s eR LR Sh | ek ee eee ee i, ey ae 6.136 2c 
Nelson office:—Dist. eng., P. E. Doncaster, $3,720; engineers, H. M. Angus, April 

1-May 10 at $1800, C. F. P. Faulkner, $2,160, W. E. Keyt, $2,700, W. A. 
_Richardson, $2,700; sten., E. H. B. Barwood, $1,620, temporary assistance, $96.57. 13,194 96: 
New Westminster office:—Dist. eng., C. C. Worsfold, $4,620; engineers, H. G. 

Cox, $2,160, R. Cunningham, $2,700, L. B. Elliott, $3,300,.W. P. Gross, $2,700, 

F. O. Mills, $2,700, K. W. Morton, $3,300, J. B. Saint, $2.700; accountant, 

EK. A. Burns, $2,700; stenographers, I. MacDonald, $1,620; C. E. Pasmore, 3 

m. at $1,260, 9 m. at $1,320; temporary assistance, $141.54................ 29,946 54. 
Victoria office:—Dist. eng., J. P. Forde, $4,620; engineers, R. F. Davy, $2,700, 

W. M. Everall, $2,700, W. A. Gourlay, $3,300, A. Halkett, $2,160, J. B. 

Lambert, $2,700, A. F. Mitchell, $3,300, H. Peters, $2,700, J. B. Shaw, 

$2,160; eng. clerk, A. E. Pellow, 9 m. at $1,680, 3 m. at $1,740; sten., L. B. 

Streatiield, PMO SOR. i8.cica iad. 2. ie PIAL A OL, cE Ad peach 29,415 00° 


70,719 96 


492,399 22° 


1,357 48 


Part V--143 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes-Crédits 148, 382 & 32* — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


OPERATION AND MAINTENANCE OF INSPECTION BOATS 
EXPLOITATION ET ENTRETIEN DES BATEAUX SERVANT A L’INSPECTION 


Charlottetown, motor launch D. P. W.: engineer, A. McKenzie, 7 m. to Dec. 31 

at $90 per m.; crew, $658.40; motor oil and gasoline, $268.65; provisions,* 
OLia.cdie Téepaire wand Treplacementes S200.00 ccs meee ccc ete ee em 1,966 62 
RRL SAORI NADGITY MOR GO ONION ONG RAO ED ME AUS g: 3,617 51 


labour, $9.80; gasoline and oil, $94.15; repairs and replacements, $137.37.... 1,801 32 


BUNGE URS, Somes aes sas Sey Me ee LA re he, OUR U OO GR LE DR BP EOL A AG 2 at 54 


visions, $726.56; repairs and replacements, Equipment Co., Ltd., $6,436, 
accounts under $1,000, $1,369.13; King’s Printer, $19.80; Miscellaneous: adver- 
tieing col LO simarias, ar.4d ry seek, ER VUNG OO Simei i MG 12,974 92 
LOCAM. SER WO os ote ee toe ek Phe Ne vate we ies See as (Page V—139)$ 22,771 91 
Classified as follows—Classifiées comme suiti— = 8 § = |... 
Dalailes And Wawel Te ICTs Mies eee T se pekinese 9,574 49 
Materials,’ Supplies’ Repairs eters! TOMO Oe i cara 12,951 76 
Printing ond #OtariOneryi ay F. Fk ata tee ees ie. ey OE NR” 19 80 
Miscellaneous .......... fe owe ORL kek ee Rie aee Siete eee 225 86 
$ 22,771 91 


MAINTENANCE AND OPERATION OF WATER STORAGE DAMS ON OTTAWA RIVER AND 
TRIBUTARIES: SURVEYS IN CONNECTION THEREWITH AND SETTLEMENT OF LAND 
DAMAGES — ENTRETIEN ET \FONCTIONNEMENT DES BARRAGES DE LA RIVIERE 
OTTAWA ET DE SES TRIBUTAIRES: LEVES S’Y RATYACHANT ET REGLEMENTS DES 
DOMMAGES CAUSES AUX TERRES 


Quinze Dam:—Salaries and wages: foreman, J. M. C. Bastide, $1,320, board $360 
(quarters $60 not included); gauge observer, W. J. Belanger, $900, board, 
$360; labourers, EK. Giroux, $876, board, $360, E. Pepin, $876, board, $360; 
casual labour, $5,197.45. Supplies and repairs: A. Robert, cement, $640, lumber, 
$192.35, sundries, $171.27; accounts under $1,000, coal, $310.23, construction 
material, $269.98, gasoline and oil, $136.63, hardware, $749.42, lumber, 
$1,364.11, pumps, $208, steel stop log ends, $847.29, sundries, $459. Mis- 
CELMAMeOUss. SUMTER geet Ok) ons 3 hs ake cays. aan Quali uhaca et ys oder. <l, qh Ueeudwauls 165274 70 


312 d. at $4; casual labour, $3,351.68. Travelling expenses, $46.35. Supplies 
and repairs: cinders, $160; hardware, $411.87; locomotive jacks, $187.14; lumber, 
$427.22; paint, $82.20; sundries. $570.45. Miscellaneous: legal services, R. D. 
Cummings, $33.30, A. Guay, $93, E. W. Kearney, $51.25; sundries, $136.97... 8,651 93 


Nord, $300, H. Bourgeois, $1,332, Sarah Ann Giroux, $380...........cccccceee. 7,102 91 

Lotdliund Wee Oy bot, ee ee Se, OB. Oe sae Tad (Page V—139)$ 32,032 54 

Classified as follows — Classifiées comme suit:— SS Ad ovo atenal 
Bre RCL ACE STAG SSR RR Rg, A Do dal IN Ba . 18,501 63 
Travelling Expenses ...... Oy SUMO e es tc * Siiabes iin tre Mie eters aces 46 35 
Materials, Bupplies, Hepaits, 66s iad cla ov: oe cunlodakn es Santen 7,187 16 
MUIBCOURT OCU LS fae ste eT A Oe a tuucae tay OS OMERR © tices 785 40: 
Other Outlay es. See aia 3 ERO TENE chaste eal: BA: ada ete, SARE 5,512 00 


$ 32,032 54 


Part V—144 


PUBLIC WORKS—TRAVAUX PUBLICS 


eee 


Votes—Crédits 148, 382 & 32*— Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


NATIONAL GALLERY OF CANADA — MUSEE NATIONAL DU CANADA 


Salaries and Wages —Traitements et salaires:—Chief mechanic, Geo. Harbour, 
$2,280; HC cs Crea F. P. Harbour, 3 m. at $125, 9 at $130, J. A. Page, 
$1,680, Herb. Walker, 3 m. at $125, 9 at $130; services, H. Pereira, $30.... 7,080 00 
Travelling Hapenses—Frais de voyages:—Director, EH. ‘Brown, $1,682.65, 
accounted for in 1931-32, $398.82; assistant director, H. O. McCurry, $1,242.81 
less $38.78 paid in 1929-30 and $62.24 paid in 1931-2; Miss K. Fenwick, $116.50; 
trustees, $814.90; W. G. Constable, London, Eng., $330; sundry persons, $146.30. 4,630 96 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etce.:— 
Art acquisitions: ‘Thos. Agnew & Sons, “View of Venice” by Canaletto, 
$19,466.40; Barbeson House, “ Judith with the Head of Holofernes” by Jan 
Van Scorel, $9,731.18 less $4,866.66 paid in 1929-30; Sir Edmund Davis, “St. 
Jerome” by Montagna, $14,628.02 less $7,331.25 paid in 1929-30; M. A. Fortin, 
“Landscape at Hochelaga,” $200; Lawren S. Harris, “North Shore Lake 
Superior,” $1,000; A. W. Hayward, “Single Peony”, $200; Jas. Henderson, 
“ Afternoon in a Coulee”, $200; Miss P. Heward, “ Rolande”, $600; E. H. 
Holgate, “ Nude in Landscape”, $500; Alf. Howell, bronze “ Head of a Canadian 
Soldier ”, $800; M. Knoedler & Co., Inc., first payment on “ Portrait of a Man” 
by Bronzino, $9,733.33; Leggatt Bros., “ Portrait of Elizabeth, Third Countess 
of Meath” by Lely, $6,868.72 less $3,650 paid in 1929-30; Miss Y. McKague, 
“Rossport, Lake Superior”, $200; Miss L. T. Newton, “Self Portrait’, 
$500; Geo. Pepper, “Totem Poles”, $150; Max Rothschild, “Portrait of 
Daniello Barbarus” by Titian, $48,587.87, less $19,390.02 paid in 1928-29 and 
$24,333.33 paid in 1929-30; Frank T. Sabin, “Scene on a Dutch River” by 
Van Ruysdaal, $21,899.70; Savile Gallery, “The Assumption of the Virgin” 
by Gozzoli, $9,725, “Christ with the Woman Taken in Adultery” by 
Cranach, $10,217.63, less $4,866.66 paid in 1929-30; F. H. Varney, “ Vera”, 
S750. venerayings 1eLCnines, CLC, Olja) OF cause te settee ene ele cio iee tee ae 92,597 77 
Other supplies: —Mortimer Co., catalogues, $928.52, invitation cards, etc., $253.56, 
reproductions, $5,897.23, sundries, $38.85; accounts under $1,000, brass air- 
tight box, $195, mahogany shadow box, $310, glass, $374.08, lumber, doors, 
etc., $271.02, photographs, prints, etc., $564.83, brass plates and tags, $133.87, 
picture trolley, $126.63, Victor credenza, $175, wax and polisher, $112.68, 
SUNATLCS,  G¥,190109 tek OETA. Sk b. AOKHOTR, MALE, AD QUA One 10,571 36 


103,169 13 
Printing and Stationery —Impressions et papeterie:—King’s Printer, printing, 

$907.83; ;suppldesy SB 7400s Ret. LTA AACN. ates slre Seine orien ee He, Sees, ee 1365 23 
Miscellaneous — Divers:—Chas. Ricketts, London, Eng., retaining fee re acquisition 
of pictures, 1930, $730, commission on purchases, $3,136.47, travelling expenses, 
$257.34; H. E. Thompson, Boston, U.S.A., services restoring pictures, 16 m. to 
Dec. 31, $4,000, travel, $100; accounts under $1,000, advertising, $266.20, art 
club fees, books, subscriptions to papers, etc., $501.59, collecting, packing and 
shipping, $569.73, customs duties and entries, $227.03, express, $1,741.58, ex- 
penses re opening, $294.80, freight and insurance, $1,902.46, lectures, $200, press 
clipping, $111.69, street car fares, $81; taxi, $75.95, telegrams, $450.56, telephone 


tolls; -$75.753reundries, $IS640. Soe ne IO ed Menges ener 14,858 56 

Adjustments — Ajustements:—Detailed in 1929-30, $3.31; petty cash to be 
accounted for, 45c...... A UR LM eee ie bar tind kd ink pin is ok aa BR dy oi 3 76 
’ 131,107 64 
Less-—Sale etmeorour prints. Sak PAV a Ra eae a ee A et ee eee 1,119 64 
Wotaleg yey th. 3s SATUS, , Cea eas RS 2 ee ee (Page V—139)$ 129,988 00 

NATIONAL MONUMENT ON CONNAUGHT PLACE 
MONUMENT NATIONAL DE LA PLACE CONNAUGHT 

Estate of the late Vernon March, on account contract, $94,950, less $63,450 paid 

LLED ER VIOUS GY CUES rita.» mista -<-+ « Riclleciice setae le eae Olen is GRE ene ee (Page V—139)$ 31,500 00 


RIVER GAUGING AND METERING — JAUGEAGE ET MESURAGE DES RIVIERES 


Salaries and Wages—Traitements et salaires:—Hydrometric recorders, H. S. 
Nutting, $1,800, C. W. Thomson, $1,800; instrumentman, W. Burrows, $1,800; 
labourers, R. Steadworthy, 277 d. at $4, sundry, $118.50; gauge readers, New 
Brunswick, $168, St. Lawrence and Ottawa Rivers, $3.401.25, Quebec, $1,589.65, 
Ontario, $579, Manitoba, $73, Alberta and Saskatchewan, $77.35, British 
Columbia, J. Thomson, $617.75 (see also Harbours and Rivers, B.C., Page 
V—123), sundry gauge readers, $804.76, United States, $91.25................ 14,028 51 


Part V—145 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes—Crédits 148, 382 & 32* — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


RIVER GAUGING AND METERING-Conc. — JAUGEAGE ET MESURAGE DES RIVIERES—Fin 


Travelling Expenses—Frais de povanes: -—C. D. Kelly, $127.10; H. S. Nutting, 
SSUT aS RUS Pt ead tall’, O470, 004 Mena Latte. ciere ofp ee Mey Wee at eee Hielare 2ieeUe 3 Whig 
Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, etc.:— 
Sundnies. mele Dees SB tR Ne) Tae RV OMNE ” warere rs Bo eh ee ud 
Miscellaneous — Divers :—Office CXDENSES sg Le i wa meys eee ee ech od OF OA Pattee ohiie td 


861 


468 
412 


SURVEYS AND INSPECTIONS — LEVES ET INSPECTIONS 


Travelling Hxpenses — Frais de voyages :— 

Halifax: L. M. Allison, $1,815.30; W. S. Archibald, $1,171.50; H. F. Bennett, 
Solos, OU... COX, $1511. 60; A.W. Gregory, $1,797.19; T. J. Locke, $482.37; 
D. H. McDonald, $1,721. 05: A. MacGillivray, $1, 017. 18; W. P. Morrison, 
$118.85; P. D. Mosher $1,627. 15; H. N. Putnam, §1, 917.85: Pe Hoc Sntith, 
See Le Crt LADICVS SCO. MUS Sule Ue Sere mehs car ate Sone Melee ob Soeletds ale ROMeiR we hohe whats 

Charlottetown: W. E. Hyndman, $897.90: H. E. Miller, $1,559.55; R. H. 
Dita lecunices pS ta eet caret ict my Gkll chet x slat dog! Sh ie a Baoan at's wh ah's'a piahale aig ia aia mies one 

St. John: A. R. Crookshanks, $251.75; W. C. Ewing, $304.10; J. R. Freeman, 
“$207.25; W. J. Johnstone, $635.15; J. M. Lamb, $976.35; H. R. Logie, $1,426.35; 
C. W. McAllister, $737.87: G. Stead, $578.52; GrrEhrifhurber, 1$1,263:224 neni 

Montreal: J. A. Adam, $1,385.70; J. Archambault, $1,547.80; U. P. Boucher, 
$1,869.70; J. L. Dansereau, $873.05; V. Denis, $171.15; J. T. Girard, $1,137.50; 
W. Graham, $764.32; R. A. Laferriere, $2,410.25; J. H. Landry, $977.90; 
N. Latraverse, $1,878.85; J. N. Levesque, $1,274.20: J. lLyons-Gauthier, 
$253.85; P: Marion, $1,713.20; J. L. Preville, $120.35; A. Tarte, $1,341.95.... 

Quebec: M. Bender, $149.37; L. Brunet, $80.15; U. Chopin, $680.90; R. A. De 
Valter, $82.90; A. A. Gobeil, $2,409.05; L. Hall, $1,676.02; EK. R. Marcotte, 
SITS 20208 G. ‘Sabowriy S210 Mariya sts ok. ape h dass e woe lege! se S's wislYiee ene 

Rimouski: P. E. Amiot, $1,232.51; J. T. Bertrand, $1,388.54; §. Bourgoing, 
$1,086.10; T. Dery, $406.15; J. A. Laniel, $2,304.20; J. F. Richards, $576.05; 
Tl Or eet CO ee I cle Bae cae ce 6 Gin «Se vaassser ial © alan din bhi cuuas wiaae A dase © 

Trois Rivieéres: ¥ L, Arcand, $669.37; J. E. Bonaventure, $363.50; B. Grand- 
OIG Fer) eee ek. ee Mee oe «chase ans: 8 gles Si ar.0 con cage’ ates ties ie ees 6 uth Sepis eo he esas gece. 4 

Quebee : Province: supervising engineer, A. R. Decary, $5,048; M. J. O. Lavoie, 
E70) ieee, RTE, eR AES TER ER One, SM a A eS 

Fort William: A. A. Anderson, $33.40; G. P. Brophy, $27.25; G. H. Burbridge, 
$844.98; J. Dickinson, $186. 43; W. J. Fuller, $126.55; G. E. Smith, $98.40. 

London: J. W. Boughner, $916. 25: G. M. Brown, $1, 204. 50; J. Graham, $867. 35: 
F. Y. Harcourt, $738.89; G. K. “Martin, $476.90: W. A.‘ Mellor, $174.50: J. H. 
Munro, $1,133.78; W. D. Prior, $314.40; D. Soper, $2,463.95; C. G. Steers, 
Be aN TS LOMEIIG © S64, 5: xs: ouctoccut rede satis oie onal 16,6, 4 SADE Np gele gre wea ele 9 ana ee notin «oe 

Ottawa: J. L. Bisson, $266.59; J. U. Bray, $20.06; W. F. Coutlee, $566.40; 
J. I. Cumming, $211.20; C. A. Menard, $769.05; F. H. Hand, $33.30; L. de 
B. Roy, $66.95; A. A. St. Laurent, $226.27; J. E. St. Laurent, $485.45; A. P. 
Trudel, $1,542.41; J. P. Valiquet, $795.12; J. A. Vermette, $1,213.29........ 

ay Ste. Marie: G. B. Anderson,. $29.55; H. F. Bennett, $102.60; W. F. Fuller, 
1,092.59.a) eile. “Ra. ARs Be OU Sid eR Fe. weno. Bal eaidyaediows: a2 

Toronto: A. Pet pepe, $440.06; R. E. Beith, $275.34; W. H. Blanchet, $1,790.01; 
C. C. Jeffery, $1, 325, aoe WT, MacTavish, $753. 75: W. P; Merrick, $333.32; 
J. K. Partridge, $902. 92; J. M. Wilson, $1, STARE Aik t a oR ateke cis Beene Maat BLN 

Ontario Province: supervising engineer, He Pelee eee reer eee 

Winnipeg: R. A. Carlyle, $354.25; F..de C. Davies, $541.60: F. L. Evans, 
$187.60; F. G. Goodspeed, te 589.25; A. M. Kirkpatrick, $2,219; G. P. Morse, 
OL yet te VV MILIG, yO LOG Us cteccts ss evi accu Oster are lean ete alias ot CUMIN Rieti o WEP eT ER al anc 

Nelson: H. M. Angus, $40; > E. Doncaster, $534.85; C. E. P. Faulkner, $170.65; 
W. E. Keyt, $622.04; W. A. Richardson, $613.50............ eee, ase 

New Westminster: H. G. Cox, $824.37; R. Cunnineham. $324.20: L. B. Elliott, 
$502.86; W. P. Gross, $306.40; F. O. Mills. $64; K. W. Morton, $255.25; 
otro. saint. $441.36" C.° Co Worstold, ; $I63i1D.&., Steak Bos ASE Posie OS 

Victoria: R. F. Davy, $1,002.90; W. M. Everall, $1,056.70: J. P. Forde, $1,637.25; 
W. A. Gourlay, $147.40; A. Halkett, $304.05: J. B. Lambert, $493.45; A. F. 
Muitehell> $635.65%* F1- Peters, “$7790: '-J . BB, Shanty miS33h.eaers gods kauteouy st 

British Columbia: supervising engineer, EH. Brydone-Jack .............000000. 

Geodetic’ Levelling: C.F. XX. Chaloner ‘anduparty.2 Wee sige erp enraanis, ase}d ly 
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Part V—146 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes—Crédits 148, 382 & 32* — Miscellaneous: Public Works—Conc. — Divers: 
Travaux publics—Fin 


SURVEYS AND INSPECTIONS—Cone.—LEVES ET INSPECTIONS—Fin 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 
Halifax, $2,427.09; Charlottetown, $452.34; St. John, $905.61; Montreal, $910.50; 
Quebec, $484.77; Rimouski, $1,407.79; Trois Riviéres $666.61; Fort William, 
$35; London, $873.66; Ottawa, $640.04; Sault Ste. Marie, $295.84; Toronto, 
$1,425.82; Winnipeg, $1,066.68; Nelson, $194.02; New Westminster, $38.75; 
Victoria, $306.25; Geodetic Levelling, $2,153.10, automobile repairs, $363.75.... 14,647 62 

Miscellaneous — Divers:—Office expenses: Halifax, $539; Charlottetown, $52.86; 
St. John, $223.01; supervising engineer, Maritime Provinces, $19.95; Montreal, 
$181.56; Quebec, $267.45; Rimouski, $135.20; Trois Rivieres, $47.40; super- 
vising engineer, Quebec, $18.56; Fort William, $29.16; London, $367.09; Ottawa, 
$177.35; Sault Ste. Marie, $77.60; Toronto, $462.07; Winnipeg, $487.44; Nelson, 


$90.50; New Westminster, $76; Victoria, $26.40; Geodetic Levelling, $28.39.... 3,306 99 
132,626 02 

Adjustment — Ajustement:—Less paid to J. T. Bertrand in 1931-32..-......... 169 15 
Dota ses bs cule ols ebsetee Cis. trots sterol ain ei eiehe Rene MRamOgm WeRdh eer emma (Page V—139)$ 132,456 87 


COMPASSIONATE ALLOWANCE TO CAPTAIN EDWARD HAGARTY WHO WAS RETIRED IN 
1920 DUE TO FAILING HEALTH PRIOR TO THE COMING INTO EFFECT OF THE PUBLIC 
SERVICE RETIREMENT ACT — GRATIFICATION AU CAPITAINE EDWARD HAGARTY, QUI, 
A CAUSE DE SON ETAT DE SANTE PRIT SA RETRAISE EN 1920, ANTERIEUREMENT 
A LA MISE EN VIGUEUR DE LA LOI DE RETRAITE DU SERVICE PUBLIC. 


Hagarty, Capt. Edward, ccmpassionate allowance (P.C. 69-2051, Sept. 2, 1930) 
(Page V—139)$ 1,000 00 


Vote_Crédit 32* — Compensation to C. S. Boone Dredging and Construction 
Company for loss sustained as a result of an injunction which forced a 
delay in its dredging contract at Goderich in 1929 — Indemnité a “C. S. 
Boone Dredging and Construction Co.” pour la perte résultant de Vinjone- 
tion de différer les dragages prévus par son contrat, 4 Goderich, en 1929 


C. S. Boone Dredging and Construction Co., compensation........ (Page V—139)$ 630 89 


Vote—Crédit 32*— To pay Sin-mac Lines, Ltd., half the cost of services and 
equipment in connection with the recovery of bodies and the blowing 
up of the drill boat “King” in Brockville Narrows — Payement 4 la 
Sin-mac Lines, Ltd.” de la moitié du cotit des travaux et du matériel néces- 
saire pour rechercher les corps et faire sauter l’épave du “King” dans le 
détroit de Brockville 


Sin-Macy Lines ied., proportion “of "Coste ite. inte sate Sees (Page V—139)$ orive as 


Exchequer Court Awards — Jugements adjudicatifs de la Cour de VEchiquier 


Regina Public Building site:—The Royal Bank of Canada and Charles M. Hovde, 

eaxed ‘costs rel expropriation of property... heel esc eae . wah ee onl a ete cae 115 00 
Dominion Public Buildings, Rents:—Journal Publishing Co., Ottawa, award of 

court for lease cancelled, $18,247, taxed costs, $636.62; Ewart, Scott, Kelley and 

Kelley; legal: services -for «Crown, $6816!) . Ged. Ve, i cae 19,564 78 


Total (see Summary — voir Sommaire, page V—170)...........00se0e- $ 19,679 78 


* Supplementary estimates—Crédits supplémentaires. 


Part V—147 


DETAILS OF EXPENDITURE-Con.—DETAIL DES DEPENSES-Suite 


Under Statute-En vertu de la Loi— Subsidies to Dry Docks — Subventions 
aux cales séches 


St. John, Courtenay Bay Dry Dock:—Montreal Trust Co., for St. John Dry Dock 
& Shipbuilding Co., subsidy, 12 m. to Dec. 31, 1930, series “A,” 22nd and 23rd 
payments, $57,198.88, series “ B,” 19th and 20th payments, $25,409.68, series “ Oye 
16th and 17th payments, $54,096.86, series “D,” 15th and 16th payments, 
$61,754.04, series ‘ E,” 13th and 14th payments, $49,040.54 (each series composed 
OF TO Tals -yearivy Oa yiMente lt .. Uc. meme te. eM Te pmelon tii’ Laon emda | 28 6 (ete 


yearended wiiav et 1030. aCtinveallipay iment). 6 0-22 moe Tuy «ean A has 
Port Arthur Dry Dock:—National Trust Co., for Port Arthur Shipbuilding Co., 
subsidy for year ended Oct. 5th. 1930 (13th payment).............c cee eee eee 


PUBLIC WORKS CHARGEABLE TO COLLECTION OF REVENUE 
TRAVAUX PUBLIC IMPUTABLES SUR LES REVENUS PERCUES 


Vote-Crédit 296 — Graving Docks — Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations 


QUEBEC DRY DOCKS ——- CALES-SECHES DE QUEBEC: CHAMPLAIN & LORNE 


Salaries and Wages — Traitements et salaires:—Acting dockmaster, N. Emond, 
Nov. 17 to Mar.. 31 at $1,920, house allowance, $89.33 included, clerk, Apr. 1 
to Nov. 16 at $1,620; power plant supt., E. Vezina, Dec. 11 to Mar. 31 at 
$2,520 (quarters, $73.55 not included); steam power plant engineers, T. Despres, 
$2,100 (quarters, $180 not included), J. H. Lamontagne, Oct. 8 to Mar. 31 at 
$1,500; carpenters, E. Carriere, $1,500, J. Morueau, $1,500, J. Turgeon, $1,800, 
sundry, $6,649.97; electricians, J. P. Theberge, $1,860, sundry, $341.65; firemen, 
J. Baumard, $1,260, E. Beaulieu, 2 m. to Mar. 31 at $1,140, J. Bourassa, $1,260, 
I. Brunelle, 2 m. to Mar. 31 at $1,140, A. Forgues, $1,380, J. A. Gingras, $1,260, 
A. Guay, $1,140, A. Lemieux, 2 m. to Mar. 31 at $1,140, L. Letourneau, 2 m. to 
Mar. 31 at $1,140, C. Samson, 2 m. to Mar. 31 at $1.140, E. Samson, 2 m. to 
Mar. 31 at $1,140; foreman, G. Lemelin, 303 d. at $6; labourers, B. Bourget, 
$1,020, A. J. Turgeon, $1.020. sundry, $15,229.28; mechanics, A. Begin, $1,740, 
P. Samson, $2,160, sundry, $3,361.01; night helpers, J. G. Beaupre, Apr. 1. to 
Oct. 24 at $1,080, Oct. 25-Nov. 25, $90 (retired), A. Bessonnette, Oct. 25 to 
Mar. 31 at $1,080; watchman, J. Laflamme, $1,200; yard foreman, P. Marcoux, 
$1,920; blacksmiths, $213.05; bricklayers, $2,694: carters, $2,583.75; cement 
finishers, $417.75; diver, $70; drillers, $1,876.80; elevator runners, $76.95; 
painters, °$3)704:937" sealers)? 81,089.20. 220 DR, OO oa SOONG Yh GN ui adhe EN Pr 

Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, etc.:— 
Canadian Import Co., coal, $11,977.88; Davie Shipbuilding and Repairing Co., 
services of steam crane, $276.45, compressed air, $330. sundries, $227.89; J. A. 
Dorval, cement, $696.10, hardware, $884.42, sundries, $198: F. X. Drolet, furnace 
repairs, $2,824.93; E. Falardeau, Ltee., roofing, $1,391.10; L. P. Gagnon, crushed 
stone, $1,212; La Cie de Machineries Mercier, cast iron manholes, $540, caisson 
gate of manholes, $225, steel, $102.52, sundries, $288.02; E. Alex. Lahaye, 
electrical supplies and repairs, $496.86, hardware, $1,137.76; The Martin-Senour 
Co., paint, $2,291.36; Paquet and Jean, iron, $358.34, steam packing, $313.44, 
hardware, $561.03; Pruneau and Cie, Ltd., bricks, $1,377.26; J. D. D. Samson, 
stone and sand, $1,362.75; Samson and Filion, Ltee., hardware, $740.66, man- 
holes, $156.19, scaling hammers, $476.95, gear block, $78; The Victor Industrial 
Co. Reg’d,, lumber, $2,455.43, concrete mixer and loading hopper, $718, gasoline 
engine and loading hopper, $527; Webster and Sons, Ltd., brick, $1,035.57, 
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Part V—148 


PUBLIC WORKS—TRAVAUX PUBLICS 


Vote_Crédit 296 — Graving: Docks — Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations—Con. — Suite 


QUEBEC DRY DOCKS—Oonc.-— CALES-SECHES DE QUEBEC: CHAMPLAIN & LORNE-Fin 


Materials, Supplies, Repairs, etc—Cone——Matériel, fournitures. réparations, ete—Fin 
hytempite, $270.79, sundries, $130.06; accounts under $1,000, brick, $945.05, 
earetaker’s supplies, $713.41, cement, $756.50, charts, $264.20, doors, windows and 
partitions, $705.50, electrical supplies and repairs, $1,525.65, furnace repairs 
and replacements, $254.15, gasoline and oil, $643.47, lumber, $1,352.41, machine 
parts, repairs, etc., $190.73, oakum, $99, paint, $39, plastering, $308.10, plate 
glass, $105.60, plumbing, supplies and repairs, $1,346.10, riveting and welding, 
$185.30, rubber goods, $662.47, steel, $1,155.04, steel shelving, $291.04, tile, $960.25, 
white covers and capstan caps, $543.75, water end, $351.35, hardwood ties, $338.70, 
clearing snow from siding, $158.71, sundries, $188.65... 20.0 ..6.. ete esses eeeien 

Printing and Stationery—Impressions et papeterie:—King’s Printer, supplies.. 

Miscellaneous — Divers:—Electric light and power, Davie Shipbuilding and Repair- 
ing Co., $1,457.19, Quebec Power Co., $360.20; telephone, exchange, $182.20, 
tolls, $129.40; transportation, $156.97; water, $1,800.75; sundries, $160.34...... 


ESQUIMALT: NEW GRAVING DOCK— ESQUIMALT: NOUVEAU BASSIN DE RADOUB 


Salaries and Wages — T'raitements et salaires:—Dockmaster, O. R. Parker, $2,520, 
car allowance, $147 (quarters, $627.84 not included); electrical operators, A. 
Craig, $2,460, overtime, $50.01 (quarters, $627.84 not included), D. G. Holmes, 
$2,160, overtime, $47.64, R. Hutchinson, $2,160, overtime, $50.34, C. A. Rains- 
ford, $2,160, overtime, $53.44; crane operator, N. Patterson, $1,560, overtime, 
$12.71; machinists’ helpers at $126 and overtime, R. Garrett, $1,544.87, R. 
Irvine, $1,549.37, A. Walden, $1,551.40; clerk, P. J. Chiverall, $1,380; foreman 
carpenter, H. V. Stewart, $1,800, overtime, $17.18; foreman labourer, J. Isbester, 
$1,200, overtime, $6.44; labourers at $85 and overtime, A. C. Bundy, $1,028.31, 
E. Cox, Apr. and May, $170, E. Game, $1,032.45, T. Kirk, $1,028.31;: J Knowles, 
$1,031.05, J. Sparks, $1,028.31, E. Tink, $1,035.19, A. Williams, $770.48, sundry, 
$1,052; watchman, E. Cox, June 1 to Dec. 31 at $75; W. Porteous, $1,020, 
overtime, $5.48, F. C. Fagg, 9 m. at $75, 3 m. at $80, sundry, $364,72............. 

Travelling Hxpenses — Frais de voyages:—A. Craig.....cccccccccccccccccuvcceces 

Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 
Yarrow Ltd., air ram and truck for driving keel blocks, $1,919, plates for keel 
blocks, $350.10, sundries, $383.67; accounts under $1,000, awnings, $109.75, 
addition to drydock warchouse, $159, caretaker’s supplies, $62.18, car repairs, 
$97.90, cement, sand and gravel, $394.59, coal, $61.75, drill and parts, $529.09, 
electrical supplies, $413.48. fuel oil tank, $200, garage for trucks, $276, gasoline 
and oil, $504.84, seed, fertilizer and earth, $131.05, hardware and machinery, 
$947.97, lumber, $957.48, paint, $43.27, painting and papering residences, $340.75, 
plumbing supplies, $211.40, repairs to spur, $72.22, rubber goods, $206.91, stores, 
Dept. National Defence, Naval Service, $649.40, tarvia for road, $57.17, type- 
writer repairs, $43.46, sundries, $119.51, Corporation of Township of Esquimalt, 
resurfacing road, $1,012.52, less $402.52 paid im 1929-30................ ccc. ceeee 

Printing and Stationery — Impressions et papeterie:—-King’s Printer, supplies..... 

Miscellaneous — Divers:—Power, B.C. Electric Railway Co., $30,057.85; rent of 
railway spur, $34.82; telephone service, $338.24; water, $847.40; uniforms, 
SO4. 153) SUNGTICS 6.200.541 wvaihns > am autande (en RL uta hi, oe oe ce tea 


ESQUIMALT: OLD GRAVING DOCK — ESQUIMALT: VIEUX BASSIN DE RADOUB 


Salaries and Wages—Traitements et salaires:—Steam power plant engineer, 
F. N. Jones, $2,220 (quarters, $408 not included); labour, $558; watchman, A. 
Groves,.6 .msatys80, 6m! at i$85,scundry¢ $394.80 551; eo HOSE. Sak eaad bck eae Uke 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 
Coal, $138.73; electrical supplies, $96.07; stores, Dept. of National Defence, 
Naval Service; S6£ie7 > Sundries; 1 $99.82), oS. PE ORAS a8 hes he ee 


Miscellaneous — Divers :—Power, $188.10; telephone service, $107.40; water, $162.60 
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Part V—149 
DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


sii 
Vote-Crédit 296 — Graving Docks — Bassins de radoub: Maintenance and 


Repairs — Entretien et réparations—Conc. — Fin 


ESQUIMALT: OLD GRAVING DOCK—Conc. — ESQUIMALT: VIEUX BASSIN DE RADOUB-Fin 


Adjustment — Ajustement :—Refunded by Dept. Railways and Canals, re compensa- 


iseDeseten i yuty, T. DESDCes: <4 pent. Susip erriauunse siieee Nenineied, oat 20 00 

Total (see Summary — voir PomimeaihegmagesV—170) 4. ufo). ei. $ 203,945 37 

Classified as follows—Classifiées comme suiti— = = o> 
Balariespamie’ Wages. feu : | Wem hiol Spice. Ms AK AB) BLE 107,470 87 
Traveling’ Eopensess sate Pauly Fall OCR ae HELE AAS 38 60 
Materials, Supplies, Repairs, etc.....................0000 0000, 59,996 62 
Pryime anduptationerys ois do ak es Squiih a # Bess wee ee 155 73 
Meta eOMe asa. See seat a. Bee ae, Md tl bee erent 36,303 55 
203,965 37 
Dessrar Ciriani. Sisceeitt, Wva wile ahve eee Rtn Lk te 20 00 


$ 203,945 37 


Vote_Crédit 29% — Harbour and River Works, etc. — Travaux dans les ports et 
sur les riviéres, etc. 


Burlington Channel Bridge:—Bridgemaster, Morley Carey, $1,440 (quarters $250, 

not included); bridge motormen, E. Brown, $1,140, F. H. Duckett, $1,140, H. A. 

Irving, $1,110, J. A. Morrison, $1,110; assistants, $1,912; coal, etc., $272.50: 

sundry materials, $437.66; advertising, $6; electric lighting, $149.44; power, 

Oct. 4-Dec. 5, 1929, Apr. 15-Dec. 15, 1930, $1,280; telephone exchange and tolls, 

$50.55; engineering services, $181.48.............. Sees sis oC Chae as a thet, Pes CE: 10,229 63 
French River, Sturgeon Falls:—Damkeepers, D. Bergeron, $1,080, living allowance, 

$360, N. Pipher, $1,080, living allowance, $360; gauge readers, $182.5U; painters, 

etc., $212; gasoline, $258.79; sundry materials, ete.,. $482.82 0) Uy 3,966 11] 
Kingston, Wharves and Bridges:-—Bridgemaster, B. J. B. Davy, $1,560; bridge 


telephone SOB A0geeuntities, $16. Slwaqua. 225.06" chem, OODLE he 2 OEE bee 9,970 58 
Montreal River, Dam at Latchford:—Water control superintendent, G. H. 

Schneider, $1,500; damkeeper, W. T. Michiel, $1,170 (quarters $120, not in- 

cluded) ; coal, $149.67; rope, 9128. d4sveundries; SIS TS of C0 Ow 9a 3,106 85 


$1,110 (quarters $60, not included); lockmen, D. Vallieres, Apr. 12-Oct. 3 
$580.42; casual labour, $716.60 ; lumber, $192; paint, $182 3 valves, $240; sundries, 
$649.80; King’s Printer, supplies, $13.58; legal services, J. B. Bousquet, St. 
Hiyacinthe oRB0b057 Wsrilag £. ceric bits APIO lk LU, MIC 3,975 35 


exchange and tolls, $182.90; sundries, $49. 5b cai Van Oem eL a BOOK I 22,908 05 
Selkirk Repair Slip:—Watchman, EF. F. Comber, May-Nov., $525; labour, $961.50; 

paint, etc., $165; services and outlay of diver, $742.75: steel rollers, $348.72; 

sundries, $74.40; electric light and power, 6 m. to Nov. 15, $486; telephone, $40. . 3,343 37 


bop s Rae tne ete Ly whatnot Pe ea Ren, es yeh AE Ee 41,769 74 
Materials, Supplies, Repairsyretens ) 8. '. i PRL B ee pert) 5 10,150 75 
Printing ‘andGtationwpy: Bh. (Roun etd aba. : WIESE anvil ys MeV 
Miscellameoun: PN ae sna LOGS ually wendgat 9h) otrae 5,555 75 


$ 57,499 94 
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Vote-Crédit 298 — Telegraph and Telephone Lines — Lignes télégraphiques et 
téléphoniques 


PRINCE EDWARD ISLAND AND MAINLAND — {LE DU PRINCE EDOUARD ET CONTINENT 


Canadian National Telegraph, subsidies for year ending Dec. 31, 1930............. $ 6,946 66 
(See Summary — voir Sommaire, page V—170.)) 5 SS SSS SSS 


LAND AND CABLE TELEGRAPH LINES, LOWER ST. LAWRENCE AND MARITIME PROVINCES, 
INCLUDING WORKING EXPENSES OF VESSELS FOR CABLE SERVICES —- LIGNES TELE- 
GRAPHIQUES ET CABLES SOUS-MARINS DU BAS ST-LAURENT ET _ DES PROVINCES 
MARITIMES, Y COMPRIS LES FRAIS D’EXPLOITATION DES NAVIRES CABLIERS. 


Anticosti and Gaspé lines:—Anticosti Corporation, operation of Anticosti Island 
system (O.C. Aug. 18, 1926), $3,932; rent of property for cable, $17..... anes 8 a tee 3,949 00 
Bay of Fundy lines:— 
Sala hies and Wages—Traitements et salaires:-—Supt., J. R. Parker, $1,740; 
asst., Mrs. J. R. Parker, 13 m., $195, commission, $239.87; operators, 13 m., 
Eastport, Me., $260, Grand Harbour, $81.25, Seal Cove, $81.25, telephone, 
$31.25, Welchpool, $273, commission, $71.89, reliefman, $14.22, sundry offices, 


BOD AT oe NS 20d a aun kigicdiovn teal otele aiee gy ara avec Renin taekats a ore tir te ee 3,049 20 
Materials, Supplies, Repairs, etc.— Matériel, fournitures et réparations, ete.:— 

Linework, $523; fuel. $200; sundries, $28.09... ke ties «tee oc eueiniees Ate 751 69 
Miscellaneous — Divers :-—Office rent, 13 m., Flagg’s Cove, $216.58, Welchpool, 


S130 sundries; ‘$92.57 ase 5. Se Oe OR er, Ula oe Waele a terial ae seal ietce £0) eet antR ar eee 3 439 15 
Cape Breton lines:— | 
Salaries and Wages—Traitements et salaires:—Supt., C. W. McKee, $1,500; 

foreman, J. Logue, $1,620; operators, Arichat, $600, Baddeck, $633.87, Bucklow, 

$360, Eastern Harbour, $359.71, Englishtown, $207.97, Fourchie, $236.82, 

Gabarus, $720, Grand River, $205.24, Hawkesbury, $324, Inverness, $600, 

Mabou, $230.77, Margaree Harbour, $240, Neils Harbour, $210, North Sydney, - 

$2,139.62, St. Peters, $300, South Lake Ainslie, $240, Strathlorne, $291.60, Syd- - 

ney Mines, $300; salaries of $150 and _ less, $3,158.33: commissicns, $71.59; ° 

repairers, G. E. Bissett, April 1-Dec. 3, $477, KX. Dowling, Jan. 15-Mar. 31, 

$165.64, D. Fraser, April-Dec., $600,. W.. Hamilton, Jan.-Mar., $159, A. A. 

Kennedy, $900, R. S. Logue, $900, A. J. McLennan, $864, J. F. McMillan, Jan.- 


Mar., $300, W. L. Skinner, $780; sundry salaries, $1,825.47-......0...... 63.004 21,530 63 
Travelling Expenses -— Frais. de voyages:—C..-W. McKee, $36.05; instructors, 
$59 00.) kudos ces Lo: weEkbs Aho U. ahh eee Rae ee biten wanes 58 95 


Materials, Supplies, Repairs, ete.— Matériel, fournitures et vréparations, etc.:— 
Linework, $6,708.41; Durant convertible roadster, $834.50 less $175 for old car; 
upkeep of automobiles, $346.19; ‘sundries, $28)... ea oe be lll 7,742 10 
Miscellaneous — Divers:—Telephone service, $86.75; express and freight, $232.69; 
garage rent, Mar.-Feb., $120; office rents, $291; pole, battery and wire rental, 


$1,498.80; postace, $415.505)-sundries; ($186.82 ..0004 0 0... oe, TS 2,801 56 
Cape Ray line:—Anglo-American Telegraph Co., maintenance and operation of 

line,’ 12° mi; sto ad une 'B0,; LOSO oe 2 acres cly 2. tog ciao Weenie NOR CEE 5+ °250' 00 
Tle aux Coudres line:—I.a Cie de Telephone Charlevoix & Saguenay, operation of 

litte, iy: ‘to Pebig27.,, LOS. Ludisiea. Cele tater cba Scant! . eRe ead: here 200: 00 


Magdalen Island line:—Salaries and wages: supt., J. J. LeBourdais, $1,740; 
repairer, S. Cormier, April-Feb., $660; operators and linemen, Amherst Harbour, 
$581.25, Amherst Island, $199.92, Etang du Nord, $150, Grindstone West, 
$1,062.50, reliefman, $263.37, Grosse Isle, $949.96, Muck Cove, $99.96, Point Basse, 
$150. Travelling expenses, $38.65. Materials, supplies, repairs, etc.: fuel, $132; 
linework, $6,328.09; sundries, $22.97. Miscellaneous: office rents, $156; sundries, 


$77.94. Total,).$12,662.61, paid, to iJ i@).cdueBourdais, 263/250 16 aye. wcadeee. : 12,925 86 
Prince Edward Island line:—Maintenance of line to Mar. 20, 1930............... 100 00 


Quebec Division:-— 
Salaries and Wages — T'raitements et salaires:-— 


©2519 18 [OO 10'S SO On/0) 10:10. 70) ORO Ae, 0.18, 6) 6: 6 ee WOES 0) 0 so, 6. .8iue lo. wae ie 


Vaillancourt, $1,380; labour, $867.60 ; 9,521 60 
Escuminac line: agents, $599.64; repairer, Moi dkamsayyipb,080.% ciinsuk. sae). ek 1,679 64 


sluded), G. H. Roy, y. (less 20 d.), $919.74, J. EB. Theriault. $972, repairer, 
J. Gagnon, $624; Betchouan, $211.92: Bonne Esperance, $211.92; Clarke City, 
$362.51; Comeau Bay, $267.42; Forteau Bay, $211.92; Franquelin, $941.37; 
Godbout, $329.37; Hamilton Cove, $180: Harrington Harbour, $361.80: Havre 
St. Pierre, $1,061.82; Kegashka, $211.92; la Tahatiere, $893.80; Lac 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES 


—Suite 


) lS eee | 


Vote-Crédit 298 — Telegraph and Telephone Lines—Con. — Lignes télégra- 
phiques et téléphoniques-—Suite 


LAND AND CABLE TELEGRAPH LINES, LOWER ST. LAWRENCE AND MARITIME PROVINCES, 
ETC.—Con. —- LIGNES TELEGRAPHIQUES ET CABLES SOUS-MARINS DU BAS ST-LAURENT 
ET DES PROVINCES MARITIMES, ETC.—Suite, 


Quebec Division—Conc. : 
‘Salaries and Wages—Conc. — Traitements et salaires—Fin 
North Shore, East and West of Bersimis—Conce. 
Laurent, $480; Lobster Bay, $193.26: Long Point Blane Sablon, $876.80; 
Long Point Mingan, $211.92; Magpie, $203.97; Mille Vaches, $613.92; Moisie, 
$238.24; Musquaro, $211.92: Mutton Bay, $211.92; Natashquan, $1,898.16: 
Outardes Falls, $320.16; Pentecost, $530; Pigou, $178.60: Point Amour, 
$273.13; Point au Maurier, $211.92; Point aux Outardes, $625.92: Red Bay, 
$211.92; Riviére Ste. Marguerite (East of Bersimis), $180; Riviere Ste. 


$150; St.Augustine Bay, $211.92; St. Catherines Bay, $1,164; St. Johns 
River, $256.79; St. Modeste, $211.92; St. Simeon, $708.67; Seven Islands, 
operators, J. V. Guay, $1,120, Mrs. J. V. Guay, $720, reliefman, $100.15, mes- 


senger, $180, repairer, F. Gallienne, $720: Shekatika Bay, $211.92; Shelter. 


Bay, $623.18; Tadoussac, $956.20; Thunder River, $224.04; Trinity Bay, 


Laurent, $40.62, sundry offices, $20.80.......0..cccceeeuceecccelel sce 
Quebee County lines: agents, River J aune, April 1-July 12 (line sold), $223.38, 
sundry offices, $20.31; repairer, E. Loughren, April 1-July Py S88923) 5 Mi hat oe 


Travelling Expenses — Frais de voyages:--J. A. Bilodeau, $599.65; G. E. Routhier, 
PLLA Beh MAMAS «5 icra S oils tO UL) dato Mk | th adobeanys OUI Ayia f ji 


Miscellaneous — Divers :-—Freight and cartage, $592.68; postage, $536.80; rents, 
$460; legal.services, M. Gaboury, Montreal. $189.90; telephone service, $122.40; 


Other Outlay — Autres déboursés:—Damages_ to property at L’Ile-aux-Grues. 
Shippigan Island Line:—New Brunswick Telephone Co., Ltd., operating 11 miles 
line from L’Ameque to Pigeon Hill, Aug. 5-Mar. 31 at $3004 )5. eee vi i) 


Commander, O. Swanson, April 1-Feb. 2 at $2,280, retiring leave, $190.... 
Chief officer, W. R. Thenholm, April-Jan. at $1,740, retiring leave, $145. 
Second officer, J. H. Richards, April-Jan. at $1,500, retiring leave, $125, 


BXtra WORE E 720 MURA Olt site) Dhara ss Ne ammeter Sha Ware nO eae a 
Third officer, R. Munroe, April-Jan. at $1,200, retiring leave, $100, extra 
FOODS PA ORG: Gitte wna SeNeN SAL Va Rls CAME Sy RTE 5 I MMR Tr 


Chief engineer, J. Sharp, April 1-Feb. 2 at $2,220, retiring leave, $185.. 
Second engineer, L. Church, April-Jan. at $1,740, retiring leave, $145, extra 


OTR s Mut eS suet eee ny Mem eRe NG ole Aa MG tald ys SRS. a MLR 
ae engineer, J. Bonang, April-Jan. at $1,500, watchman, Feb.-Mar. at 
COO WTI Wie rete ee: Tee em ati Mi Pol oy SNORE Ae ls Ups rv ah SVN 
Fourth engineer, H. Gould, April-Jan. at $1,380, retiring leave, $115, extra 
WORK SE. ok eee Ds Rees st Hees Pi +s tdi tie « eee 6 tet EY. seis 


Chief steward, L. H. Moir, April-Jan. at $1,200, retiring leave, $100.... 


Travelling Hapenses—Frais de voyages:—J. K. Blenkinsop, nS We A 

‘Powanson, We40 05, Pe Vie yk See ny fete a's ee lene sta dae, MRR CAE Eee tii RIN etd 

Materials, Supplies, Repairs, ete. — Matériel, fournitures, réparations, etc.:— 
A. T. O’Leary & Col eoal: 17a +) $1,312.50, water, $141, removing ashes, 
$120; accounts under $1.000, cabin and galley supplies, $597.07, coal, 60 t., 
$492.50, dockage, $350, Waters 47.05, “sundriea) $400.30 fa. a tk bn N 

Miscellaneous — Divers:—A. T. O’Leary & Co., wharfage, $1,680; accounts under 
ae wharfage, $623, ice, $180, laundry, $154.58, towing, $140, sundries, 
95.93 


Oe 6 eis) es 6. 8 wie oe) 4S elie Ske” beg Pee ia La Co DeM TSS We bed oe SRLS Olena, elie) ali het arts tamale Volver lopel lie ta valnatced ge evevie ce 


28.868 
1,391 
102 


632 
42,196 


611 


31,310 
2,101 
100 
196 
2,103 
1,595 
1,382 


1,107 
2,048 


1,607 
1,400 
1,277 
1,100 

660 


37,110 
51,390 


173 


3,657 


2,873 


25 
02 
00 
44 
57 
00 
20 


20 
21 


00 
00 
00 
00 
00 


44 
62 


47 


32 


51 
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Vote-Crédit 298 — Telegraph and Telephone Lines—Con. — Lignes télégra- | 
phiques et téléphoniques—Suite 


LAND AND CABLE TELEGRAPH LINES, LOWER ST. LAWRENCE AND MARITIME PROVINCES, 
ETC.—Cone. — LIGNES ThLEGRAPHIQUES ET CABLES SOUS-MARINS DU BAS ST-LAURENT 
ET DES PROVINCES MARITIMES, ETC.—Fin., 


Cable repairs by crew of Tyrian:—Materials, $402.35; miscellaneous, boat hire, 

$678.50, eae $535.08, freight and cartage, $295.38, fares, $223.70, sundries, 

SIGLS5 lek eee een TS ANS OR 2 uo nee Mm teieptaeegt = hye Banta e fe a at ans iets oleate 2,296 36 
General:—Telegraph inspector, Maritime Provinces, G. A. Edwards, $2,760; 

travelling expenses, $1; materials, etc., $24.92; printing and stationcry, King’s 


Printer, printing, $682.10, supplies, $463.77 ......... cee ee eee eee eee eeenees 3,931 79 

Total (see Summary — voir Sommaire, page V—170)........-.--2eeee- $ 194,636 98 
Classified as follows — Classifiées comme suit:— 

Salaries and “Wagess:. clive oo cadhs guises dae vin sais Lele ate 126,784 03 

Travelling Expenses, aise. teem tae= Gisetwere bee o piek ee ease WECM owiehe ea 933 51 

Materials, Supplies,.. Repairs, General ay. 5.0.45. 36 ob) oe cle aisle Oe 49,585 88 

Materials, Supplies, Repairs, New Autos, etc.........cceceeeeees 785 81 

Printing anid) Stationery ead & wie a. eece 188s" /elhonrn od bolas ie ic 5 cals 1,145 87 

Miscellaneous .......... att a iek lal bel § fale HERR bos Ree SRS eC RE 15,038 63 

Other “Outlay tis tls: elie tees Came a PU Tp clas Ee, WN sk tity o hake bk mu aur © 100 00 

Acdgustimente 3% ee eh cies Bie s ace dan Saar v opepae pteiatgstie ake 9) A OrereINaEs 263) 20 


SASKATCHEWAN & ALBERTA 


Superintendent’s office, Edmonton: divisional superintendent, J. D. Noel, $3,600; 
general inspector, J. S. Macdonald, Apr. 1-Feb. 19 (retired), $2,829.82; steno., 
Mrs. M. E. Paterson, $1,320; clerk, J. A. Mason, $2,100; relief operator, J. T. 
Callahan, Apr.-Aug., $825; acting store clerk, $60.96; travelling expenses, J. T. 
Callahan, $72.55, J. A. Mason, $17.45, J. S. Macdonald, $58.35, J. D. Noel, 
$368.35; car repairs, $143.75; gasoline and oil, $121.28; garage rent, $72; 
telephones, $123.39; p.o. box rent, $8; stamps, $107.50; telegrams, $57.58; 


BUNALICS, LSLAS.O8)s. «ie oiaieix haute oi) dy bows RGA Re CA Reoeeclaen ae. ures h. Cle alga ieee 12,004 56 
Assiniboia, Sask.: ‘accounting, $180; battery service, $120................c cece 300 00 
Battleford: lineman, H. C. Rogers, Apr.-May, $260, reliefman, $100.65; line work, 

$60:50.; LotiCe Pe paiNe, 914,92 ctor aber (o: seslahe-oreboutoieal tle cehh fete cies Gibbet ta aneelndet el nee 500 87 
Beauval: agent-lineman, J. F. Dupuis, $1,620; fuel, $69; linework, $246.33; 

kerosene, $40; ‘office rent, ‘$180; exchange; i: GL.00). ci: ¢ccie = ws0ld oily le o's bin Matar eeayetehe see 2,156 83 
Cochin: agent, Mrs. M. Langlois, $1,476; fuel, $134.20; sundry supplies, $23.12; 

rents ($240) ox. Bb 'e shee Puc M Rel Sices SC CR X 2s ahaha tiled sl operated abate eee ee 21 0ftbere Wie LSia: 32 
Glaslyn: agent lineman, $1,560 (quarters $180 not included); linework, $173.80; 

fuel, o136:40ychay,. 103) SUBOTICS NAG 1 O10 2inu s tented boss A + abovactenit. Ads. dec oRhane 2,019 72 


Green Lake: agent lineman, J. M. Regan, $1,620. (quarters $180, not included) ; 
reliefman, $187.26; travel, L. M. Marion, $74.50; linework, $87.85; fuel, $60; 


HOvael eed S120 > Sundries) Ha4 o's aiew apis Sesie eke bold + a]tue sie thee iliiele es whee eee 2,173 61 
Ile a la Crosse: agent lineman, V. Gauthier, $1,740; linework, $58.75; wood, $110; 

FASONUS, WsoUEOU:” LENG” Ga20 piss treet a aay takes agihees alt occ rak ais sane Ries +. ee eee 2,086 25 
ViTnor rent.meearcn; 1930. CN0e) Rk Tee Ae ee, feta oe ae ee ee 5 00 
Dioydminsters accounting, 61208" hnework. “$17 50". 2 ub) acts eae nie ce 137 50 
Loon Lake: agent, H. Realff, $1,620; linework, $56.98; fuel, $80; rent, $180; 

BUBATICS, GLOBO erie ais thle to ts we a SM ae ole co a ils aUe OM aah ne? GUAR ee «tee OF sa 1,966 28 


2 


$945; lineman, H. C. Rogers, June-Mar., $1,300; reliefman, $78; linework, 


916915; fuel, $75; «moving office, $65;\"sundries, $44.250.).....2505. .. 0. ove ooee 3,216 40 
North Battleford: agent, $360; battery service, $120; postage, $5...............000% 485 00 
Onion Lake: agent, R. Hodgson, $1,476 (quarters $180 not included); fuel $75; 

coal oil, $12.15; stamps, $6; water, $37.50; telephone, $25.............eee0. 1,631 65 
Willow Bunch: agent, M. A. Noel, $1,476 (quarters $240 not included); fuel, 

$278; water, $36; stamps, $6.50; light, $30; sundries, $47.65.................. 1,874 15. 
Wood Mountain: agent, H. E. King, $1,476; linework, $297.62; fuel, $64.25; rent, 

SISOS CUNIEIGs, MeO BET do: ss oc gue etn ot arate ete ee ee eee 2,027 12 


5,896 46 


Beaverlodge: agent, J. H. Murphy, $1,560; fuel, $87; rent, $240; light, $14.20: 
postage, $15; water, $21; telephone, $39; sundries, $24 ......c..cccccccccee 2,000 20 
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Vote-Crédit 298 — Telegraph and Telephone Lines—Con. — Lignes télégra- 
phiques et téléphoniques—Suite 


SASKATCHEWAN & ALBERTA—Con.—Suite 


Calling River: agent lineman, G. T. Monson, $1,560; fuel, $60; linework, $511.55; 
BUNA Lies, WSLS ROAM. Doe ke ace werleletalaye ol n:0)9, nl 90a a tereypin ai aveie stun minis ois oo si sunisieue’d & als 
Edmonton: agent and circuit manager, P. R. Elmer, $2,100, overtime, $6.30; 
operators, L. J. Bolton, $1,845.03, A. Vaillancourt, $1,379.99; lineman counter 
clerk, R. L. Thoman, $1,500; messengers, C. Noon, $660, G. L. Potter, $594.35; 
reliefmen, $624.47; linework, $358; office furnishings, $92; extra listings, $12; 
stamps, $52; rents, $400; telephone, $62.05.......-sscenccencccceieee aimee ole 
Fairview: agent, J. G. Bryden, $1,560; linework, $30; fuel, $148; rent, $240; 


6.0 6 6 5ete oe a 8 6'te? © Oo 46? Ua es Se” lf oe eee 61 6 6 6 tee ee € Cl e%e! o's S: 1S 0/6) 0.66 "eo Bie'e ese soe s. €Fe''e © © (0/70! 


Grouard: agent, J. Peers, $1,560 (quarters $240 not included); lineman, R. 
Goodwin, $1,620; linework, $673.15; fuel, $60; sundries, $76.83............ 
House River: agent lineman, W. J. Lee, $1,620, (quarters $180 not included) ; 
reliefman, $92.90; linework, $39.20; team horses, $130; horse feed, $147.35; 
SUNATI1ed, 4. SSLOONREs 1 daca Sh » aches eteialede so VAI (St sia a AO aIG'S «areca salah Bieta He 


expenses, $435.40; fuel, $137.50; sundries, $150.92. .............seesccrerens 
Keg River: agent lineman, P. H. Moore, Dec. 10-Mar. 31, $500.80, travel, $17.25; 
office furnishings, $81.20; general equipment, $430.64; keep of horses, $414.35; 


BUNATICS,» $US.S0 a ds emten spo oF © clahe o bpm opergiein's noloneneeme tt ictiyern e caaguete eat tage 
Lac LaBiche: agent, G. T. Brown, $1,476, overtime, $5.72; fuel, $80; rent, $240; 
BUNGE eS STO ie Cen ahtn eat AO Lita te mst el pCeks eave wyvelhe ody sce Mae olin bose + 
Mirror Landing: agent lineman, A. McLean, $1,560 (quarters $180 not included) ; 
reliefman, $179.34; linework, $335.25; fuel, $45; sundries, $21.87.............. 
Mooswa: agent lineman, A. Bowtell, $1,476 (quarters $180, not included); relief- 
Mau, @plouco line work,” So0.8o; “inehe $0880) oo 0 eis eas «k's s Sapalig eb wie sles etw.s 


Notikewin: agent lineman, F. E. Blewden, Apr. 1-May 4, $152.42, J. R. Bowie, 
May 5-Mar. 31, $1,467.58; travel, J. R. Bowie, $32.65; linework, $59.90; fuel, 
SAU Pen Ge U2 RUMI LTO rp Lon PO ee tits a7 g) leteeeein bial od Maldas  oiglace, ecale ater the ‘nw 

Peace River: agent, F. J. Colmer, $1,824; lineman, F. Anderson, $1,620; relief- 
men, $421.07; linework, $383.20: fuel, $264.84; rent, $20; telephone, $39; light, 
See GUNES S72 Or ala keaton sa get ay Cate ene ee odes s Oe 

Pelican: agent lineman, M. Sing, 10 m. to Mar. 31, $1,350; reliefmen, $270; travel, 
J. Von. KRostot, "$25:80¢' ‘inework, $318.65; “rent, * $1800). 6.8 es7. a eT 

Plamondon: agent lineman, W. Hood, $1,476; linework, $462.29; fuel, $56; rent, 
S240 = PUNGE IOS Kao cL Ge bes wel aWls ON Neate a aie Ga gt Diol Oho? Muasele a ado, « hbtd bone) ease at 


$1,560; linework, $490.60; fuel, $38.50; rent, $300; sundries, $34.15........ 
Rolla: agent on commission, $545.45; rent, $180; sundries, $5.25.............. 
Slave Lake: agent, D. EK. Buck, $1,560 (quarters $180 not included); lineman, 
binge aun $1,560; line repairs, $731.25; fuel, $133; rent, stable, $60; sundries, 
Spirit River: agent, R. C. Chisholm, Nov.-Jan., $390, A. C. Egan, Apr.-Oct., 
Feb.-Mar., $1,170, overtime, $2.79; lineman, L. J. Harrington, $1,560; reliefman, 
$84.29; travel, J. T. Callahan, $31.90, R. C. Chisholm, $3.25; linework, $340.15; 
fuel, $72; rents, $255; telephone, $39; light, $14; sundries, $116.29........ 
Taylor: agent lineman, R. H. Neilson, $1,620; linework, $320.55; equipment, 
$205.00 7 Pelee SOAS . yaaterisiblas daoe OP, MUS. amelie. RON: Petes os ee eee 
General: agents on commission, $1,007.72; travel, J. P. Meehan, Pelican-Edmonton, 
$50; line supplies, $530.80; printing and stationery, King’s Printer, printing, 
$264.09, supplies, $473.39; freight, express and cartage, $905.64.............. 


Total (see Summary — voir Sommaire, page V—170).............0.06- 


2,152 40 


9,686 19 
2,032 79 


3,759 35 
2,396 05 


_ 1,380 47 
1,531 45 
3,931 47 
3,989 98 


2,061 05 
4,065 94 


1,543 04 
1,817 72 
2,141 46 
1,824 94 


1,881 80 


4,686 49 
2,144 45. 
2,261 37 
4,049 01 

730 70 


4,213 98 


4,078 67 
2,407 94 


3,231 64 


Part VW—154 


PUBLIC WORKS—TRAVAUX PUBLICS 
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SASKATCHEWAN & ALBERTA—Oone.—Fin 


Classified as follows — Classifiées comme suit:— 


Salaries and Wages ..... aN ee ey oe RN eR a Hela ate tee eee + 920903 85 
‘Travelling Mxpenses lO She AS On et. Ate ges melidia 2 pence arene 768 30 
Materials, Supplies, Repairs, "ete. ; ; 
New? Autos “and Aute* Repairer ee. tiv ve ne ieee aes 143 75 
Creneral (5 eo. aes tS BEd PO, Been id Ue S Teche Ea etd, Soh Nave kee Ng 15,878 53 
Printing and "Stationery ante a Teds Sede Xs Sate tatade te te biti SUR stale Rese Ann ae 737 48 
Miscellaneous’ & 6 ty an koe nD, OE Pe ETO, FOO ee eee 6,733 36 


$ 116,355 27 


VANCOUVER ISLAND DISTRICT — DISTRICT DE LiLE DE VANCOUVER 


Divisional superintendent’s oftice, Vancouver: superintendent, F. W. Dowling, 
$3,600; chief clerk, C. H. Mead, one m. at $1,620, 11 at $1,800; revenue 
accountant, N. lL. Homan, $1,620; bookkeeper, H. C. MacLeod, $1, 200; clerk, 
ae Lloyd, 6 m. at $1,140, 6 at $1. 200, reliefman, $87.15; stenographer, WV SAL. 
Troughton, $960; removal expenses from Kamloops, F. W. Dowling, $239.66, 
N. L. Homan, $46.50; rent, Yorkshire and Canadian Trust Co., $1,584; tolls and 
telegrams, $372. 80; postage, $317.30; telephone service, $135.60; ’ sundries, $172.59. 
Total, $13,290.60, less $3,807.27 charged to: B.C. Northern District, page V—156, 
and less $5,763. 57 charged to’ Yukon’ Lines, page! V—-)58..1; ..00/. 2.0ois, tee. 

District superintendent’s ‘office, Victoria: superintendent, J.J. Doré, salary, $2,820, 
travelling expenses, $281. 73, removal expenses from Prince Rupert, $407.51; 
postage, $258. 55; telephone service, $177.15; sundries, $146.09, less $203.76 charged 
to B.C. Northern Distrietiimage WA -LOAIE, OU OWE UL FA RL ee aang 

Alberni: agt. operator, P. A. Haslam, $1,320, overtime, $2, reliefman, $77; rent, 
$60; telephone service, $48; sundries, SPOT IN WI POUND I EU. DORRIT Te RO Me 

Alert Bay: agt. operator, J. H. Burgess, April 1-Sept. 27, $816.20, S. Wallace, Sept. 
28-Mar. 31, $841.80 (see Campbell River); linemen, C; E. Galley, $1,584, J. 


MeDonald, ($584 > 'reliefmens S20 1255 sundrTes, $70.22. fc eens oe cs ee eo 
Bamfield: agt. operator, W. A. McGee, $1,680 (quarters, $300 not included); line- 
man, A. Hoskins, $1,584; reliefmen, $202.38; sundries, $50.16). 0... ks no eure 
Bowen Island: lineman, F. D. Wilson, $1,680, reliefman, $98; launch repairs, 
SS UIE ECETG CR DOU Ga le a a << eure geet ae ale oo lee CN Meda oa EN Vc Ge ea OES RPGR RIE | 
Camp Bays /hneman, RK. Allan yado84,’ reliekman S999... cee. stg'ctal.. ccm scamuele shonace 


Campbell River: agt. operator, Ss. Wallace, April 1-July 12, $474.19, J. H. Burgess, 
Sept. 28-Mar. ai. $853.80 (see Alert Bay); lineman, Ai McNeil, $1,584, over- 
time, $2; reliefmen, $663.32; car allowance, $113: light and rent, $209: telephone 
service, $48: sundries, $88.20 Fe Mia 5 (EY iw Aan oe EON: REAM. Raed o 2 Ae ORM Ee eects 5a 

Ganesmeott. lineman, A. Spencers. ec cis. aielbies « LAs Gik Wao ctalt yn ete) eae 

‘Carmanah: lineman, hs Matthews) .$1,584, preliefmane $150,830 s 4.408). 1s onde eerie 

Clo-oose: agent on commission, ©. EB. Holl day, $88.81, Mrs. C. E. Holliday, $65.92; 
lineman, iD. Holliday, $1, 584, reliefman, $90.41; sundries, $6... We cherish abgens 

Coal Harbour: agt. operator, WW Th Hillier, $1,656; Hneman, E. J. Olsen, $1,584; 
reliefmen, $281.22; rent, $62; sundries, $9 sade dedenaey « BEA, EB. aoe ade Wed 5 Ae 

Cortez Island: agent on commission, K. Petznick, § $35.95; lineman, H. M. Daniels, 
S192*. sundries ing.68.. 0... see ods een OTR eg 2a eee ee EO iO. 


Courtenay: agt. operator, J. Aitken, $1,584, overtime, $2, reliefman, $94.66; light. 


and rent, $128.10;, telephone service, 7 $483 | sundries) {S775 lever Sec. SES 
Cumberland: agt. operator, J. Robertson, $1,584, overtime, $2, reliefman, $92.40; 

telephone’ serwide 148 . sty Pe es. QUEST See Todt. ree es SE eae 
Duncan: agent, H. W. Bell, $1,020, overtime, $2, reliefman, $57.58; sundries, a 12 
Kstevan: agt. lineman, H. Bigmore, y. (less 9 d.), $1,554. 19, reliefman, $119. Dox 
Giabriola Island: telephone SEWVICELS . thd PR APM Og Be. cM OTA ated Se ase. wete eee 
Ganges: agent, F. M. Aitkens, $1.020, overtime, $2; phone opr., G. Borridaile, 

$900; lineman, J. Horel, $1,584; reliefmen, $299.48; car allowance, $120; rent, 


$95.50; Sundress raises Oe, OR me IND, Bk, Lakes le petlameraeesee mete ante a 
Granite Bay: agent on commission, H. J. Bull, $10.66; lineman at $96, J. A. Bull, 
POSe ee. J. Bull ebB ick aca oP eee ce le aE, Re), I aetna NLS 5 Aen 
Hardy Island: lineman, TI. B, Brazil, $120, commission)ag arent, iS8.8S isn wes le ws 


Jacksons: agent on commission, Mrs. M. Jackson, $8.84; lineman, E. J. Myers, 
Shier,  reretman, Glo2.cas reat Lallawance, SLO e ses ede wlan cles oop aime leeds 


3,719 


3,887 
1,519 


5,097 
3,516 


1,901 
1,673 


4,035 
660 


1,734 


1,835 
3,585 
231 
1,874 
1,726 
1,108 
1,673 
59 
4,169 


106 
128 


1,865 


76 


27 
71 


47 
54 


ry 
99 


51 
00 
88 
14 
22 
63 
51 
40 
70 
42 
40 
13 


66 
88 


56 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
te IS SEES EEN SS ESLER ENS SALEM ERTS ALAR T Bs aE ee RANT OO Ne NCREIF 


Vote-Crédit 298 — Telegraph and Telephone Lines—Con. — Lignes télégra- 
phiques et téléphoniques-—Suite 


VANCOUVER ISLAND DISTRICT—Con.— DISTRICT DE L’ILE DE VANCOUVER—Suile 


Jordan River: at on commission, Mrs. J. E. Lee, $187.34; lineman, E. R. Hor- 
ies y.- (less 3 d.), $1,571.23, reliefman, $12.77; car allowance, $120; sundries, 
Long Beach: lineman, M. A. Haugen, Sept., $16, G. A. Jackson, April-Aug., $80 
G. Maltby, Oct. -Mar., SORE Me tice dees Le s0 Cs) «RMON e on DAL, poe | Dectoy, 
Lund: agent on commission, H. W. Thulin, $28.52; agt. lineman, B. Hodson, $1,584, 
reliefman, $93.87; rent and light, $102; sundries, PO ok. Leche Re Rud than hvete 
Nanaimo: agt. operator, H. W. Spencer, $1,680, reliefman, $94.84; telephone 
pervice,.. SOO sundries SAO Sau Oe A Je OFM, ES LL TS ei 
Nelson Island: lineman, J. Wray, $288, commission as agent, $10.23............ 
North Vancouver: agt. operator, E. C. Williams, y. (less 3 d.), $1,187.09, relief- 
man, $82.65; messenger, E. Cates, $420; telephone service, $58.80; postage, ST ih 
Pachena: lineman, Ao AL Lynn, a 5844) neliet mya Wy POOR cs ceieneeie ons. ae cli ve 
Parksville: agt. operator, D. Mitcheli, $1,680, overtime, $2; lineman, T. Hirst, 
$1,584; reliefmen, $284.75; car ailowance, $120; rent, $96; telephone service, $42; 
sundries, yD APE CaN ai ck hee as callebis, OU, tey nin «Fed Gee SN oes GAG Gar Gd LRT 
Pender Harbour: agent on commission, T. Dames, $168.54; lineman, V. F. Dunn, 
ONES AEN SR By) CSI We Teal RE RES a ne MRR Oni gt hk ey a aa re Pat 


> 


Port Alberni: agt. operator, E. G. Ayliffe, $1,680, overtime, $2; lineman, W. Crow- - 


“eat $1,584, overtime, $2; reliefmen, ee DAs telephone service, $48: sundries, 
OBE, SRI es Eo One REAR OOM eee ea ere ee a Ae ek 
Port Renfrew: agt. operator, W. Harvey, y nehenal 5. d.), $1,562; lineman, AY, Allan, 
$1,584; reliefmen, $212.62; rent, $60; auhdthes: $43.70 Bhai) s APS tame eee ates, rian 
Powell River: agt. operator, J. L. McDougall, $1,680, overtime, $122.64; lineman, 
W. A. Loiselle, $1,584; operator, J. Mighton, Feb. “Mar., $180, overtime, $3.04; 
clerk-messenger, J. Mighton, April- Jan., $550, overtime, $1, E. Donnenworth, 
Feb.-Mar., $110; reliefmen, $153.06; car allowance, $120; rent, $300; telephone 
service, 5 m., $22.50; payment for medical services, etc., for accident caused by 
fallen wire, $70; sundries, reg ARN RN dl SL OT AD, (eR aR 
Quathiaski Cove: agent on commission, W. E. Anderson, $325.87; lineman, E. 
Anderson, $462; sundries, $8.50. 2.05. Misi teat ea Med Mae eee aa nathan bei a 
Riley’s Powe lineman, C. 8. Dixson, $1584, reliefman, $92.40; sundries, $7.70...... 
hock. Lays: act. lineman, L. Pence, $1,656; lineman, C. Creany, $1,584; reliefmen, 
ONG eM. OU SULORCSiy SOO) sw alegiae: ote Hee oe ee OEE Co ee 
Panes NING UNu Ne VIR, oe are is trot oa cabal d 0's, a pitts MMMM REL Honey aenaes cg tote tae 
Sechelt: agt. lineman, G. B. Wood, $1,584, reliefman, $97.94; lineman, G. West, 
$1,584; travelling expenses, G. West, $69.25; rent, $84; sundries, $184.89.... 


Sides eimneman, J. kr. lee, o1,0045 SUNdTICSy SOO teers oc alin © hekiene 6 AMstie 
Sooke: agent, I. Milne, $900; phone opr., A. Milne, $720; reliefmen, $93.53; rent, 
$62 ; sundries, $32. ee eee een ie nti nr eee ae on ee 
Squamish: agt. operator, E. 8. Reeve, $1.680, overtime, $2, reliefman, $95.90; rent, 
$186; sundries, sR het Ct ah PNA a/c phon Lbolinr coe QORM MMbC» aepede tach lc lC YONA UM es (SdA Geel hs 
Tofino: agt. poiens F. C. Garrard, $1,584 (quarters, $150 not included), relief- 
man, S115. 40; sundries, OL ODOM ier oR, ot ee tephra ina it DE MN onan RMS ea 


Toquart: agt. lineman, GG: Godson, $1,584, reliefman, $51.86; sundries, $11.79. 
Wehnekctesit: agt. lineman, A. H. Beliaran $1, 584, overtime, $2, reliefman, $89. 49. 
RUGCL CSO LIN DU Gawd bien be Gaek dare ebae meade, Brun cubed. dae eee 


Ucluelet: agt. lineman, H. J. Hillier, $1,584, reliefman, "$930. 22: rent $102 sini 
Union Bay: agt. operator, F. Brown,. $1,584; lineman, A..C. Cote y..’ (less -3:.ds)., 
$1,571.23; reliefmen, $109.68; car allowance, SlQO;eumdriess $9.50 ue... gad ehale 


Vancouver: manager, J. McNeil, $2,016, overtime, $83.20; operators, L. E. Kennedy, 
y. (less 1]1.d:); $1, 510.48, overtime, 614,94). Dae St McKenzie, May 26-Jan. 22, 
$1055.28, overtime, $43.04; bookkeeper, V. Abbott, April 1-Aug. 10, $432.26, 
retiring ‘leave, $232.19, EK. Hendren, Aug. 11-Mar. 31, $767.74; messengers, R. 
Cannell, $660, L. Lacterman, April-Sept., $330, retiring leave, $67.10, A. G. 
Anderson, Oct.-Mar. (less 17 d.), $299.84; general line foreman, H. E. Elsden, 
$1,656; reliefmen, $337.64; travelling expenses, H. E. Elsden, $40.75; telephone 
service, $235.50; rent of two telegraph circuits, $792; rent, St. Francis Hotel, 
Ltd xc 21,2002. postare ses kis s0eveundries? $90 9ditit, Lie AS nie ds cl, ooka dso. 

Mates: islandes ihernmaay Paris | Havel que. Ns... mean . OO SL Led. owe 

Victoria: agt. operator, F. C. Munn, $1,920; clerk-bookkeeper, F. E. Purdy, $1,680; 
stenographer, I. MacLaurin, $720; messenger, T. W. Moss, $429.37; reliefmen, 
Pei. 12: COME O BV ICR? Blake wee ONL, . Ce ake ce tee CALs. «86, etltelaaes Geral, 


1,895 
192 
1,846 


1,885 
298 


1,755 
1,764 


3,886 
1,841 


3,086 


3,462 


09 
00 
89 


719 
23 


54 
40 


54 
96 


61 
32 


62 


50 
00 


49 
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Vote-Crédit 298 — Telegraph and Telephone Lines—Con. — Lignes télégra- 
phiques et téléphoniques-—Suite 


VANCOUVER ISLAND DISTRICT—Conc. —- DISTRICT DE L’iILE DE VANCOUVER—F'in 


General:—Salaries and wages: agents on commission, $6,437.45. Travelling 
expenses, $125.75. Materials, supphes, repairs: gas and oil, $1,248.16; batteries, 
$556.44; zincs, $306.35; bluestone, $276.25; telephone sets, $235.25; sundry line- 
work supplies, $831.04. Miscellaneous: rental of telegraph circuit between 
Vancouver and Nanaimo, B.C. Telephone Co., $1,200; cartage, freight and 
storage, $534:72i:) sundwids, . SU457Acistsk tie a. RRR E ee ol id bloke msclvre whch atetele ela <td 


11,897 15 


128,915 44 


Less—Canadian National Telegraphs and Canadian Pacifie Telegraphs, propor- 


tionate cost. of North: Vancouver officeseciauics «Rane. rater. clvneaneueil. ot 
Total (see Summary — voir Sommaire, page V—170)..............208- $ 
Classified as follows — Classifiées comme suit:— 
Salaries \and/Wagéwns:.cvadgein. ok nee? MISE Ereema A Wes: 116,071 54 
var ciling: MX penses.n oc tcuute cia SUL Gil. wins Ge SeMgk Oe 6 MAS aA 535 43 ° 
Materials, Supplies, URepairsjretc. nh 2Os.cuuets BL eee ag 4,422 46 
Mise elaReaugy cB. Ja Cie eile. 100 a elie te co be Meat gc Ohchan Rie Ecce mine eas 7,816 01 
Other Outlays 2. WW0s yin wees SN eRe, Bae 70 00 
128,915 44 
Less-—A djustimentionl: acti te ls Sees EE gels oe ora a he 1,080 00 


$ 127,835 44 


BRITISH COLUMBIA — COLOMPBIE BRITANNIQUE 
NORTHERN DISTRICT — DISTRICT SEPTENTRIONAL 


Divisional superintendent’s office, Vancouver: detailed with Vancouver Island 
District, pare oVi— Loe) S.C AT Oey chee els din's pele eels & ang sity GAARA in eRe tc here 
District superintendent’s office, Ashcroft: dist. supt., W. Dee, salary, $2,820, 
travelling expenses, $445.65; auto repairs, $437.62; postage, $104.25; sundries, 
$42.82; less $1,824.40 charged to Yukon Lines, page V—159.........ccccececseee 
District superintendent’s office, Prince Rupert: dist. supt., O. Landry, salary, 
$2,220, travelling expenses, $488.20; postage, $93; telephone service, 6 m., $23; 


sundries, $130.83, less $1,274.81 charged to Yukon Lines, page a Bes spi ead 
Aiyansh: opr. lineman, H. W. Butler, y. (less ap qa), ans 693. 55, temp. opr., $106.45, 
linework, $572.50; rent, $60; sundries, BGS ecays ates s.2 bere ots eee eee 


Alice Arm: opr. lineman, J. C. Studdy, April 1-Aug. 11, Oct. 20-Mar. 31, $1,461.29, 
overtime, $5.60, S. Benton, Aug. 12-Oct. 19, $338.71 (see Maple Bay); linework, 
$1,282. 70; Bec, SLSOTMSUNGEI eR TOOT the ee ee ok ce era ee ole te elere ae aaa eeen eee 

Anyox: opr. lineman, E. G. Brown, $1,872, overtime, $37.49, reliefman, $330.03; 
rent, $180steundries, SLTLSOi sae h oe Pea, AP ras. PE EEO, Bienen , 

Atnarko: agt. operator, 8S. A. Courtney, April 1-Sept. 11, $740.60, W. V. Bowron, 
Sept. 12-Mar. 31, $915.40; linework, $118.40; sundries, $77.40...........0ce.02. 

Barkerville: opr. lineman, R. L. Muller, y. (less 4 d.), $1,187.10, overtime, $1.44, 
reliefman, $156.23; fuel, light and postage, $655, sundries: $10 <n 4<4 «tne woken 

mek Coola: agent on commission, A. C. Christensen, $468. 01; rent, $120; sundries, 
BOLLS... wiseintptetabe rats MAW Ld 0, Ra LBeieh sdod oly tis SRV GREIAIOLE bho, Ooaeehn ba ee tee «ia SIE eee) ane 

Dead Tree Point: opr. lineman, R. G. Emmerson, April 1-Oct. 3, $121.94, N. Smith, 


Oct: 4-31, $38.06s,C., A. . Moses} oNowi- Mare Sl00sisax ede eset. atheckele neta 
Haysport: opr. lineman, Dp, Fraser, $1,800, reliefman, $268.39; launch service to 
adjoining canneries, 6 m., $180; rent, $90; sundries: $145 Adin... PR. nae 


Hazelton: local manager, S. Kincaid, April- Sept., $1, 020, 2 m. leave, $340, overtime, 
$45.09 (see Yukon Line, Ashcroft), A. S. Irvine, Oct.-Mar., $1,020, overtime, 
$26.25; night operator, ‘AS: Irvine, April 1- July, 14, leave July 15-Sept. 17 
(less 3 d.). ,$896.54, overtime, $55.63 (promoted), F. Halliday, July 15-Aug. 
10, $142.84, overtime, $24.79, E. R. Cox, poetry, 31, $1,259.10, overtime, 
$56.49; day operator, E. R. Cox, April l-Aug. 10, $677.56, overtime, $42.40, H. F. 
Halliday, Aug. 11-Sept. 12, $168.89, overtime, $24.01, A. S. Irvine, Sept. 13-15, 
$15.68, L. Bain, Sept. 15-Mar. 2 (less 74 d.), $827.59, overtime, $33.45, H. B. 
Birch, Mar. 5-81, $136.52; clerk messenger, J. Smith, $960, overtime, $2, relief- 
man, $160; line foreman, W. Blackstock, $1,728; limework, $94.25; less $4,832.46 
salaries char ged to Yukon Line, page Noe ek IO AT N rn Aon ea 

Kleena Kleene: opr. lineman, S. H. Colwell, se 656; poles, $525; linework, $319.34; 
BUT es, BE OO cre crates ro. rere ad rected be Sw let Sk ite eter acer a tesa ee 


1,080 00 


3,807 27 


2,025 94 


1,680 22 
2,497 04 


3,335 30 
2,991 02 
1,851 80 
1,417 77 

628 19 

240 00 
2,483 90 


4,924 62 


@ 
2,504 94 


\ 
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Vote-Crédit 298 — Telegraph and Telephone ‘Lines-—Con. — Lignes télégra- 
phiques et téléphoniques—Suite 


BRITISH COLUMBIA — COLOMBIE BRITANNIQUE. 
NORTHERN DISTRICT—Conc. — DISTRICT SEPTENTRIONAL—Fin 


Lillooet: opr. lineman, W. S. Bouvette, $1,728, overtime, $2; exchange opr., L. 
Santini, July 4-Jan. 3, $390; linework, $399.25; rent, $120; sundries, $155.22.... 
Lytton: telephone agent, M. EK. Drewett, $300; BUNGIE SLUT Oe sae eee 
Maple Bay: lineman, 8. Benton, April 1-June 15, July 16-Aug. 11, Oct. 20-Mar. 31, 
$1,210.16 (see Alice Arm), C. F. Harrison, June 16-July 15, Aug. 15-Oct. 14, 
$411.77, J. R. Gaskell, $1,656; launch repairs, $452.63; linework, $128.50; 


Port Essington: agent, Mrs. G. A. Taylor, April-May, $30, J. M. Smith, June-Mar., 
$150; gratuity tc widow of late agent, G. A. Pag lor .830. 280. ohh FE STOTT 9 


Port Simpson: agent on commission, R. Boyd-Young, $153.72; rent, $180; sundries, 


Prince George: agt. operator, Canadian National ‘Telegraph, May 13, 1999-Mar. 31, 
TOBE .2ce Vase Sete ke win), PREM Tete ENE BS kOe siinaG: uini book F: 


Sea ce rm ch ot backs tne ch Ss ay ehs 180 91) eRe Sy Toit Ss) a, tet of. sets tere a ove & stcaferle: tele eb e cee eae nionee eee te oe 


Stewart: opr. lineman, S. G. Lawrence, $1,872, overtime, $40.10, reliefman, $323.18; 


linework, $143.50; rent, $360; telephone service, $72 ; sundries, $196.20......... 
Terrace: agt. operator, T. H. Walsh, $1,872, overtime, $72.27; rent, $180; rent of 


accounts under $1,000, $1.239.22; poles, $1,142.99; gas and oil for launches, etc., 
$718.65; sundries, $140.82. Printing and stationery, King’s Printer, printing, 


2,794 
316 


3.955 
529 
2,698 
1,943 
210 
343 
1,695 


9,649 

299 
2,057 
2,880 
3,006 


2.414 
1,149 


2,489 


12,728 
203 


47 


30 


Total (see Summary — voir Sommaire, page V—170)...........000005. 
Classified as follows — Classifiées comme suit:— 

Balgni¢s and. Wages... .., QBS, Nailin SOR THEE. malhjay:, bers 57,662 64 
a rawelling. Expenses ...5... tid EES . ods, 867 40 
Materials, Supplies, Repairs, General. ...../ 0.05 00000000000... 17,086 02 
Materials, Supplies, Repairs, Auto repairs, etc................. 480 27 

Hinting” andi Stationery. (3 eee el ot A ea Be 1,204 11 
Miscellaneous...... 4,024 72 
Other? Ontiaveny: Sr coe. Ne atalalo tay Ro ema. Be Seaweat 9 30 00 
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Vote—Crédit 298 — Telegraph and Telephone Lines—Con. — Lignes télégra- 
phiques et téléphoniques-—Suite 


YUKON 


Divisional Superiniendent’s office — Vancouver 
Bureau du surintendant divisionnaire — Vancouver 


Expenditure detailed with Vancouver Island District, page V—154 


oe ee eee eee eee oe 


Main Line — Ligne principale 


District superintendent’s office, Prince Rupert: detailed with B.C. Northern 
Distract,i page: Vi-s156) 03s. . xine dit AE OLS pRRa ME Fo es SUES AUL OSU RIR A: Cee, A, Ae 

Atlin: agt. operator, J. Ward, y. (less July 22-Sept. 21), $1,212.27, board, $598.64, 
J. 


® SOL TE OPE GP CLES VO Bo er) OR EVet Le. she. 9 Bein e) 4. ne oe bo 9 Je 6 She © 0 & Os celeyp fo Buel 0 oes, Cie éikele elle Pele ellel 6 ¥ he 


OMe © ©, 0; 6) 0) [0 O16 0 10 6} © iso) 0) \e Le) 4, 16, Be ONS, @ 016 heifers &) 0) = 620) «sae! = 6 
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Iskoot: opr. lineman, A. McKay, y. (less Aug. and Sept), $1,200, T. E. Hankin, 
June-Sept., $480, en route, $38.70; lineman, J. W. Morin, April 1-July 8, $358.39, 
G. G. McNeely (see Fourth Cabin), Aug. 20-Mar. 31, $812.58, en route, Aug. 1-19, 
$61.29 (monthly provision allowance $25 and living quarters $15 for each, not 


sf iePe (ARPT e leh oe ef a4) e, eel te) elle feleile! © 0 ‘eo © \'6 0) @ 0 ate ja, ole oes @he 9 \ofs of wt eyenellelet eat te 
oor eee eee ee eee e ree 
Oy j9) © 50.4 eB 01 8 Biel @'Fe. fe ap bl'6 ouen we vale Biel ake nerd Lone: 


D 18) F (0) & 1S 8 ee © 819 BF 0 @ (0 (es 0 peat miele le el ere 6 Keres) fo) .¢ © 61% w'o) 0 eile © 16 @) 08 4heLR Lo 


rf Wrathall, y. (less June 18-July 15), $1,329.94, reliefman, $110.06; sundries, 
106 


BO SOO DMN ye OL RP She © OO Ney Ve Me the: ioe Jolie, (eg ta, 6. ee Lee fe; 1 6 6) Ops © Sieh due: 6 labo tela calla ehete wgeue rahe tele Ge ue. ete el of ubie 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
88ss—=—SSSSa3$m9aBaamS99S9SSS 


Vote-Crédit 298 — Telegraph and Telephone Lines—Con. —Lignes télégra- 
phiques. et téléphoniques-—Suite 


YUKON—Oon.—Suite 
Main Line—Conc. — Ligne principale-Fin 


Fourth Cabin: opr. lineman, R. G. D. Smith, $1,260, reliefman, $210; lineman, R. 
Landry, Mar. 24-May 12, $164.52 (see Echo Lake), G. G. McNeely, June-July, $200, 
en route, 3 d., $9.68 (see Iskoot), A. Beaton, Oct. 4-Mar. 3, $500, on leave June 
19-Aug. 18, $198.06, J. Mailen, Mar. 13-31, en route, 9 d., $90.32 (monthly pro- 
vision allowance $25 and living quarters $15 for each, not included); travelling 


ESOT St SAM Sent SIE APA cl 6 i QP AN Re 2,642 18 
Sixth Cabin: opr. lineman, G. Ironsides, $1,440; lineman, A. McDougall, $1,320 
(monthly provision allowance $25 and living quarters $15 for each, not included) . 2,760 00 


Christy, lineman, leave of absence, $220, sick leave, $302.44; sundries, $18.... 3,642 59 
70,171 43 


Ashcroft-Fort Fraser and Branches — Ashcroft-Fort Fraser et embranchements 


District superintendent’s office, Ashcroft: detailed with B.C. Northern District, 
EONS FC Ie, 9b 1 ame Oe OM ere aim ae ot Tee a cA oUAS | aaa ae se ae ce RC 1,824 40 

Ashcroft: local manager, G. W. McKay, April 1-Sept. 13 noon, $552.50, overtime, 
$20.68 (see Dawson), R. G. Bishop, Sept. 13 noon-Mar. 31, $671.50, overtime, 
$27.93; night operator, J. P. Miller, April 1-Aug. 6, $407.61, overtime, $47.50, 
E. Burchell, Aug. 9-Nov. 30, $363.72, overtime, $34.16, S. Kincaid, Dec.-Mar., 
$388.80, overtime, $9.60 (see B.C. Northern Dist., Hazeltom): dav onerator, R. G. 
Bishop, April 1-Sept. 13 noon, $507, overtime, $26.37, J. P. Miller, Oct.-Dec., 
$280.80, sick leave, Sept. 23 d., Jan. 84 d., $105.12, overtime, $8.77, L. T. Buchanan, 
Sept. 16-30, Jan. 1-27, Feb.-Mar., $315.52, overtime, $8.44; asst. day operator, 
J. H. Berry, $864, overtime, $47.34; book-keeper, M. Richards, $1,200; exchange 
operator, E. Adam, $900; messenger, K. C, Wilson, $361; general foreman, A. J. 
Woodburn, $1,980; lineman, 8. T. Marsden, $1,800; reliefmen, $268.79; travel- 


ling expenses, $36.40; upkeep of car, $271.71; sundries, $116.91................ P6227, 14, 
Blackwater: opr. lineman, J. Withrow, $1,800; sundries, $79.41................0. 1,879 41 
' Bobtail Lake: opr. lineman, D. C. Hagerdon, y. (less 11 d.), $1,746.77, reliefmen, 

BIO LU Ls RUDI DISS TO GOUAO Seiten ahs , eee. as EIT CEN ee i ats ate atid S08 hee 2.3297 11 


Clinton: opr. lineman, A. 8. Gillespie, y. (less 4 d.), $1,708.80, overtime, $4.56; 
asst. and messenger, N. H. Gillespie, $361; reliefmen, $262.80; linework, $102.05; 


Lent, S120; BUMATICAS SOO CULATION ee RRM Urata MR Ue cat ale ta 1 Mo Se 2,612 60 
Endako: opr. lineman, H. LeDuke, $1.802; messenger, $30.52; linework, $292.47; 
Premera Paee U CUTER TOE le Riek ac hota) Ais occ e oe aE la ee wake, oC vie Be 2,286 63 


Quesnel: opr. lineman, L. LeBourdais. y. (less July 30-Aug. 29 and. Sept. 1-15), 
$1,575.01, L. T. Buchanan, June 16-Aug. 29, Sept. 1-15, $446.27 (living, quarters 
at $10 per m., not included): asst. and messenger, K. TLeBourdais. y. (less 
Aug. 9-29, Sept. 1-15), $324.68, C. Butterfield, June 28-Aug. 29, Sept, 1-15, $77.06; 
linework, $120.25; telephone service, $36; sundries, $242.20.............e00000- 2,821 47 


Soda Creek: opr. lineman, G. Grinder, $1,728 (living quarters $60, not included) ; 


linework, $324.75. ... CAE RD Ge tere ee Cree Mee ee EN 2 ER SMe ier gy (aay, ow yeh 2,052 75 
Vanderhoof: opr. lineman, L. R. Seldon, $1,800; linework and poles, $342.12; rent 
Piece e iin Olan Wen Arlee GGG 0, 60). Vin gk ii Mi sec NU LOM EAN Cy 2,402 41 
One Hundred Mile House: opr. lineman, J. Foster, $1,728, reliefman, $190.45; 
inlework, S200k>; rent, $60: suridries, $58.30i yo... ic5 5. Uaalens ose be oboe own 2,238 60 
One Hundred and Fifty Mile House: opr. lineman, S. H. Patenaude, $1,800, 
overtime, $4.66; asst. and messenger, C. Patenaude, $360; reliefmen, $258.12; 
linework, ‘etes S10b.10ee Tent SI20 ste oc chute kame a. ton ooaas AP Se HOM oe Ae 2,643 88 
. 84,713 43 
General — En général 
Salaries and wages: agents on commission, $308.75. Travelling expenses, $199.90. . 508 65 


Materials, supplies, repairs: Hudson’s Bay Co., linework, $429.10; W. H. Malkin 
Co., provisions, $4,163.69; Northern Electric Co., linework supplies, $1,698.87; 
Province of British Columbia, clearing and improving trail, $4,336.25; accounts 
under $1,000, linework, $4,160.14, bluestone, dry cells, poles, etc., $992.77, build- 
ing materials, utensils, etc., $777.23, snowshoes, etc., $201.40, sundries, $244.62. 
Printing and Stationery, King’s Printer, printing, $449.21, supplies, $794.83..... 18,248 1] 


. 
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PUBLIC WORKS—TRAVAUX PUBLICS 
epee i ca oes ce eo aera oe ee 


Vote-Crédit 298 — Telegraph and Telephone Lines—Conc. — Lignes. télégra- 
phiques et téléphoniques—Fin ) 


YUKON-—Cone.—Fin 
General—Conc. — En général—-Fin 


Miscellaneous: packing supplies, G. M. Beirnes, Hazelton to Second, Fourth, 
Sixth and Eighth Cabins, $5,260.42, short hauls, $176.25; freighting supplies, 
Hudson’s Bay Co., Telegraph Creek to Echo Lake, Iskoot, Nahlin and Shesley, 
$3,000.76; pole and wire rental, Canadian National Telegraphs, y. to Sept. 30, 
1931, $1,078; cartage, express, freight, etc., $1,545.44... 1.06. cece cece eee eee eens 11,060 87 


140,466 06 
14 75 


Less—Refunded by P. Doyle for damage to line......-.. see eee eee creer teers 
Total (see Summary — voir Sommaire, page V—170).............6.-, .$ 140,451 31 
Classified as follows Cladaifiedeeontiwe suit: 222 aiohiwis yolvil bigs SS: eneblin Holeeeoene 
Salaries and: Waves As HNE. i882 Oe RO, BA. a Oe... 96.150 77 
Travelling Expenses. TR i RO es ave Bios oy chug ede ct takai Mahe rane 1,321 60 
Materials, Supplies, Repairs, General... ...... 2. se eee eee ee eee eens 25,087 66 
Materials, Supplies, Repairs, New Autos, etc. ......-..eee ee eeees 289.57 
Printing and. Stabiomer ys nis. ice iss oieie ohemnae els. s breve 9 okib le 2 teense 1,244 04 
Miscellaneous .eil). 27 9lFes .u A Oe, « Re ea tae. idl oa see Me = 95% 16,379 42 
140,466 06 
Less—Adjustmentiys onde) WIGS C6 «tales Sls 0h Shee chereteibts,« <a 14 75 


$140,451 31 


TELEGRAPH AND TELEPHONE SERVICE GENERALLY 
SERVICE TELEGRAPHIQUE ET TELEPHONIQUE EN GENERAL 


Grand Anse-Maisonette Telephone Line:—New Brunswick Tel. Co.: annual allow- 


ance for maintenance Of ne ay Sie. ee POL sn yal s whe VRE CRG eae. 225 00 
Manitoulin-Cockburn Island Line:—Repairs........ cece cece cece eee cence eee ees 21 00 
Pelee Island Cable:—Agent, 12 m. to Feb., 1931, $100; cable repairs, $1,753.02; 

telephone’ tolls, 62.30.2555 325 eee) ee TERI Ne, aS Ze wis el LEILA aarti 1,855 32 


Timiskaming line:—La Cie de Téléphone du Nord, Ltée.: allowance for operation 

of line, 3 m. at $1,000, 9 m. to Dec. 31, 1931, at $2,000; on account reconditioning 

of Tine; $1,000 84 . ene iain (ASCO 8a Be weed). te aise» pO oie he. seUmeveER eS 2,750 00 
General:—Supplies and repairs, $42.96: printing and stationery, King’s Printer, 

printing, $224.72, supplies, $375.36; express, $421.58; photographic work, $169.18; 


telegrams, $892.20; sundries, $16.60......... cece eee cece eee eee teen eee eeaee 2,142 60 

Total (see Summary —-voir Sommaire, page V—170)............00.00. $ 6,993 92 

(Lg erina Moar tow eek lane Rees qeoramemeiit ce” tant, ohane: <: Peckrtan eee mae ae 
Salaries and gw acesits.t . dale. ORG on Aude. aad. biehilehtad? Hoy wen: 100 00 
Materials, (Supplies, Repairs, ‘etcac anes « assyfs ems) BER sonbeseae ay 2,816 98 
Printing ‘andyBtationery,.. 24g saleev iets acqyeiacs foie I T+ mimptartagty « Y 600 08 
WisGeWa neo teeyn kule. ss Wh cals Cals ctolauk ape stare Bits sha aw hlay carci ehs le cavinte ant 1,501 86. 
Grants, 'Sulisidlesw ete dean cod cg gas arm wearers eA Ore ous NiRacate ste 3 1,975 00 
$ 6,993 92 


Under Statute-—En vertu de la Loi — Gratuities, under Chapter 22, Sec. 56, 
R.S.C. 1927 — Gratifications, en vertu du Chapitre 22, art. 56, S.R.C. 1927 


Gratuities of two months’ salary to families of deceased employees— 


Brother’ of late: K-wAtibut; caretaker) “Montreal ch. sic a's S556 ehh os sieges 5 oye wretee 200 00 
Widow of late G. C. Auchincloss, foreman of char service, Toronto.............. 210 00 
Widow of: late’ H. Benoit, ‘caretaker; Tilbury; ’Ont:) 7. 202205. 5 GeO eae 180 00 
Widow of late J. H. Brown, caretaker, part time, Montreal.................. 50 00 
Widow of late S. Butterworth, caretaker, Minnedosa, Man. ................-. 180 00 
Widow of late E. E. Campbell, elevator operator, Ednvonton................... 210: 00 
Widow of late J. V. Cardinal, caretaker, Mcntreal....... VS os ntethes COATT ae 50 00 
Widow! of late: BY Carr, cleaner and helper) -Halifaxii:.'. 6.5 G0h0.. LOLA 200 00 


Widow of late A. Cherry, cleaner and helper, Montreal..............ceeeeeeees 170 00 


a ee 
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Under Statute-En vertu de la Loi— Gratuities, under Chapter 22, Sec. 56, 
R.S.C. 192%—Conc. — Gratifications, en vertu du Chapitre 22, 
art. 56, S.R.C. 1927-Fin 


Gratuities of two months’ salary to families of deceased employees—Cone. 


Widow of late F. W. Colby, elevator operator, Toronto..............0.++e eee 210 
Widow of late E. J. Davies, elevator operator, Toronto................ eee eee 200 
Daughter of late T. Dear, cleaner and helper, Montreal.............-...++.55- 190 
Daughter of late C. E. W. Dodwell, supt. dist. eng., Halifax................-. 820 
Legal representative of late J. Duschene, watchman; (Ottawa 25% . oe ndsles 41.04 200 
Widow of late J. Elliott, caretaker, Port Hope, Ont............. ce sees rece eee 180 
Widow of late J. E. Gobeil, zen’l supt. telegraph service, Ottawa............... 829 
Widow of late A. Godfrey, caretaker, Port Colborne, Ont............ 0... .ce eee 160 
Widow of late M. J. Graham, caretaker, part-time, Mapie Creek, Sask........... 104 
Widow of late W. I. Hillier, caretaker, Windsor, Ont....... 0.0.6... -.. 02.00 180 
Daughter of late J. Inch, caretaker, part-time, Movyevilles N Bess Oo. m. (8d. 78 25 
Widow of late J. R. McCordic, operator lineman, Meadow Lake, Sask........... 270 
Widow of late W...McKay,-caretaker, Victoria. (017 0tn due 855. RN othe why 253 
Widow of iste J.’ Menzies, watchman, Vanconver. 2.04.) i226 heels ama 210 
Widow of late J. D. Mitchell, caretaker, Ashcroft, B.C..... 0.5.0. cee dene. 230 
Widow of late W. Overall, fireman-labourer, Hamilton......... 0.2.2.2... eee. 203 
Widow of late W. Page, elevator operator, Montreal......... 0.5... eee eee eee 180 
Widow of late T. A. Smith, cleaner and helper, Vancouver................2.06. 200 0 
Legal representative of late G. Suggitt, caretaker, Waterloo, Ont............... 150 
Daughter of late I. Trudeau, foreman char service, Montreal................4.. 200 
Widow of late H. Varola, seasonal fireman, Ottawa. ........ 0. cee eee eee eee eee 210 
Total (see Summary — voir Sommaire, page V—171)..............04.- $ 6,646 


PUBLIC WORKS CHARGEABLE TO CAPITAL 
TRAVAUX PUBLICS IMPUTABLES SUR LE CAPITAL 


Vote—Crédit 116 — Ottawa — Addition to Central Heating Plant — Construction 
d’une annexe a l’immeuble du chauffage central 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Ahearn & Soper, transformers, $1,091.29; Bailey Meter Co., boiler meters, etc., 


$800; accounts under $1,000, electrical equipment, ete., $1,325.29................ 5,104 
Miscellaneous — Divers :—Advertising, SOS Preteht, SOU. Bat oor SUR AL 12 


complete, $59,307.08, less $8,230 paid in 1929-30, V—154; A. I. Garvock, addi- 
tion complete, $87,312.49, less $41,490 paid in 1929-30, V—-154; John Inglis Co., 


supplying and installing coal pulverizing and burning equipment, $37,774.83.... 144,624 
Inspection: Campbell and Shepherd, Toronto, 24 per cent of A. I. Garvock’s 

contract for addition, detailed at page V—I7......... PE pont Bee ee ee ae 1,030 

145,655 

Adjustment — Ajustement :—Detailed with Ottawa Buildings Repairs (Page V—36) 572. 

Total (see Summary — voir Sommaire, page V—171).................. $ 151,343 


58 
00 


40 


90 
80 
00 


Vote-Crédit 116 — Ottawa — National Research Council Laboratories — Labo- 
ratoires du Conseil national des recherches 


5 niet «Seana, > oda, Sik Patek | aS ba oe RERRR: ek bib. GES She La ae 18,511 
Travelling Hxpenses— Frais de voyage:—R. Palmer......... 0.0... cc cece cea e ee eee P47 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, ete— 

' Alterations, etc.:—Can. Fairbanks-Morse Co., $1,181.54; Stanley Lewis, wiring, 
etc., $1,292; Marchand Electrical Co., alterations and additions in power house, 
31857—11v 


39 
25 
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Vote-Crédit 116 — Ottawa — National Research Council Laboratories—Conc. — 
Laboratoires du Conseil national des recherches—Fin 


Materials, Supplies, Repairs, ete —Cone-—M atériel, fournitures, réparations, ete—Fin 
Alterations, etc.Cone. ‘ : i 4 

$2,550, sundry electrical work, $463; L. Roy, painting, ete., $2,378; A. Sheppard, 
cable, $1,290; F. A. Wilson, on account contract for electrical work, $1,800, 
removing old material, $175; accounts under $1,000, cement, $1,427.71, cinder 
blocks, $475.20, inspection of steel, ete., $736.80, lumber, $518.16, sand and 
stone, $911.18, sheave, $685, sprinkler system, ,$645, steel stairs, $646, sundries, 
S687 Li aha i Waa ape nition ORD «Bien Stas EY ated ie ape ee OE ote eect 
WARE on cuts sak: General Electric Co., $11,598.95; Can. Laboratory Supplies, 
$1,851.19; Can. Vickers, $1,258.16; Can. Wood Pipe & Tanks, Vancouver, 
$3,376.20; Central Scientific Co. of Canada, $3,929.88; Costeilo, Crowe, Bel- 
lamy, $2,500; Eppley Laboratory, Newport, R.I., $1,677.35; Fisher Scientific 
Co., $2,507.46; J. F. Hartz Co., $1,113.80; Adam Hilger Cc., “London, Eng., 
$2,684.24; Instruments Ltd., $1,132.55; Laurie & Lamb, $22,608, on account 
centrifugal fan, $875; Leeds & Northrup, Philadelphia, $2.301.71; Ontario 
Hughes-Owens, $3,222.49; Radium Chemical Co., New York, $3,022.81; Sheldon’s 
Ltd., $2,654.79; H. Tingley & Co., South Norwood, Eng., $1,131.50; United 
Aircraft Exports, New York, $2,790; A. R. Williams Machinery Co., $1,895.64; 
Williams & Wilson, $1,539.35; Otto Wolff, Berlin, Ger., $2,088.10; accounts 
inder °$1,000,, $20,847.62) &...0..0 Naina Tors np liel deme “pean Siepaie so oP pga 


Printing and Stationery —- Impressions et papeterie:—King’s Printer, printing..... 
Miscellaneous — Divers:—-Advertising, $195; customs duties, $1,873.78; freight, 
ST ST 70. undries, G55 22) oo. sock nae oie et alg woe nse eh sl eibi yard ements ateus aa 


Other Outlay — Autres déboursés:—W. G. Edge, Ltd., alterations to central heating 
plant, complete, $9,515.60, less $3,330 paid in 1929-30, V—154; Erskine, Smith & 
Co., installing heating and plumbing systems in wind tunnel and workshop, 
$10,493, less $7,750 paid in 1929-30, V—154; Angus Robertson (Ontario), Ltd., 

—suecessors to Robertson & Janin, on account contract for construction of build- 
ing, $1,360,530; Sproatt & Rolph, on account architectural services, etc., $18,329.60; 
F. A. Wilson, contract for reconstructing generators, pole line, etc., complete, 
$9 950) extia: work) S608 d.) Sadat. Shile Ae eee RO Ie doe TREE tS Ae 

Adjustment — Ajustement:—Detailed with Ottawa Buildings Repairs (Page V—37) 


Total (see Summary — voir Sommaire (Page V—I171)..............-..-- 


24,043 30 


98,586 79 
122,630 09 


6 59 
3,439 79 


1,396,098 20 
514 00 


Vote-Crédit 116 — Ottawa — New Departmental Building — Nouvel édifice pour 
les ministéres 


Salaries and Wages — Traitements et salaires:—-Carpeuters, labourers and teamsters 
Materials, Supplies, Repairs, etc.— Mutériel, fournitures, réparations, ete— 
Bell Telephone Co., work on house cables, ete., $2,435.63; Dustbane Products, Ltd., 
on account contract for waxing linoleum floors, $800; FE. W. Marshall, supplying 
and installing window shades, $2,500; Office Specialty Mfg. Co., steel shelving, etc., 
Dept. of Agriculture, $5,713.28, Auditor General’s Office, $12,287.25; Ottawa 
Sheet Metal Works, alterations to ducts, etc., $1,110; Ottawa Typewriter Co., 
steel shelving for Dept. of Agriculture, $953, for Auditor General’s Office, $2,771; 
accounts under $1,000, bronze plate, $400, electric fittings and supplies, $1,000.28, 
installing water main, etc., $918.65, lumber. etc., $1,510.84, rent of steam shovel, 
etc., $800.09, use of air compressor, etc., $571.05, sundries, $2,050.82.............. 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 
Miscellaneous — Divers :—Advertising, $207.60; cartage, $240; freight, $5.66....... 
Other Outlay — Autres deboursés :-- 

Campbell and Shepherd: architects’ fees, 2 per cent, on ITiyall’s contract, 
$58,132.59, on minor contracts, $304.27; less $4.040.97 paid in 1928-29, V—144, 
and. $34,939.66 paid in 1929%30,) VU2356 #O0 Were eeno 2 HD Bottotey 

Eclipse Plating & Sales Co., supplying and installing electric fixtures........... 

P. Lyall & Sons Construction Co. (in liquidation): contract for construction 
complete, $2,497,000, extra work, $92,455.85; less $179,600 paid in 1928-29, 
V—144, and $1.464,442.64 paid in 1929-80, V—-155 (paid to Lyall & Sons Con- 
struction Co., $952,660, Lyall & Sons in liquidation, $1,631,010.47, Receiver 
General, $5:785:38) ci sie oe... do oe AS Vitae coe tr). 5 RED ., Ree 

Services of special constables during demolition. ............00 00 ccc ee ec eee aces 


27,365 03 


35,821 89 
5 03 
453 26 


19,456 23 
10,479 75 


945,413 21 
777 42 
976,126 61 


sc ee ow 


Part V—163 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote-Crédit 116 — Ottawa — New Departmental Building—Conc. — Nouvel 
édifice pour les ministéres—Fin 


Adjustment -— Ajustement:—-Detailed with Ottawa Buildings Repairs (Page V—37) 5,728 50 
1,045,500 32 

Less—Charged to Ottawa Buildings Repairs........++++++++seees (Page V—34) 440 00 
Total (see Summary — voir Sommaire, page Vicia of | hee ee $1,045,060 32 


Vote—-Crédit 116 — Ottawa Parliament Buildings — Edifices du Parlement, Ottawa 


Materials, Supplies, Repairs, etc.—- Matériel, fournitures, réparations, ete— 
W. G. Edge, asbestos covering on warm air. ducts, $4,230; J. C. Scott Co., oak 
screen and doors, $1,235; accounts under $1,000, hardware, $157, lettering, $644, 


sundries, S164 O0004 20,0794 SIGE IG. UOT TRI. ALA ETS itil hat Ess TER 6,400 90 
Miscellaneous — Divers:—Customs duty ...........-e beeen eee DOE Se, supe tee 19 22 
- Total (see Summary — voir Sommaire, page V—-171).........---+++- § 6,420 12 


Vote-Crédit 117— Burlington Channel Improvements — Amélioration au 
chenal de Burlington 


Salaries and Wages — Traitements et salaires:—Inspectors: T. J. Allan, $962.40: 

W. H. Caldwell, $2,633.40; R. R. Fletcher, $2,615.90; Jas. Jackson, $883.20; 

bo. Maloelmsoni] $576.11. SSS . label, Ml Be re he AMS Sree 5 7,670 90 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Can. National Railways, on account cost of relaying track, $15,300, sundries, 

$226.45; Hamilton Cataract Power, Light & Traction Co., proportion of cost 

of power line, $900, changing line, $467.20; Huffman Construction Co., on account 

contract for dredging, $69,063.75, grading roadbed approaches to swing bridge, 

$19,140, constructing temporary approach on north side of existing Bascule 


bridge, $4,181.25; accounts under $1,000, $13.47..........e see eee reer en ees 109,292 -12 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing. 42.0) 
Miscellaneous — Divers :—Advertising, $1,428.71; express, $6.96............ A. 1,435 67 


Other Outlay — Autres déboursés :— 

Hamilton Bridge Co.: on account contract for construction of Strauss Trunnion 
Bascule bridge and alterations and additions to existing bridge.............. 223,360 00 

Huffman Construction Co.: on account contract for new north pier, $371,200; 

contract for construction of new substructure for C.N.R. bridge, complete, 

$505,084.90, less $113,180 paid in 1929-30, V—107; moving bridge superstructure 
to, new location, $43.000 7.0. layateneat- = Varcexyab oo aan) hee ge Bo trot Hie ne 806,104 90 

Inspection:—Strauss Eng. Corp., on account contract, $900, services of resident 

engineer, 5 m. to Feb. 22, 1931, $2,000; Chas. Warnock & Co., inspection of 
SLTUCtUY Atesteels CLC, BOAR OO Ar dads <otvine t.  RARR* + uxrinkgertepteh aes Gwe se 2 3,448 95 
1,032,913 85 


Total (see Summary — voir Sommaire, page V—171)....--..e sees sees $1,151,324 55 


SSS 


Vote-Crédit 117 — Dry Dock — Cale-séche, Esquimalt, (B.C. — C.B.) 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Can. Fairbanks-Morse Co., on account surface planer, $1,618.57; Corp. of Town- 
ship of Esquimalt, repairing and tarviating roads, $1,145.43; Western Steel 
Products, Ltd., roofing, $735; Yarrows Ltd., hydraulic lifting gear, $5,176, fitting 
rubber on facings of caisson, $1,325........--+ ees ee sees restr tee tte $ 10,000 00 
(See Summary —- voir Sommaire, page V—-171.} 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Vote-Crédit 117 — Lower Lakes Terminal — Terminus du bas des lacs 


Salaries and Wages —Traitements et salaitres:—Superintending engineer, F. H. 


Hand, 11 m., $3,795; handyman, E. McKinnon, $1,424; labour, $187............. 5,406 00 


Travelling Expenses — Frais de voyages:—¥. H. Hand, $41.40, L. de B. Roy, $43.01. 84 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, etc.:— 
Can. National Rys., ties and distribution, $16,728.94, maintaining tracks, 


repairing highway, $150, sundries, $248.87 ........... wus, 2p see ae Pee ke 60,249 45 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 5 Js 
Miscellaneous — Divers :—Advertising, $621.71; board, $164; legal services, P : 

Halpin, Prescott, $1,160.14, J. L. Reid, Prescott, $39.10; living allowance, L. de 

B. Roy, 7 m., $525; services re acquisition of land, $424; telephone exchange 

rid stolle; 4$140:85; reundriés, VS80i0Sie. ei ud: voi. wicket). de . eens we oaetiee. ab 3; 158573 
Other Outlay— Autres déboursés:— 

Contract work: Atlas Construction Co., construction of grain elevator, complete, 

$3,184,808.38, less $574.390 paid im 1929-30, V-—156; Can. Dredging Co., 
dredging, 577,000 c.y. at 384c., less $201,042.40 paid in 1929-30, V—156; T. C 
Gorman Construction Co., grading terminal yards and furnishing and placing 
track ties, $153,991.56; Grenville Crushed Rock Co., ballasting tracks, $18,955.35; 
Kendall Bros., Lids ballasting’ tracks, $32)450) 000 >) P06 Oe ee 2,836,917 89 
Inspection:—-C. D. Howe & Co., engineering services, 5 per cent of contracts of 
Atlas Construction Co. and Thunder Bay Impt. Co. and 24 per cent of minor 
contracts, $197,542.03, less $9,927.95 paid in 1928-29, V—148, and $81,293.61 
paid ci-1929-30 Via 136 lout, £0 ee ani oi a Urn ete, Jee tae RU ae 106,320 47 
Purchase of land: ‘A. Bisnette, $2,334.03. B. H. Cochrane, $1,439.51, I. E. Corbett, 
$1,633.53, N. & J. Davidson, $1,312.73, Dept. of Public Highways, $3,868.14, 
Jas. Finnigan, $1,376.22, J. A. Fleming, $5,221.12, W. M. Friend, $1,282.19, 
. G, Fretwell, $2,256.66, S. J. Holmes, $2,570.55, J. B. McLaughlin, $352.11, 
Mrs. EH. Perrin, $1,155, Prescott. Realty Co., $48,982.19, R. A. Ruggles & M. 
S. Greene, $10,000, J. F. M. Stewart & C. M. Doolittle, $2,000, H. E. Whitney, 
$608.88, Mary «Whitney et sal,, 'G1,02745 90. Tai eels AR ely ae) 87,620 31 
8,030,858 67 
Total (see Summary — voir Sommaire, pagel V=-}7L) .unionacts 08 an: $3,099,759 99 
Vote—Crédit 117 — Harbour Improvements — Améliorations dans le port — 
Port Arthur & Fort William 
Salaries and Wages —Traitements et salaires:—Inspectors, $3,409.50; labour, 

REE ES Dr RRL Se GAP A AR deg, appa aes RW iatndb a cnt a 2 6,189 25 
Travelling Hapenses — Frais de voyages:—H. J. Lamb...... .................. 121 10 
Materials, Supplies, Repairs, etc. Matériel, fournitures, réparations, etc.:— 

Gasoline, etc., for launch, $125.50; surveying, $150; sundries, $322.47............ 597 97 
Printing and Stationery— Impressions et papeterte:—King’s Printer, printing. 4 95 
Miscellaneous — Divers :—Advertising, $484.32; light, $48.05; luniches, $299.50; 

saleable Me ls COP PL eke AL OL Ne OR cS Ta tet i 938 67 
Other Outlay — Autres déboursés:— 

Chambers, McQuigge, McCaffrey Co.: contract for extension to rubble mound 

breakwater complete, $743,438.01, less $75,090 paid in 1928-9, V—146, and 
$330,950 paid in 1929-30, V—157; supplying and placing rubble stone on bank, 
$4,252.50, less $1,417.50 paid by Can. Pac. Ry. cea eee ee 340,233 01 
Barnett McQueen Construction Co., repairs to north end of second extension to 
eonchete breakwater in. 000.6 iS. VIR RG DN OG Sa Sak 7,187 83 
Great Lakes Dredging & Contracting Co.: contract No. 22088 tor dredging com- 
plete, 394,342 cy. at 15%c., 5 cy. at $7.50; contract No. 18000, 453,995 cy. at 
173c., 10 at $7.50, overtow, $15,584.89, less $81,993.21 paid in 1929-30, V—157.. 76,752 16 
424,173 00 
432,024 94 
Less—Refunded by Great Lakes SS. Co., Inc., of Cleveland for damages to 
Whart, 1928 ee L226 6685s 5 cas cagheg ed CAT ee ee OE LO: MRT RE 7,283 83 


Total (see Summary -~- voir Sommaire, page WV-—17P).6), Lo ast ae ee ae $ 424,741 


—— —— 


— 


ee ee ee ee 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote—Crédit 117 — Quebec Harbour — Port de Québec: Champlain Dock — Bassin 
Champlain 


Salaries and Wages—Traitements et salaires:—Labour ...........eccceeeeees 66 
Materials, Supplies, Repairs, etc.-— Matériel, fournitures, réparations, etc.:— 

Lahid: +500] DUS? SEE TOeI OL Oar Peas) |. Sea de on oe... Ree. « Ae oars 776 
Miscellaneous — Divers :—Meals, fares, etc., J. H. Gagnon... .... cece eee eee 370 


Other Outlay— Autres déboursés:--M. P. & J. T. Davis, contract work........ 30,786 


Total (see Summary — voir Sommaire, page. V—I171)...........0-e200- $ 31,999 


-Vote—-Crédit 117 — St. John — Channel Improvements — Améliorations du chenal 


— St-Jean 


Salaries and Wages——Traitements et salaires:—-Inspectors, $2,621.83; labour, 

SSo OD ee eo ook. SE Be 598 eee wb Peeeedee cis hr. eet Siete <0 3,459 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

ier ache ee IMS, i ec oe Mi a Me A ow 5 Ma eb ee A SUM ROL Oils Cpr 362 
Printing and Stationery — Impressions ect papeterie:—King’s Printer, printing.. 2 
Miscellaneous — Divers :—Advertising, $132.42; hire of motor boat, R. 8S. Woodley, 

Gea AUCINGS.. OOOO Es yale ceed ae Nae a5 eh 2 Ge Sw 0.5 ed RO le OM BORER Ne Shee pss PE 1,565 
Other Outlay — Autres déboursés:—St. John Dry Dock & Shipbuilding Co. on 


BO COME RY CUI iy ree i 6 a a ile ee: 5 acc ccs us sc « AWG Srede = A witalh o WAH «egg. 6 scrtale nm aye 112,513 


Total (see Summary — voir Sommaire, page V—171)..........+-.-000- $ 117,904 
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ee es Sa at oe a ee 


Vote—-Crédit 117 — Harbour Improvements — Amélicrations dans le port — Sorel 


Salaries and Wages—Traitements et salaires:—Foremen, $1,184; inspectors, 

Beste La DOUTEES, FOuCy | S1G,8O 212 oa cae ells 6 bie oh ob es es Dn cE ce ies 27,707 
Travelling -Expenses — Frais de voyages:—H. Beauchemin, $194.90, H. Constant, 

Bec CTI ACCOM Or 7 OW ied eS Sd bole Skee ele Es calpibs 9 wb Scale & ORC e 1 Re wa 543 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 

Can. Creosoting Co., creosoted pine piling, $2,744; F. D. Caron, pipe, ete., 

$5,126.43; J. EH. Desjardins, stone, $177.65, trucking, etc., $1,069.23; Macdonald 

Engineering Co. of Canada, rental and operation of crane, mixer, etc., $1,242.82, 

sand, $50; Manseau Shipyards, Ltd., services of diver and equipment, $2,448, 

dirt filling, $1,140, rent of scow, $150; O. Pauli, sand and stone, $3,237; Peck 

Rolling Mills, steel, $1,459.24; Jas. Sheppard & Son, Reg’d., timber, $4,528.29, 

rent of derrick, $1,645, sundries, $164.63; Sorel, Foundry & Supplies, cement, 

$2,898; Sorel Harbour. Tugs, gravel, $2,781, towing, $10; Standard Lime Co., 

crushed stone, $1,426.10; A. C. Trempe & Fils, Ltée., hardware, $1,263.05; accounts 

under $1,000, gravel, sand and stone, $1,160.37, oil, etc., $295.88, photographs, 

f202o-~rooting cement, $286, sundries, $1,583.44. 0s 0260... 5. cca ss ee eet ees 37,088 
Printing and Stationery —Impressions et papeterie:—King’s Printer, printing. 169 
Miscellaneous — Divers:—Advertising, $1,202.57; board, $1,794; freight and 

demurrage, $793.60; rent of calculating machine, $150; telephone exchange and 

ON UENS it ys (PADRE G2 aie Rt 4 ORO ota Rae i Se Nl ee Re ee RT 4,183 
Other Outlay — Autres déboursés:—-Cummins & Robinson, on account contract for 

improvement to wharf, $109,030; Dufresne Construction Co., contract for con- 

struction of pier and quay complete, $391,156.06, less $53,300 paid in 1927-28, 

V—141, $217,210 in 1928-29, V—147, and $80,990 in 1929-30, V—158; Macdonald 

Engineering Co., Ltd., construction of 2 concrete sheds on pier No. 2, $158,319.58, 

less $788.90 paid in 1931-32; Manseau Shipyard, Ltd., dredging, on account 

contract No. 23092, $16,884.60, contract No. 18962 complete, 138,187 cy. at 24c., 

removing wrecks, $8,589.92, contract No. 15919 complete, 325,434 cy. at 24c., 

removing wreck, $13,878.97, less $73,449.30 paid in 1928-9, V—-147, and $52,047.27 


Dai ae 080. Ve root ete. ts. ean. 5. a ee ae eas on ee wes 331,342 


401,034 
Deas Proceeds pr tea le Of cement. 25 oe wcisce doce healed cs ha eb tee 143 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Vote-Crédit 117 — Harbour Improvements — Améliorations dans le port — 
Toronto 


Salaries and Wages—Traitements et salaires:—Inspectors, $1,441.50; labour, 

PL1SE rc ahs . ADAP. CUPL DETR L,  BMNRRDE Jee Ak = gets Nm Seu 2,575 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Boat and outboard motor, $371.17; row boat, $80.75; gasoline, etc., $327.16; 

repairs, ete., to launch, $101. iy, sundries, $66. 67; sweeping channels, Russell Con- 


50 


struction Co., Ly Aid | PEt 0k eg bell maa bates, MR tai cote eRe ae ach tay gl oats 2, 3,154 47 
Maveelinnecols —- Divers -Gundriés! YF sale Eee. Te eee ee ee 8 00 
Other Outlay — Autres déboursés: Great Lakes Dredging & Contracting Co., 

dredging, 132,369 c.y. at 27%c.; less $11,007.24 paid in 1929-380, V—158.......... 20,020 Lo 

Total (see Summary — voir Sommaire, page V-—171)........----+005: $ 31,463 12 
pee credit 117 — Upper St. Lawrence River, Channel Improvements — Amé- 
liorations du chenal d’amont du St-Laurent 
Salaries and Wages—-Traitements et salaires:—Inspectors, $8,131.50; labour, 

See aD Os, BE Raa Meee Cog be che 4 creo las tab die. Icha fode \ogthh cio Potar) bak) ee eteletatie Sainte a Je terete e 12,270 66 
Travelling Hapenses — Frais de voyages:—"T. D. Caldwell, $466.30; F. J. Fitzgerald, 

oS At a WN eee PS dL aie bh eRe ROCA hs ee Se EES ME ORD tb RACY Sc ake? ars 570 82 
Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, etc.:— 

Atlas Construction Co., dredging, $2,258, removing wreckage, $1,405.49, rent 

of scow, etc., $382; accounts under $1.000, gasoline, $378.50, repairs to boat 

engine, $526, re, winch, $200.74, sundries, $1,608. AGN. SESE Seg ee. tre Red. ees 6,759 32 
Miscellaneous — Divers :—-Adv ertising, $12.20; living allowance, F. J. Fitzgerald, 

. $779.03, J. F. Mellish, $712.50; sundries, S35855 <2... Abie enue fare 1,862 28 

Other Outlay — Autres déboursés :-— 

Contract work: J. P. Porter & Son, drilling, blasting and dredging, 26,252.7 

c.y. at $3.89, 60,088.3 at $2.60; less $12,717.90 paid in 1929-30, V—158...... 245,634 68 

ERCCGIIi BV ALOr GOSS gre CLL GOUR tc ene aiette edo a8 dee ote scp dodeaptinls Sic gs dle a lp nisin lala: wicuenals 503 98 

: 246,138 66 

Total (see Summary — voir Sommaire, page V—171)............6.005- $ 267,601 74 
Exchequer Court Awards — Jugements adjudicatifs de la Cour de l’Echiquier 
Ottawa, Expropriation of Property, Fast of Elgin Street between Wellington and 

Sparks Streets:—Legal services, H. J. Daly re A. H. Matthewman Lstate...... 1,805 13 
Harbour Improvements, Toronto:—-Roger ,Miller and Sons Ltd., further interest 

allowed on amount of JHGSMMENT LB. aice/eol....c cee tee ee eet end ones pan hey 1,795 70 


Total (see Summary — voir Sommaire, page V—I171)....0...0cese- eee $ 3,600 
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AUDITOR GENERAL'S REPORT 


PART Ne 


PUBLIC WORKS DEPARTMENT 


DETAILS OF REVENUE AND EXPENDITURE 


RAPPORT DE L’AUDITEUR GENERAL 


PARTIE Mw 


| MINISTERE DES TRAVAUX PUBLICS 


DETAIL DES REVENUS ET DES DEPENSES 


Part: V-—2 


PUBLIC WORKS DEPARTMENT 


DETAILS OF REVENUE AND EXPENDITURE 


(A summarized statement of the Revenue and Expenditure detailed herein will 
Volume I under “ Departmental Summaries ” 


MINISTERE DES TRAVAUX PUBLICS 


DETAIL DES REVENUS ET DES DEPENSES 


(Un état sommaire de ces revenus et de ces dépenses parait au Volume 
“ Sommaires des Ministéres”’) 


be found in 


I, 


DETAILS OF REVENUE — DETAIL DES REVENUS 


Ferry Licences — Permis de bateaux-passeurs 


Licence fees, 12 m. to April 30, 1932: Buckingham-Cumberland, $200; Calumet- 
L’Orignal, $107; Cornwall-Messina, $1; Courtwright-St. Clair, $10; Cross Point- 
Campbellton, E. Morin, $1,660; Fassett-St. Thomas d’Alfred, $20; Fitzroy- 
Onslow, $200; Froomfield-Marysville, $10; Gananoque-Clayton, $25; Kingston- 
Cape Vincent, $25; La Passe-Fort Coulonge, $204; Niagara-Youngstown, $1; 
Norway Bay-Sand Point, $10; Pembroke-Allumette, $30; Point Albino-Buffalo, 
$50; Rainy River-Beaudette and Spooner, $50; Rockcliffe-Gatineau Point, $5; 
Sault; Ste; Marte, '$100;) Walkerville-Detroit, $1.0. sus ss sa seks so sy 2 ene ne eee 

Licence fees, 12 m. to dates indicated: Morrisburg-Waddington, June 30, 1932, $25; 
Port Lambton-Roberts’ Landing, Dec. 31, 1932, $1; Prescott-Ogdensburg, Sept. 
30, 1932, $1; Rockport-Alexandria Bay, June 30, 1932, $25; Wiandsor-Detroit, 
Hele OPFTOSS, Sees ee ei cian eer i leks nia wlenere ual v le inse-o tn Cleaete et tete Re eet eee ne 

Licence fees, 2 y. to dates indicated: Brockville-Morristown, Mar. 3, 1933, $2; 
Fort rie-Buitalo, Jan.131;, 1933) Sl00.c. - Ach k ab oe be thie aes oe se ee ae eee 

licence fees, 5 y. to Oct. 31, 1936, Sombra-Marine City... o. <<. 02.6.6 sac emene 


Graving Docks — Bassins de radoub 


Quebec, Champlain Dock: dockage, 112 d., $16,970; pumping out dock, $4,200; 
water, $279.75; penalty, $200; wintering vessels, 1931-32, $4,250; sundries, $39.75. 
Quebec, Lorne Dock: dockage, 107 d., $11,407.50; pumping out dock, $2,400; water, 
$108.25; penalty, $1,000; wintering vessels, 1931-32, $600; less $600 to be col- 
lected. from “Mariie' Departmentic. da5.. coe cone ek ee eee ne eee 


Potal” sb, Sb hct Seth. Se be ae ee CoN ee 


25,939 50 


14,915 75 
12,100 00 
3,537 00 
33,663 46 


112 00 


Part V—-3 


DETAILS OF REVENUE-Con.— DETAIL DES REVENUS-Suiie 


Telegraph Lines — Réseaux télégraphiques 


Arrears Revenue — Revenus Arrears 
to (excluding excise tax — to 
March 31, non compris la taxe March 31, 
Lines 1931 d’accise) 1932 
Réseaux Arrérages For Collected in} Arrérages 
au 1931-32 1931-382 au 
31 mars Pour Percus en 31 mars 
1931 1931-32 1931-32 1932 
Western Lines — Réseauz de l’OQuest— 
Alberta and Saskatchewan...............00000008 $ 1,321 381$ 24,913 00/$ 24,856 38/$ 1,378 00 
British Colum biay Mainland 00. 020.08. bere PP ID, Lae caste. a NS LOREEN © othe tec, ee 302 12 
VAnCOUVeHMsrtad oak gt Pha BE witrdet oe tA « orliine 1,394 32 54,004 85 54,117 07 1,282 10 
Yukon (including Northern B.C.)................ 1,267 64 75,848 43 75,601 54 1,514 52 
Eastern Lines — Réseauz de l’ Est— 
PAG VOU FUNC Y 4s My sas ROP as © Sean elbuci tha Rye Pate ges Fes es 1,632 62 DOS en Ore eae 8a ie.) 
EAPO DVetOw eek. Seat hee reais eek A te sis 224 85 8,011 90 8,022 85 213 90 
sip Sete Ben Pee FICS C6 hla colaagn <> yenpetll abe Wes. ahebipabaetaedey tae iA Sh Is bahar gon oat 3,154 68} ° 3,152 56 2 ED 
Qastee TE  Reee ck et Mee eee ie oe ath 1,075 08 19,833 96 19,855 14 1,053 90 
Weloe Esta ye ae eee ra ote oo heres Silene a Peale vt teeta 216 00 ZUGROO [Beas ahise es 
5,585 39} 187,615 44] 187,454 16 5,746 67 


MOA COLL CLIO Sek Ra <n ele tt, GEM ON INN A ER (IS UU ERAN ty: RONALY S 


187,454 16 


* Line sold in 1929-30 — Réseau vendu en 1929-30. 


Nore — Remarquz.—The arrears on March 31, 1931 ($5,585.39) and on March 31, 1932 ($5, 746.67) 
include items totalling $2,043.16 which are reported by the Department as uncollectable — Les arrérages 
au 31 mars 1931 ($5,585.39) et au 31 mars 1932 ($5,746.67) comprennent diverses sommes formant un total 


de $2,043.16, considérées irrécouvrables par le Ministére. 


Casual Revenue — Revenu casuel 


Miscellaneous Revenue — Revenus dwers:— 
Rents, buildings and sites:— 

Nova Scotia: Antigonish, 11 m., $220; Arichat, $24; Dartmouth, $125; Halifax, 
109-111 Gottingen St., $540; Inverness, 11 m., $44; North Sydney, 15 m., 
$150; Shelburne, $151.50; Springhill, $242.50; sundry, $1.................. 

New Brunswick: Fredericton, E. E. Burden, $70, Canada Construction Co., 
$360; T. D. Titus, 9 m., $45; Hampton, Bank of Nova Scotia, $5; L’Etite, 
M. C. Matthews, $5; Moncton, J. H. Arthur, $270; Saint John, Saint John 
Harbour’ Commission, $4,100; sundry, $2).......60 00 ebb ete eee seen eees 

Quebec Province: Granby, Can. Nat. Tel. 11 m., $110; Knowlton, Can. 
Legion, 10 m., $60; Lennoxville, Bank of Montreal, $480, Havelock Lodge, 
Oddfellows, 11 m., $220, J. E. Jamieson, 11 m., $165; Montreal, L. J. 
Gaboury, postal station “B,” 9 m., $375, Leamy Cartage Co., Prince Arthur 
St., $162, Montreal Tramway Co., Carslake Hotel property, $60, Mrs. P. 
Murphy, kiosk light in P.O., $60, L. Rennie, postal station “D,” 11 m., $275, 
St. Jean Baptiste Society, postal station “R,” 7 m., $183.75, A. Tremblay, 
postal station “F,’ 11 m., $275, M. Wickham, postal station “C,” $220, 
Williams-Thomas, Ltd., advertising privileges, $200; St. Sauveur, Mrs. 
E. H. Therrien, $420; Shawinigan Falls, Prov. Revenue Collector, 11 m., 
$220; Verdun, A. Gravel, 11 m., $208.34; Westmount, D. Mch. Brophy, 
1) m.poSeess paar yioGll 27. HONG :o2). aatehe 8 coer abanale 9088. cottons 

Quebec, Montreal, Workman-Stephens expropriated property: Addressograph 
Co. Ltd., 11 m., $2,200; J. Brown, $10; J. Burton, 11 m., $550; A. Charle- 
bois, 2 m., $30; Corbett & Cowley, 11 m., $3,300; C. Dangelas, 11 m., $1,100; 
A. Diamond, 10 m., $1,150; P. Gentile, 8 m., $485; J. Hanna, $7.50; M. 
Hoffman, 5 m., $325; J. Lee, 54 m., $220; Mr. Leroux, 9 m., $270; A. Levine, 
8 m., $800; H. Margolis, 64 m., $420; Madame Meunier, 11 m., $1,375; 
Smith-Patterson Co., 10 m., $2,083.30; L. Strassburg. $37.50; Mr. Torino, 
11 m., $1,100; H. Westover, 11 m., $1,100; Wm. Xenakis, 9 m., $2,250; less 
$2,000.-nefanded). touMw Workman. .22Gda.ctk aloiodo ks nhilin os A ae stntiot) 

50399—1 Av 


1,498 00 


4,857 00 


4,090 36 


16,813 30 


Part V—4 


PUBLIC WORKS — TRAVAUX PUBLICS 


Casual Revenue-Con. — Revenu casuel-Suite 


Miscellaneous Revenue—Con.— Revenus divers—Suite 
Rents, buildings and sites—Cone. 
Ottawa Citar, yl ii@RORAMTOMES OG! LY pia PCR C ATOR IA oe WOOT DOR Pols ai, a eet ae 
Ottawa City, Wellington St. area: G. Archibald, on account, $50; Mrs. N. 
Black, on account, $160; Mrs. J. Boucher, 5 m., $75; "ine Callaghan, 11, 
$220; Capital Brewing Co., 6 m., $4000: Miss B. Cleave, 11 m., $220; ap 
MeNally, on account, $166; A. H. Mathie, 6 m., $90; Mrs. W. J. Moore, $10; 
L. Rogers, on account, $118; G. F. Trudeau, 11 m., $275; Mrs. Young, on 
Recount: $203" Mrs. Wo Young, mntacdount, $20. .....06.6 ce cewa ccs eeege es wee 
Ottawa City, sundry rents: clock line service, H. Birks and Sons, $13.33, Ottawa 
Hilectrie'Go.; $1333 Capital Mica Go; $8507" sundry 62 het ret erie 
Toronto, Federal Block: Beaument & Bark er, $540; J. H. Beynon, 9 m., $96; 
Pp, Bistry, $660; G. Brimstin, on account, $765; Callow Bros., $1, 980: Can. 
Society of Graphic Artes a. Tne $116; H., Car twright, $132; W. T, Clarke, JT 
on account, $70; W. T. Clarke, Sr., on account, $1, 000; Direct Agencies, Inc., 
on account, $570; E. Hahn, $285: G. Hardy, $240; Lowe-Martin Co., $1,600; 
J. Manson, 11 m., $605; J. Mason, 1 m., $55; S. M. Ross, $180; bye Ross, on 
account, $60; J. Sagar, $1,440; L. C. Smith & Corona Typewriter Co., $1,200, 
5 m., $175; J. W. Thompson, on Rtas $230; F. Wedd a m., $1,100; 
B. Williams, on account, $180; A. E. World, on account, $75 eal ty hah og 
- Toronto, sundry privileges: E. F Ruddy Co., advertising privileges AY Pe NPY to 
Ontario, Generally: Almonte, W. C. Pollock, $90; Cardinal, EH. V. Dodge, $24, 
S.. Pe “McPhee, on account, $91. 66; Dunnville. Gould- Leslie Ltd., $20; Elmira, 
County Agricultural Representative, $3, Musical Society Board, $9; Hamilton, 
IR. Je Hanna, $600; Kenora, Ontario Government, $630; Kingston, W. R. 
Davies, $300, Ontario Acriculture Dept., $300, Labour Dept. $240; London, 
F. Miller, $320, Mrs. E. M. Wilson, $80: Pigeon River, G. F. Gibbs, $96; 
Port Arthur, Can. National Rly’s., $2,500; Port Colborne, J. Root, $40; 
Prescott, W. H. B. Dowsley, $275; Seaforth, F. G. Neelin, 360: Timmins, 5 
m., $250; Waterloo, Boy Scouts’ Association, 9 m., $9; advertising privileges, 
$20); sundry, BOS OTE UN ORS Oa) LON he Se Mae) BN Ceri On ee 
Manitoba: Boissevain, M. H. Gartin, $60; Deer Lodge, Suburban Rapid Transit 
Co., ‘$50; Elmwood, Mrs. I. McIntosh, on account, $110; T. Petrochi, on 
account, $160; Minnedosa, Harrison & "Burgess, on ‘account, $425, Manitoba 
Government, $630; Neepawa, Corporation, $50, W. A. Leslie, $255; Winnipeg, 
Despatch Garage, LOW sto SSuO0 Co ei Wala SITE oo CIN Soe by a a ea oR, 
Saskatchewan: Battleford, Can. N. W. Historical Society, on account, $15; 
Moose Jaw, J. H. Grayson, $5, Ruddy Kester Ltd., $85; Regina, British 
American Oil Co., 19 m., $712.50, Elite Cafe, Oct. 10, 1927-June 30, 1929, 
$10,416.66; Saskatoon, Caswell’s Ltd, Bima, $1, 950; sundry, SOIT Relies ates 
Alberta: Calgary, E. Willis Ltd., $100: Coutts, W. Elliott, $180; Edmonton, 
J. Cupples, 2 omy) $20) AL, M. “Tennant on account, $25: Grande Prairie, 
Alberta Government, $195: Lethbridge, Alberta Government, 9m. /$3, 772s 
Vermilion, J. H. Bell Estate, BO hi bAL PO ED Mi aya OO Joust Re OORT TOD < f 
British Columbia: Chilliwack, W. H. Kipp. $300; Cranbrook. Public Library, 
$60; Esquimalt, E. Game, $180, J. M. King, 11 m., $44, J. Knowles, $180, 
HK. Tink, $180; Kamloops, ‘B.C. Government, 11 m., $2, 038. 52, Public Library, 
$150; Kimberley, Public Library, $60; New Westminster, B.C. Government, 
8 m., $197.52; Vancouver, Harbour Commissi on, $180; Home Oil Distributors, 
$350: Victoria, R. Hall & Sons, $18; adyertising privileges, Okanagan Adver- 
tising Co., $20: sumdry, 64870 laa, ae eet, lallivsotek . OO . em OP... 


Rents, Hag tedting Properties: — 
Nova Scotia: Sheet ‘Harbour W$375-) sation. “S4un ited, . So. Pune, WaROd, oy 
New Brunswick: Edmundston Bride, privileges, pine line, Fraser Companies, 
$500, telephone line, N.B. Telephone Co., $10, land, $1; Kennebecasis River, 
Rothesay Boat Club, SlO2 Bundy, SIO. MOS Wa. on face eet eeks £08 
Quebec Province: Black River, Pembroke Electrie Light Co.. $25; La Belle 
Riviére, Price Bros., $30; Lauzon Dry Dock, land, Davie Shipbuilding Co., 
$437, Morton Engineering and Dry Dock Co. Ltd., $750; Little Chaudiere, 
slides, Booth & Ahearn, $25; St. Maurice*River, Ile St. Christophe, Brown 
Corporation, $300, Canada Power & Paper Oo., $200; St. Roch Nord, Anglo- 
Can. Pulp & Paper Co., $4,225: sundry privileges, $14 MEAL TO). Oe eee. 
Ottawa, Chaudiere Falls: ai) R. Booth, Ltd., land at Union bridge, $40.20, part 
reserve, $304, water lots, $900; Bronson Co., water lots, $260; Ottawa Electric 
Co., water lots, $1,215, slides, $1; Ottawa ‘Electric Railway Co., water lots, 
$600; Upper Ottawa Improvement CoxtiplideseSlia da Aa OF? SASSee a Se CBs 
Ontario: Burlington Beach, gas main, $20: Kensington Point, wharf site, $10; 
telephone cable over Cataraqui Bridge, $56; Owen Sound, dock, $25; Toronto, 
land at west entrance, W. Anderson. $75, A. R. Whitten, $75, Spadina Ave. 
Dock, Ontario Ready-Mix Concrete Ltd., $7,500; Wiarton, wharf, C.N. Rail- 
WAYS; 25s seundty; pYivilewes SSI 0s 75 ook Whe cate testa tone, (i et Pee ol reer 


2,420 


5,424 
378 


13,353 
125 


5,962 


5,290 
13,187 


4,301 


6,006 


3,321 


7,796 


00 


00 


00 
00 


66 


00 


00 


00 


20 


00 
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DETAILS OF REVENUE-Con.— DETAIL DES REVENUS-Suite 


eee OO eeeoosnwaeaesxq«qsooeoqoqoqo®«®«=«»«»«=«q=q=q=q=0S=«~<=<S<S=S0S0S0S0S$S$S$$PoOo 


Casual Revenue—Conc. — Revenu casuel-Fin 


Manitoba: Roseau River, hay permits, £209.75; sundry privileges, $11........ 220 75 
Saskatchewan: Last Mountain Lake, hay permits............cececcececccees 302 75 


Williams Head, pipe line, $541.07; sundry privileges, $4................-. Ms 920 07 


Pere GI a O28 ee oes olla wie y iaiatin, etape Tevacahae GN o)s civil eis esis e 6 stitiy a Sis muelayelsleln «9 206 00 


BUCY Mlb stl FO hae cts le ticiels ccc ces ws Metere ie tviatra in «aun err 9 sie fae. gs ahehs eine ial saa 67,774 51 
Commissions from telephones in public buildings: Maritime Provinces, $105.08; 
Ontario and Quebec, $2,707.37; Manitoba, $78.40; Saskatchewan, $59.54; 
Alberta, $36.06; British Columbia, $327.55.........-. cee cece eect een eeees 3,314 00 
172,431 53 
Proceeds from Sales — Produits de ventes:— 
Real Estate (authorized by Order in Council): land, Liverpool, Maritime Tele- 
eraph & Telephone Co., $130, Toronto adjustments, City of Toronto, $78,275; 


land and buildings, Toronto Terminals Railway Co., $325,480...........+.+5- 403,885 00 
Sundry Sales:— 
Old buildings: Engineering Branch, Quebec Province, $123.25; Manitoba, $50.. 173 25 


Water craft: scows, Nos. 14, 15, A. W. Robertson, Ltd., $19,000, Nos. 30, 100, 
St. Francis River Dredging Co., $300, sundry, $253; two work-boats, $51... 19,604 00 
Sundry surplus materials: cement, $41.53; building material, $786.25; cinders, 
$150; coal, $72.40; dredging equipment, $61; explosives, $259; floating wharf, 
$100; furniture and fittings, British Columbia Government, $2,273.30, sundry, 
$1,371.02; gas engines, boilers, etc., $319; horses, $66; lumber, etc., $500.28; 
machinery, $653.99: National Gallery catalogues, etc., $124.95; P.O. boxes, 
$889.25; scrap material, $307.53; telegraph poles, $377.75; waste paper, $18.65 8,371 90 
Blue prints, photographie work, etc......-. ccc eee eect eee ce teen tet eeeeeeee 10,032 84 
442,066 99 
Refunds of Expenditures — Recouvrements sur dépenses :— 
Salaries: W. Brennen, $50; T. J. Carter, $222.58; R. Cochrane, $49.03; W. Dale, 
79¢c.; L: Dumas, $7; A. Gauthier, $32.20; W. J. Hemphill, 77c.; H. Lachapelle, 
$2.68; J. Leblanc, $5.60; T. E. Llowarch, $275; G. J. Milne, $50; W. J. Moore, 
$6.25: W. J. O’Leary, $23.76; A. E. Payne, $5.88; P. Sylvester, $48.53; A. G. 


Tapley, $1,575; P. Tapp, $50.40; F. Townshend, $55........s cesses cess ences 2,460 47 
Public Buildings: Grosse Isle Quarantine Station, $4.90; Indian Head Experi- 

mental (Wari, SOS LS oo. cy oe a ace Ws ae ofthe HH oh inte alee. diels SRSA Dain eee ipo pay hel 28.8 73 18 
Ottawa Buildings: char service, $228.62; repairs, $272.73; telephones, $18.60.... 519. 95 
Rideau Hall (including grounds), repairs....... ss. ssse eee eee ee terete eee nes 28 86 


Dominion Buildings, Maintenance: Maritime Provinces, $223.08; Quebec, $1,493.34; 
Ontario, $516.67; Manitoba, $1.215.26; Saskatchewan, $10.30; Alberta, Alberta 
Government, $8,830.45, sundry, $87.50; British Columbia, $4.50; Generally, $5.26 12,386 36 
Dredging: Ontario and Quebec, Valley Camp Steamship Co., $1,000, sundry, 


$177.35; British Columbia, $24.00 eee eee ce mee ee bese ee teeens 1,201 35 
Harbours: Nova Scotia, $30.28; Quebec, $90.90; British Columbia, §$6.......... 1271s 
Telegraphs: construction, Galiano Isle to Race Point Light House, $35.13; main- 

tenance, Quebec, $34.10; Saskatchewan and Alberta, $7, Yukon, S49. 7b dh bie aie 125 93 
Surveys and Inspections, British Columbia.........-. cee eee bee ee ee eee eens 9 92 
Upper St. Lawrence, Channel Improvements, Century Coal Co..............-- 1,405 49 
Sundry, unused portions of railway tickets, Canadian National Railways, $150.60, 

Canadiana Pacinc, GUAILW a, SOTHO oe «katara Pete Mion oleiale avers’ s suetevensme gs ale ye epee este ards 215 50 

18,554 19 
TEBE lc Meth here och came RES ATEN EM A HA cms ods Be Pease s “aun ak yee ce ee $ 633,052 71 


Fines and Forfeitures — Amendes et confiscations 


Sete deposits forfeited: Gillespie and Cummings, $10, Newton Construction rer" an 
AER BURN peel aces etnies ates | ict Be gia tat: aa. iclg da MPa ORIEN ARAN, re aid a tala QURRIO) « Sie aye Bs hepa 6 Oe 30 0 


Part V—6 
PUBLIC WORKS — TRAVAUX PUBLICS 


Premium, Discount and Exchange — Prime, escompte et change 


Exchange on New York. .cheques............g2¢.«sapity -anmuueG---- oan) )~nesen Seo 


Special Revenue — Revenu extraordinaire — War Appropriations, 1919--20 —_— 
Crédit de Guerre, 1919-20 


SALE OF PROPERTY — VENTE DE BIENS-FONDS 


Toronto:—St. Andrews College property. sold to Suydam Realty Co. for $325,000 
and interest; principal paid to March 31, 1932, $313,000, less $298,491.25 credited 
in previous years (see page V—6, 1930- 31); interest on balances, 1931-32, at 6 
per cent, SLL Le. ies. malas 6 Dee choker. oe ales cue ea ett ak Oeil Sec os ne Ree Surns,027 52 


DETAILS OF EXPENDITURE — DETAIL DES DEPENSES 


(A summary and classification, by vote, of this expenditure appears on page V—110 
Un sommaire de ces dépenses, classifiées par crédit, paratt page V—110) 


Salaries at Ottawa Amount Traitements a Otiawa Montant 
Votes — Crédits 93 & 392—-Civil Gov- Plonketé, Fi chead clk: 2eeaust.: 228: $ 2,640 00 
ernment Salaries — Gouverne- Pratt, C. H., office boy, 3 m. at $420, 
ment civil: Traitements 6 m. at $150, Jan. 1 to Feb. 7 at $480 
(resigned). rudbeuis Bo A Te Bae. 379 65 
Minister — Ministre— Under Statute— SauriolwR.wA.,! primoadelk:, 12m at 
Hon. Hi Ar Stewart ose © eae $ 10,000 00 $2 400 less, 724 .b, Pb ers dank Wanted 1,925 80 
Deputy Minister — Sous-ministre— Savoy, UU! Kiisten:, ere 2) .Ad. eles 1,260 00 
dB. unter Weeaek. See beeen ee: 10,000 00 
Asst. Deputy Minister — Sous-ministre 
adjoint— Secretary’s Branch — Secrétariat 
S. E. O’Brien, 9 m. as 920, 3 m. at 
$5. 290... cae bee oke, ea): Bey. 4,995 00 |{Belanger, A., photographer........... 1,800 00 
Bell, TG, sr: photographer... 2... : = - | 2,220 00 
PERMANENT EMPLOYEES Belliveau, Hii, sten., or. ds. ou. 5 - so, 1,440 00 
PERSONNEL PERMANENT Dessetietd [1.1K 2b. nea beanies 1,480 00 
Bouchard, A., process printer.......... 1,440 00 
Deputy Minister’s Office Boneher, /VW..¢O).,, eliceaet. Mase: te vc 5 eee 1,560 00 
Bureau du Sous-ministre iBrederieksd BA, Chie ts gen aa ona eo 1,200 00 
Carter, ‘T!'J., deplts solictions.: -... 1k 4,140 00 
Byker, HMG:, clip svar ed. | oes, hace ik 1,920: 00°||Champaene, I., clk jver. 3. 020). ae 1,680 00 
Belanger, A. ix elk., meri a, 200k. eae ae 1,920, 00;\|Charette, J). Ti, clk." i. 2, o 1. 200 
’ Burton, D. Ax, sten., a ET ree ae 1,380 00 OL, 200.9 Whe Ab aL ZOU ty. ee oo ets 1,245 00 
Dumoulin, J. A., confidential messenger} 1,440 00 ||Cherry Holme, T., messenger......... 1,200 00 
Foster, B. H., sten., gr. 2, 6m. at $1,080, Cooke, M. F., ster:, gr. 2, 9 m. at 
clk... gpd: 6 mivat Sh 6200 foo. 1,350 00 $1260. 33m. ab Sin 20 ie « 127 OO 
Green, W. C., confidential messenger, 3 Crerar, A. d., jr deptl. SOMCILOr . da..%.. 2,820 00 
m. at $1,200, 9 m. at $1,260, less4d.. 1.243 33: Cross, 41." Ay; clies gre 4: Yeu.wt es acoeee 1,920 00 
Harrell, W. P., private secy’s allowance 600 00 ||Day, A. E., sr. photographer.......... 2,220 00 
Farrell WV iP. ehapeeal eee cre. os atarhe 5,000.00 TH Derichie, J. JF joorin: Glee: =. . aa, sea: 2,400 00 
Johnston A. Elks oP atacuees. ue... 1,920 00 |}Desjardins, N., secy., 9 m. at $4,320, 
Pimave Brine Ge ou gas woes © tee 2,400 00 Sk. a A OUR ae oY ane a ee ees ee 4,365 00 


Note: Unless otherwise stated, all Salaries are for the 12-month period ended March $81, 19382. 
REMARQUE: Sauf indication contraire, tous les traitements sont donnés pour la période des 12 mois terminés 
le 31 mars 1982. 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Salaries at Ottawa Amount Traitements 4 Ottawa Montant 
Votes — Crédits 93 & 392—Civil Gov- Cadogan, M., travelling paymaster, gr. 
ernment Salaries—Con. — Gouver- 2,3 m. at $3,000, 9 m. at $3,120...... 3,090 00 
nement civil: Traitements—Suite Calder, CM. Stet Perera tne nek 1,680 00 
Clienier?’M JBy L.; typist, er. 2... -.*. 1,380 00 
PERMANENT EmPployEEsS—Con. Cote, EULA) clic fore aan ster ot ee 1,860 00 
_ PERSONNEL PERMANENT—Suite Craig, Fe Bi clk err are pester: at 1,380 00 
Currie, G. F., clk., gr. 4, 6m. at $1, 680, 
Dibkin, L., clk., gr. 2, 3 m. at $1,080, Gan Ab oly TAO es eet eee ha: 1,710 00 
Oaiaat BIT IMe e ee eac acacac 1,125 00 ||Ethier, J. A., travelling paymaster, 
MOO Wt Cl Keg SU Ae ce tg Aas 1,860 00 FERC AIAG bulls lls (tenet cee OREM Ronny 6.0, cocci eh 3,120 00 
Pircgipe Al” Negmcli. e.e «ho Ger 3,000 00 || Facto, G. F., office app. opr., gr. 3....} 1,590 00 
Poarantn. (O elic., BY tte ian 6 enn: 1-990"00. || Perzet,S. A. clk., gr. 25 Fae . 1,260 00 
Fahey, J., Brngess pani uprated 1,440 00 ||Gagnon, P. L., statistician............ 3,240 00 
Farrington, T 6h! oma ta Sues eb heereepag te e 1,620 00 |/Gauthier, J.B. clk., gr2!7 28 2t8 1,380 00 
EO Varhow +s elk. s, ee. ie 12 m. at $1,020, Gauthier, J. R. C., clk., gr. 2, July 9 to 
less 2d... 1,014 52 Mar. 31 at $1, 080, less 1p rc LA ed 782 27 
Gosselin, G., sr. trans., 3 m. ‘at $2,280, Gimblett, R. J., clk., gr. 4, 6 m. at 
9 m. at $2, "400 uebsie Rt. aE Lk eae 2,370 00 $1.S00°.6 m2 at Ol S60 soe. 335. 0.8 1,830 00 
Gosselin, W., process printing foreman.| 1,560 00 Groulx, A., clk., gre 2: .nscse rede eeu 1,200 00 
(Uinta aptedengt See es ye. ss 1,380 00 Guertin’ A. cllc., gre 2.0.0) 008 a, 1,380 00 
Hancox ava te, CK. 1aT- 2, coh. at Johnstone, Ae deptl. acctivgr’'S: 108 =. 2,820 00 
Sie rs. 0h) eter 20s ae: 1,275 00 ||Joubarne, ‘J. Z. P. E., office boy, 3 m. 
Hatieaty Ee Dan, Gk one - o ccee ae an: 2,400 00 ||_ at. $420, 6 m. at $450, 3 m. at $480.... 450 00 
Pinker e>tiisty Or. Se ee a ey 1,380 00 ||Jowitt, D., clk., gr. 2, 3 m. at $1,080, 
Hill, G., rie eles et Ea Oe 2,400 00 ||__9 m. at $1,140...............0.... 06. 1,125 00 
Lacasse, J. P., elk., gr. 3, 9m. at $1,560, Keating, N. A., prin. clk., 3 m. at 
a Oat STt G20 en ee ee ae Ce OOe. 1,575 00 ||__ $2,040, 9 m. at $2,160............... 2,130 00 
Lachapelle, B., photostat opr., 3 m. at Kingston, A.G., deptl. aceth or? 6 a. 4. 4,620 00 
$1,320, 9'm. at $1,380............... 1,365 00 ||Laperriere, J. M. H., typist, gr. 2...... 1,260 00 
Lafleche, Th 3h: elk., er. 3, April 1 to Lemay, J. H., deptl. acct., gr. 1....... 2,100 00 
Aug. 16 at $1, 680 (superannuated).. 632 26 ||Lesperance, E., clk., gr. 4............. 1,920 00 
Paloneine, ier, vpril, Clk’... fete sc 2,400 00 ||Marchand, A.., clk., eet IG EMP, 1,920 00 
Laframboise, A., photostat opr........ 1,380 00 McDonald, K. R. *y ‘clk., gr. 2, 9 m. to 
Laramee, G., sr. messenger........... 1,380 00 ||. Mar. 31 at $1 SSG SLR RIEL 1,035 00 
Legeult, O., clk., gr. a mes steiae ters. 1,320 00 ||McDonald, M. T., clk., gr. 4, 9 m. at 
Leveque, E., elk. Pe we eee. 1,620 00 G1 680% S mira Sl S740! 28 8. QOS 1,695 00 
L’ Heureux, R., clk., oe 1, 6 m. at $720, MeKayeGs elk:,’er. Sie 50. aces ues 1,440 00 
Beer RO #! OOP MION -1 8a 4. 750 00 ||McMullen, J. B., clk., gr. 3, 9 m. at 
Macdonald, M. A., sten., gr.3......... 1,620 00 ||_ $1,560, 3m. at $1,620.. 1,575 00 
Mackey, lid. pene clk s,s ese. 2,400 00 Minard, D. McR., deptl. acct., gr. 5.. 3,960 00 
MacMartin, G. C., clk., gr. 1, 9 m. at Mitchell, C. B., sten., gr. 1, July 9 to 
$720, 3 m. at S750 FF BOOT R HO 5° 735 00 Map 30 at '$1, 020... Sk Airiad 743 06 
McIntosh, J. E., sten!) gr. 2, ‘Feb.’ 19, Nelson~H. Riyelke ered.” 10052 ee a: 1,620 00 
1931 to Mar. 31, 1932 a $1, 080.. 1,202 14 Nicholson, Av ellec-arn Dh so Toe Mee. 1,440 00 
McIntyre, E. chief elk., 12m. at $3, 120, Pratte, H., deptl. acct., OP Oe een 43h 2,940 00 
ee Tae kh ee eee f Re fee: 3,111 61 || Raye, D. M. E., typist, gr. 2, 6 m. at 
Miller, J., sten., gr. 3, 9. m. at $1,440, $1. 260; 6 mv ae SH S20) Oe ee. 1,290 00 
CA cere 311 | OR ot 1,455 00 ||Schagel, M. E., sten., gr z 6 m. at 
O’Halloran, J., clk., ge. 4, 9 m. at $1,320, 6 m. at $1, 380. . ae 1,350 00 
CHOU 2 mM. ate, SOO" ee eee 1,815 00 Schofield, C. A., elk., gr. 4-........... 1,920 00 
Poulet, P. E., typist, gr. 1, 6m. at $900, Slack, G. H., elk., or. A. SAM ELA 9 9) 1,920 00 
Gia ate res eae 930 00 ||Slonemsky, M., clk., gr. 2............ 1,200 00 
Riverton. Ae head clic) ho: tues: 3,000 00 ||Smith, L. J., clk., gr. 4...........-..: 1,740 00 
Robichaud, D. T., head trans......... 3,420 00 ||Stanley, R., clk., gr. 3...-..........-. 1,620 00 
Scrim, W. H., sr. messenger........... 1,380 00 ||Stewart, J. H., head clk.............. 3,000 00 
Somerville, J. M., asst. secy........... 3,720 00 ||St. Jean, E. R., typist, gr. 2, 9 m. at 
St. Denis, N,, elk., eee ERE 55 Be 2,100 00 $f, 200, 3°m. ati $1, 26000071. Foe. 2 1,215 00 
Taillefer, V. AG Cio er ee ee 1,680 00 ||St. Laurent, J. B., deptl. acct., gr. 3, 4 
Tremblay, A ‘prin tres eee Ee 3,000 00 |} m. to July 31 at $3,120 (superannuat- 
CO rere ods ea Ba ek Oe PRE ty, 1,040 00 
Accountant’s Branch — Comptabilité AM . 
Mayers Aalte epeta Weeki . 4) Psy O0 Wa eee a a EC 
Anderson, F. cnet elk., Or ae ee eee Se 1,920 00 ||Anderson, A. D., asst. architect... 2,700 00 
Bateman, D., sten., gr. 1,2 m. at $720, Babcook, M.E., sten.,.gre22).0fe Ce 1,380 00 
elk.,.27T..2: 10m. at $1, 080 Sie teed ees 1,020 00 ||Ball, F. M., sten., gr. 1, Sept. 4 to Mar. 
Bradley, AL ihe Baas ge” > AR ne 1,920 00 ST at S720) Cet: Sy ae PE ant 7, 414 00 
Brown, J. L., office boy, ‘ m. at $450, Barclay, A. J., supervising architect. . 3,960 00 
6m. ‘at $480, 3m. . SOLO ere er 487 50 ||Baudry, C., architect, fittings 2.40%: 3,120 00 
Bruchesi, J., elk. wf yy pane CR eae 2,100 00 ||Berton, V. R. F., asst. architect, 9 m. 
Buckingham, He ms ae a erie 1,680 00 at $2. 340, 3m: ‘at $2,460.. anata 2,370 00 
Burns, M. S. office app. opr., gr. 2, 6 Boucher, C. S., prin. clk., 6 m. at 
m. at $1, 140, Gamat ol e200nF sens 1,170 00 $2980; 6 mas at $2; 400.1 oP 2! 2,340 00 
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. 


PUBLIC WORKS — TRAVAUX PUBLICS 


Salaries at Ottawa 


Votes — Crédits 93 & 392—Civil Gov- 
ernment Salaries—Con. — Gouver-= 
nement civil: Traitements-Suite 


PERMANENT EmployEEsS—Con. 
PERSONNEL PERMANENT—Suite 


Brault, J. C. G., sr. construction archi- 
tect, 6 m. at $3,180, 6 m. at $3,360... 
Cardill, H. M., elk. a Er. BFS RUNE yc bc be 
Chalmers, W. ras 
Charron, J. Ea. clk 
Clancy, M. D., sten. er. i 2m. at $780, 
typist, gr. 2, "10m. at $1,080 
Colquhoun, en sten., gr. Tihs eDaily ha 
Corbeil, L. i. ac. architect, 3m. at 
$1,920, 9 m. at $2,040 
Davidson, W., jr. architect, 3 m. at 
Pg Go0%'9 ma. at $2, 040... bso. wae sak 
Davis, A. S:, asst. architect. «. as. ..2t 
Dionne, J. G., asst. architect.......... 
Doherty, L., sten., gr. 2, 5 m. to Aug. 
31 at $1,140 (resigned) 
Doherty, V. M., sten., gr. 2, 9 m. at 
$1,140, 3 m. at $1,200 
Dube, W. A. , clk,, gr. 4 AP ee 
Dubois, A. , elk. i or. a san RAMI Me 
Ferguson, J1A: , architect, fittings..... 
French, M., sten., er. 2 
Fuller, T. W., chief arenitect.. . raids .. 
Gagnon, J. B. P., messenger........... 
Goldman, R., BUC, AEs 2. We sey a ihe 
Graham,’C.\Hié, 4rarehitect.,.. .. v2 ..) 
Grant) Jc’ RB, sr. quantity surveyor. . 
Gregory, PAS.; quar Wing architect, 
April 1 to Dec. 
APE) Vi es LE, og asa ae 
Guilmette, B. S. M., typist, gr. 2, 6m. 
at $1,080, 6 m. at $1,140 
Hamel, F. O., sr. mech. eng., heating 
SnG WV Sutllation whit. of saa. aie «eh 
ihearmden, Anvelk.. grcae oo chee ie 
Heisler, J. A. head Ae 6 m. at $2,880, 
6 m. at $3, B00: Toren Melee gee 
Hewitt, D. A, appraisal architect..... 
Hickey, W. J., asst. electrical eng.. 
Huber, W., architectural specification 
WHTCET IS Seka ae A Te et ey Aes Ae 


O10 19110 ie. or je\lene) 8) (n) Oh wheat 


Ce eS 


h Geis fe sigue chee « 


Hutchinson, G. N., asst. chief architect 
Keefer, A., sr. construction architect. . 
Kenny; Ds Wiostent} er. Dic... din. oe 
Went Che. UP hich. greta si yb. en. lta 
Kerr, W., heating and plumbing insp., 
9m. to Dec. 31 at $1,860 (deceased). 
Krock, E. A. B., typist, gr. 2, April 1 
to May 1 at $1, 380 (resigned) ee kee 3 
archer, MW wielig., 2813. fects bee 
Lavoie, 6 Be it ., asst. structural eng., 
2a. at $2, 700, dese Bid 
Lefort, P. A. , construction a 
Legg, Hh, Gale, s BY UAGShs GN o91..5 \c 0s ughe 
Liston, D. , office boy, 6m. ay $480, 6m. 
at $540 by Sid ht Us RA kaa 
) GME VOTED a dk eact ae eee 
McLean, B. P., elk, ; er. ER wil 
McLean, W. ne head clk., 3 m. at 
2,880, 9m. at SS OOD. sata ttracesyc. «J 
McWade, AC arte baie. diet Ad 
Merrill, AP. , sten., gr. 1,3 m. at $720, 
9m. at STAC) IRN iieg Mabey 1 
Merrill, H. W., asst. architect, 6 m. at 
$2, 340, 6m. at 92; 400... , Me euRe Anne 


38 at $3,960 (super-| 


$ 


Amount 


3,270 00 
1,500 00 
2,700 00 
1,140 00 


1,030 00 
1,380 00 


2,010 00 


2,010 00 
2,700 00 
2,700 00 


475 00 


1,155 .00 
2,100 00 
1,920 00 
3,000 00 
1,380 00 
6,500 00 

840 00 
1,380 00 
2,160 00 
2,520 00 


2,671 90 
1,110 00 


3,480 00 
1,920 00 


2,940 00 
2,820 00 
2,700 00 


2,820 00 
2,700 00 
4,740 00 
3,480 00 
1,380 00 
1,920 00 


1,395 00 


118 71 
1,620 00 


2,696 34 
2,820 00 
3,180 00 

510 00 
1,380 00 
1,800 00 


2,970 00 
1,680 00 


765 00 
2,400 00 


|Steele, R., asst. architech: (ous 


Traitements 4 Ottawa 


Mitchell, A. C., sten., gr. 1, 5 m. at 
$780, gr. 2, 7m. at $1,080 
Montandon, fer U., asst. architect... 
Moore, H., elk. of works, gr. 2 
O’Connor, M. K., sten., gr. 1, 
Mar. 31 at $84 Gey COs, Tae 
pie es R., office boy, 9 m. at $540, 3 m. 
at: S000. 5. doar on io oases Melee 
Owen, J., construction architect, 12 m. 
at $2, 820, RGRS tT Cees ores a ee 
Pelletier, J. A. H., structural eng...... 
Pennock, E. E., elk. Ba 4 
Platt, sain At agut. mech. en 
Price, F. P., carillonneur, 3m. at $3,360, 
9 m. at $3, 480, lose Sd ee oe 
Ruryie, M;:, typist, er. 20.72. v5 een 
Ralph, J. H., electrical eng........... 
Randall, J., clk., of works, gr. 3....... 
Rankin, T. D., supervising architect, 3 
m. at $3,960, 9 m. at $4,140 
Reinhardt, P. 
Soba OD Boc1. see ee diet 
Reynolds, A. W., asst. architect, 9 m. at 
$2,340, 3 m. at $2,460................ 
Richard, A. Welker, 2000.) eee. eee 
Robinson, W. L., sr. messenger........ 
Rocque, Y., s Bad MANU Peas a sina 2A 
Rogers, 'G., Géendiclk oe Sp ene 
Ross, F. W., clk. of works, gr. 4....... 
Rouleau, R., clk., a Te eee, 
Routhier, J. 8. J., DEG. CRT nage pe 
Schryburt, J., typist, Pr is acu oe 
Scott, A., asst. electrical eng.......... 
Scrim, W. Jt; OEE a ae eee 
Shearer, Jey Bot. of Government bldgs.| 
Skillicorn, ee ., student carillonneur, 
Oct. 1 to 21, 1930 at $900 (resigned). . 
Smith, W. L., asst. architect.......... 


$ 


Bene 6 he Boe wes 


cy 


ee 


Sutherland, C, D., supervising archi- 
WRCE! Sees See) ie eke on eer oe de tiem 
Temple, E. E. eee architect. . 
Thompson, J. Ww. ., asst. architect, 3 
m. at $2,460, 9 i ON $2, OS0unie ba: 2 
Thompson, Mis Lasstent or. Qi cons « 
TPremain, H.S., ir. architect. ...... 0. 
Von Staffeldt, O. B., architectural 
ROLL SMAI, Gocco eam etas See ae 
Watts, C. T., jr. architect, 3 m. at 
$1, 920, Oma $2, C40. ee baat 
Whittingham, J. W., mech. draftsman. 
Wiley, W., asst. supt. of Government 
i boleasia? ville ae ert aaa ee 
Walkinson, "T: GY clk. orld 4... aecee 
Williams, D. | asst. architectural speci- 
fication writer.. ee 
Williamson, D. A. , structural eng. abek 
Wilson, F. H., mech. eng., heating 
ventilation and sanitation, 12 m. at 
$2, 040 Tose Lender eee eee 
Wood, g. oe, asst, Mech. CUS oe ek. 
Woods, C., messenger, 12 m. at $1,020, 
leaaghty is Io < eda PMR 20) vad 
Wright, A. B., asst. architect, 6 m. at 
$2, 400;6 miiat $2 080s «x ol. eee 


Engineer’s Branch — Ingénieurs 


Ball, C. W., tester of bldg. materials. . 
Bance, Se chief elk 
Belanger, M. lis 
Blais, B., 


ed 


eH ees ne RRR UES Paget 
OLR ., ore 4, sane) «ke hawk me ak 


Montant 


955 00 
2,460 00 
1,980 00 


569 03 
555 00 


2,812 40 
3,180 00 
1,320 00 
2,460 00 


3,403 22 
1,380 00 
3,120 00 
2,520 00 


4,095 00 
2,880 00 


2,370 00 
1,300 00 
1,260 00 

720 00 
3,000 00 
2,880 00 
1,740 00 
2,800 00 
1,380 00 
2,700 00 
1,920 00 
3,840 00 


50 81 
2,700 00 
2,460 00 


4,140 00 
2,820 00 


2,500 00 
1,380 00 
2,160 00 
1,800 00 


2,010 00 
1,800 00 


3,300 00 
1,020 00 


2,700 00 
3,360 00 
2,928 34 
2,700 00 

944 45 


2,520 00 


2,160 00 
3,240 00 
1,740 00 
1,860 00 


—_ 


Brousseau, C., 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Salaries at Ottawa 


Votes — Crédits 93 & 392—Civil Gov- 
ernment Salaries—Con. — Gouver= 
nement civil: Traitements-Suite 


PERMANENT EmpLtoyeEs—Con. 
PERSONNEL PERMANENT—Suite 


chief draftsman, 9 m. at 
PareCO, 3.10. At.:$3, 000... «5 aaneerheh ey 
Brousseau, E. J., sr. draftsman........ 
Chonat, G. H., eng irre D. 0 be Ok 
Cain, W., sr. messenger, April 1 to Feb. 
20 at $1,200 (superannuated)........ 
Caldwell, T. D., draftsman........... 
Cameron, K. M., chief eng............ 
Carriere, J. P., wake parrot 3}im. at 
$1,560, 9m. at $1, 620. : 
Carwardine, By mech. ‘eng., A 6 m. at 
2,020, 6 my. at: $2,940... = hus ikas: 
Casey, L. D., sten., gr. 2, 9 m. at 
$1,080, 3 m. at $1, 140.. 2 
Caughlin, H. P, clk., er. SELES, CU ys 
Chalifour, J MM. auditor, eng.’s branch 
Chaloner, C. F. X., precise levelling 
eng., April 1 to Sept. 5 at $3,420 
(stipsrannuated es Oy LR ee! 
Chaplean) SoS vengs! eri die ey oh. 2! 
Connery; MP OE) clit af 0'32 P20 l0. at 
Corriveau, R. de B., asst. chief eng... . 
Coutlee, C. R., eng., gr. 2 
Currell, W. J., os helper, 6 m. at 
$840, 6m. at $00) less 183 die.) uun. 
Davy, H.M., 
Dumoulin, ve 


Si vicerie le witeleg 10) oe 5 


Dunne, H. 
Evans, J. E. 
Farrell, W. Ki. 
9m. at $540. Hiatt dace stats ete 
BOPKMET, 128 BUCO ac OTs ON, ald eet eae 8 
Gates, J. H., clk., gr. 3, 6 m. at $1, 500, 


clk., gr. 4, 3 m. at $1, 680, 9 

TEDL Ob, AO AMON! scone adacws ot 
TEMO Eee OD Us GCC bss LU edad soot! oa abies 
Samipeson, 1). Wo irene... ccc decease: 
Jette; MAY, sten!, 27.2.0... ees ee ee 
Keenahan, E, M., messenger.......... 
Lacourciere, Jc, (HEEL. Sta ayy Os tab 

8, O80, State: 140) oe. oy ak ye pao 
Eien boise! VE tele Or 8 Beh stig 
Dam OUTONX In ONS. OT Lo. cocks cians 
Langlois, C., elk., er. Le Re np Sa om ahh C18 
Lapointe, R. a i 


clk., gr. 


Marion, J. 
materials. . a 
Marion, J. E. , deptl. ‘acet.., ‘er. "path bie 
Matheson, Cc. ERE draftsman........ 
Matte, J. iD Ra ‘prin. draftsman......: 
Moblroy,, J. sehen, 2) Sed 55.086 «ie 
Milne, W. C., asst. chemist............ 
Mineau, A. T., prin. clk., 3 m. at $1,920, 
9m. at $2, 040 site da are arate yea ans ne 
Moore, W. J. sped Ae Lie. Liste es te cheesy 
Ouellette, L. 7 Dees Chics, Of 2noullta at 

SIA CGUS OLIN’ ar el aU oe ee 
Pilgrim, F. L., tester of bldg. materials 
Ridgway, J. H., prin. drafteman...... 
Rondeau, R., ship drafisman.......... 
Scharfe, A. Bi 
Simard, M. R.., sten., er 1480 nins6o. 
Mar. 31 at $1, 020 A kame ee, spate RS of 


B., asst. tester of bie. 


Amount 


2,910 00 
2,160 00 
3,720 00 


1,068 96 
1,800 00 
7,500 00 


1,605 00 
2,880 00 


1,095 00 
1,440 00 
3,720 00 


1,472 50 
4,620 00 
1,680 00 
5,400 00 
4,620 00 


837 10 
3,720 00 
2,400 00 
2,700 00 
1,860 00 


525 00 
1,080 00 


1,530 00 


1,725 00 
2,700 00 
2,160 00 
1,380 00 
1,140 00 


1,095 00 
1,920 00 
3,720 00 
1,500 09 
1,200 00 
4,620 00 
3,060 00 


1,740 00 
2,580 00 
1,920 00 
2,340 00 
1,620 00 
2,460 00 


2,010 00 
2,160 00 


1,305 00 
2,160 00 
2,700 00 
1,800 00 
1,860 00 


850 00 


Traitements 4 Ottawa 


Toba a if R.. its Pa ae 7 A A a 
Valade, A., clk., er 33pm uae ay, 
Viens, E., i 
LADS a hens Bhs 1.440 4ba 5 CRRA sed ln ae 
Villeneuve, L. L. O., office boy, 3 m. at 
$600, 9 m. at $660 
Walmsley, Bye 


Parliamentary Estimates — Budget 


Barton, V. B. 
Broom, W. H., elk., or. BERR) Ge. 
Cantin, J. A., estimate draftsman..... 
Cardill, P. J., clk., gr. 4,9 m. at $1, 740, 

Oo PP Ee OL SOUS coche whic ts Daye 
Davies, D., clk., gr. 1, 6 m. at $780, 6 

eva Se Sad” 1 apni Oleg COREE RTEN 1. aYalTeaT sl DER ARN 
Kavanagh, M., typist, gr. 3........... 
Law, K. M., " typist, gr. 2) O° mai at 

$1,140, 3 m. pati than Ege 
Narraway, | C.A., chief Ae Ts aa 
, elk. of estimates... 


Telegraphs — Télégraphes 
Bouchard, L., elk., gr. 2,3 m. at $1,140, 


$1,080, 6 m. at $1, 140 PEC ITI ee. GER 
Orr, TD. Fy f 
Riendeau, E. V.M. , sten., gr. 1,6 m. at 
$840, 6 m. at $900 Var TE Tee Me 
Ruddy, K., clk., gr. 3, 6 m. at $1,440, 
GEN AL whee cian os: Same ae, Ccks A ae 
Sims, F. G., general supt., telegraph 
service, 6 m. at $4,020, 6 m. at $4, 320 
Watterson, F. G., clk., gr. 4, 6 m. at 
$1, 680, 6m. at $1, 740.. 


National Gallery — Musée national 


d’Ornano, M. V., elk., 2, 6 m. at 
$1,080, Oct. 1 to jae: 10 at $1,140, 
(resigned) US ebay eee Mile Ae dak Nh es RR DOR 
Fenwick, K. M., elk., gr. 3 9 m. at 
$1,440, 3 m. at $1, 500.. 
Ingall, G. cls., ar. os 6 m. at $1, 440, 
Gait. Bd, HE4 OOD, 1 tire cp Wee ows caelaer 
aie, a. O., asst. director and 
Bbhnobe V.A.P., museum asst.. 
Wardlaw, W., museum helper.. 


Purchasing Staff — Achats 
Dawson, G. W., deptl. purchasing agt., 


is he) 8) 0s) eps) 0. 678 6 16. 4 4 S88 9 5) 60 w He. 


Montant 


$ 1,500 00 


1,380 00 
1,440 00 
3,540 00 
1,680 00 
1,680 00 
3,960 00 


645 00 
1,620 00 


1,380 00 
1,200 00 
2,400 00 
1,755 00 


810 00 
1,620 00 


1,155 00 
3,240 00 
4,140 00 
1,185 00 


2,400 00 
1,920 00 


1,185 00 
2,400 00 
2,820 00 
3,000 00 


1,110 00 
1,680 00 


870 00 
1,470 00 
4,170 00 
1,710 00 


1,140 00 
1,620 00 
5,100 00 

760 65 
1,455 00 
1,470 00 
3,840 00 


1,380 00 
1,260 00 


4,320 00 
3,420 00 


Paré V—-10 


PUBLIC WORKS — TRAVAUX PUBLICS 


Salaries at Ottawa Amount Traitements 4 Ottawa 
Votes — Crédits 93 & 392—Civil Gov- Barnes, E. E., gr. 2, April 1 to July 13. 
ernment Salaries-Conc. — Gouver-= Berry, K. E., gr. 2, June 8 to 27....... 
nement civil: Traitements—Fin Bourke, A. A., jr. architectural drafts- 
TUBA cece a Es, . cee ote Rated sto, MO 
PERMANENT EMPLOYEES—Conc. Cleland,.J., gr: 2, Apzil d.toJduly-2/nus 
PERSONNEL PERMANENT—Fin Edwards, Ee rnQare occa 2 eer es 
Gardner, Me Buape, Oo se. ode t 
Gorman? clk ores. woesteeatisk ae: $. 1,620 00 |}Gauthier, R. C., oa 2, April 1 to July 8 
Hutchinson, M. W., deptl. purchasing Girard, G., lab. | AeSbanioe, ahOebhcmees 
agt., gr. OF ee eth. wd, Ree ae 2,880 00 Goulet, i, Ak; gr. 2, Nov. 18 to Mar. 31 
Kingsley, A., office boy, 9 m. at $600, Kapinsky, N. ot 2, 2m. to May 31. 
OMe eS OOU, AP ah eke: eo bes aaeces 615 00 || Kill, R. M., gr. 2, Nov. 18 to Mar. 31. 
Taroden ., Bteny, gtd. ivy’ te Ree ee 1,020 00 Kydd, EB icec2, Oct. 27 to Mar. 31..... 
Mineau, J. A., deptl acct., gr. 2........ . 2,580 00 ||Lafreniere, D. E. H., office boy, Aug. 
Nutting, C., typist, gr. 2, April 1 to 2iito Mars3l at$420 5 mee. teksee oD 
Sept. 20 at $1,380 (superannuated).... 651 67 ||Lister, E. mi ariyqone? helper, April 1 to 
ose elen.). oRuswes Lied, «te rebiee-« 1,680 00 30:36 1, 080.4%, . cloaked. SO TE ae 
Rutherford, Pivelk tioned. yn. thes 1,020 00 ae i W., SAN of building mater- 
Saran uc, ilk. wes Se. eo as ss BOE 2.400400. Ih pdaloe. fo... 22. 05. 5 eater Ee OR im 
679,462 22 Mikael G., jr. architect, Mar. 3 
to April 30, 1931 at $1,800............ 
Vote — Crédit 93—Civil Government Meldrum, M., or 2. April 1 to July 14.. 
Contingencies — Gouvernement Mogie, O15. 2ris2c6 wleeeen cette. 4a 
civil: Dépenses contingentes Pennington, H. G., gr. 2, Nov. 17 to 
Mar. 31, lessid Gh.ece.2 t.taat: ahs hed 
TEMPORARY EMPLOYEES Petigorsky, M., gr. 1, April 1 to 25...... 
PERSONNEL TEMPORAIRE Prindiville, M., gr. 2, April 1 to July 22 
Sarault, H.-M., office boy, May 8 to 
Clerks, Typists and Stenographers unless INGieil B61 S420 ads Fad be dives. od Ate 
otherwise specified — Commis auz écri- Swerdfeger, C. H., architectural drafts- 
tures, sténos et dactylos, sauf indication MAN s+ hiadkted ee OB veda ed af 
contraire: Gr. 1— $720; Gr. 2—$1,080. Sylvester, E. P., gr. 2, April 1 to July 13 
Wilkins, D. O., gr. 2, April 1 to July 13 
Allen, L. §., gr. 2, Nov. 12 to Mar. 31. 417 00 
Barber, ley “chauffeur, April 1 to 30 at 
$1, “Og OR CREE SAILS ge OEE 135 00 OtAL Ss nts Dai asl 
Charged as follows — Imputées comme suit:— 
Under Statute — En vertu de la loi—Salary of Minister......... (Page V—110)$ 10,000 00 
Votes — Crédits 93 & 392: Civil Government Salaries........... (Page V—110) 679,452 22 
Vote — Crédit 98: Civil Government Contingencies...............c0cceeeeees (Page V—10) 


$ 703,824 48 


Vote — Crédit 93 — Civil Government Contingencies — Gouvernement civil: 
Dépenses contingentes 


Salaries and Wages — Traitemenis et salaires:—Temporary employees (Page V—10) 
Travelling Hepenses — Frais de hades -—Hon. H. A. Stewart, $250; J. B. Hunter, 


$19.20; A. J. yey $148.98; 
Boucher, $82:353) J, 
$119.15; M. Cadogan, "$64. 90; 
5 ee Chalifour, “$457.40: g 
C. R. Coutlee, 


H. Bance, 
. G. Brault, $925.21; 


irs Chapleau. 
$354.70; RO Croll, 


$70.55; 
Ey Brousseau, 
.M. Cameron, $297.06; B. Carwardine, $48.40; 
$290.08 ; RB hdetB: Corriveau, $74; 
$368.85; H. M. Davy, $342.63; G. W. 


C. Baudry, $403.45; C. S. 
$57.55; P. G. Burgess, 


aie, $8. 09: A. Day, 942/07; “J. Ac’ Bthier, i) Pei PS Soi Y pane. Ferguson, 315.022 


W. Fuller, $622.40; P. 
Hamel, $616. 32: J. A. Heisler. 
$474. 45: 


E. Gagnon, 
$23. ae 


$136.90; 
Aa Hear nden, 


G. Hill, $306.79; D. H. Hunter, $125.90; E. 


P... Gregory, $131.59; FP: O. 
$29.45; W. J. Hickey, 
Huot, $124. TOR Wher WS SLY 


$181. 70: J. EH. Larochelle, SOGOU ee ee E: Lavoie, $9.90; MiG Legg, $551.35; 


AIK Light, $31.95; 
$970.85; 


We 


Pilgrim, $39.90; H. Pratte, $09.80; J. 
W. Ross, 236. Rai 


Roger 8, $54: 


G. es 


Lyon, S154) oAR 
D. McR. Minard, $43.15; R. Palmer, $363; H. Pelletier, $46.85; 
i Ralph, 


M acdonald, 


$98. tials MacLuckie, 


$721; Pre. Rankin, $11.54: 
Sims, $1.466.08; H. 8. Tremaine, 
Siri § 


$96.70; E. Viens, $573. 69; D. Williams, oe a Tess. Williamson, $55.42 ; 


Wood, $5.70 


Ce eee NC Ts WM ee ye 


20a @ Oe 0. 0 lets (Ae! « wihe, (e)8) e) 


©, 8 10) Mire) 6) lw) 1#) O96, SOR ere se, 6, © ie: oa 8G eae Lee 


Montant 


$ 307 74 
60 00 


1,140 00 
348 39 
1,080 00 
1,080 00 
293 23 
1,140 00 
399 00 
180 00 
399 00 
464 52 


257 42 
90 00 
1,800 00 
290 32 
310 65 
1,080 00 
390 38 
50 00 
333 87 
210 26 
1,500 00 
307 74 


307 74 
14,372 26 


703,824 48 


689,452 22 
14,372 26 


14,372 26 


15.620 96 


—-- 


Part. V—lL1 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


eS eee 
S00 


Vote — Crédit 93 — Civil Government Contingencies—Conc. — Gouvernement 
civil: Dépenses contingentes—Fin 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:-— 
Photographic work and supplies, $745.18; towels, $312.98; sundries, $88.61.. 1,146 77 
Printing and Stationery— Impressions et papeterie:—King’s Printer, supplies. . 30522303 
Miscellaneous — Divers:—Newspapers and publications, $620.57; postage, $223.58; 
shorthand reporting and transcribing, $331.20; street car tickets, $150.36; sub- 
scription to The Mercantile Agency, $125; telegrams and telephone messages, 
' $6,719.44; washing towels, $267.19; sundries, $68.46........... eee eee eee eens 8,505 80 


Total (see Summary — voir Sommaire, page We LOW aT Danes i ereush tia $ 69,868 82 


PUBLIC WORKS CHARGEABLE TO INCOME 
TRAVAUX PUBLICS IMPUTABLES SUR LE REVENU 


Vote — Crédit 182 —Public Buildings — Edifices publics 


Nova Scotia — Nouvelle Ecosse 


Halifax Public Building, improvements and repairs:—General painting and repairs, 


Re BCS te oye ee tie elec ay less, cin ofc a oabe lee cual e. 0s) 210 0) muslin ty 0: ew hbousamastas 8,749 03 
Halifax Quarantine Station, improvements, repairs, ete.:—Labour, $1,109.10; 

SOE Wh OI SUR GR Rn caer oe RRND rae VRY 7 rat R Mey Ce ear e ere OE oe 3,741 24 
Halifax, Rockhead Hospital, improvements and repairs.....-....eee esse eee eee 1,745- 88 


Halifax, repairs to buildings and wharves at R.C.N. Barracks and H.M.C. Dock- 
yards:—Labour, $9,397.08; pile work, $13,150.05; sundry supplies, $7,388.94... 29,936 07 


Inverness Public Building, extension of .sewer:—Preliminary expenses........ 68 70 
Kentville Public Building, additions:—Wiring, interior fittings, etc., $5,659.41; 
SETA CCS OT erate Sets Diete saved Nlelel ely y's\nie aid ain mam diac aie ile Mi, eg eleeadle city 5,697 61 


Middleton Public Building:—Clerk of works, $483.84; furniture and_ fittings, 

$4,039.98; balance building contract, Gates Contracting Co., Ltd., $22,911; sun- 

eS Ns NY ay ArH A DOP e elt taht vishatale lg atk a tela sea os watery ees save athe eg 27,670 73 
New Glasgow Public Building, addition:-—-Clerk of works, W. D. Fraser, $1,125; 

balance additions and alterations, J. N. Kenney, $53,150; furniture and fittings, 


$5,507.55; sundries, $211.35 ....... cence cee eee ete ee eect ete eetes seeteeeeee 59,993 90 
Naw Watertord Public Building:—Sundries 2... il. oes ok bet ees es eee Miele ds es 1,138 34 
Shubenacadie Public Building:—Clerk of works, $604.83; construction, W. R. 

McDonald, $15,124.90; supplies, $2,899.15; sundries, $201.36.................. 18,830 24 
Sydney Mines Public Building:—On account repairs, Gates Contracting Co;),Ltd., 

$7,300; supplies, $593; sundries, $88.93. ........... ee sec eee eect e cence eens 7.981 93 

Total (see Summary -— voir Sommaire, page V—110)...............4-. $'165)503" 67 


Classified as follows — Classifiées comme suit:— 


Salaried: ANG OVN ALCO iG lade - «tis aldm cielo « poe tend dislai> nialey Gate mble, e sine U2 Jib on OO 
PPA Vell iyi BR PCMBES. « nxelh Wem .cache se, thaleyaighahen Wehiineualte «pide Da Saha. s psp eters a eR 37 50 
Materials, Supplies,. Repairs, (ete d...0.!. 2naeibliget easly) + anne: 59,613 80 
Printing vatids StaviONCLy ... 5.5 < ues snakes 14540 08 Mune, heer eon: 15 69 
Miscellaneous )ia. o.0 dae Sel POSE SS 1 Weoceaaliy YR Witch ss toys onan cael 1,884 93 
EAR age e ee te ess ayn Reed ca idtsiNe ie B 91,265 90 


Votes — Crédits 183 & 410 — Public Buildings — Edifices publics 


New Brunswick — Nouveau Brunswick 


Atholville Public Building:—Furniture and fittings, $2,058.96; sundries, $141.04. 2,200 00 


Dalhousie Public Building:—Purchase of. site, $4,500; sundries, $62.40.......... 4,562 40 
Forest City, Building for Immigration and Custom Excise purposes:—Construction, 
SAG R OM  SNNALIGK sah Lo) 2 Riss dels im eyed nin que «ha BR Ge oo so ale PTS pes oes 5,067 75 


Purchase of site, $2,000; sundries, $223.47............ 2,223 47 


McAdam Public Building: 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes — Crédits 183 & 410 — Public Buildings — Edifices publics 


New Brunswick—Conc. — Nouveau Brunswick-Fin 


Moneton Publie! Building!+ Sundries 6). . cia wid. Sb TL. 26 bieteys eles eats ops yrtere cats 856 09 
Moncton, tractor for’ ‘postal: purposes:—Auto> | truck wij. .wiulod eines. vee mw enebulend « 911 00 
St. John Quarantine Station, Partridge Island, improvements, alterations, repairs, 
été.:-—General'repaits: 2S 8h cies, dates OUTER. elec etdari rt deren’; ee ofencene 2,605 57 
Total (see Summary -— voir Sommaire, page V—110).............-.008- $ 18,426 28 
Classified as follows — Classifiées comme suit:— f 
PRCA Pee LTC WY ALC. avele-slehe SAPARD ilole. eh) 1 4/uras 9! ALES giontuatsdiean 6 Bis p eucse he fils 246 44 
Mrareling : HXPONSES .,. s/css 4 sis tons & eee be alba a ails Ee yo ae aed 110 30 
Naterials: Siupmies,. Kepalrs, CbC2..q aiced cits classed 6 Bie. spe tie Mawes cae 5,736 58 
EZINEING and ap tatloneny Bc oc. sce sea Ue) auth eb lcachaun apecemens Glebe lets’ steers 8 81 
NasGallan COWS ks sale! s Lie « Buduee'e ole Sinks. “ae hee sybnsseisc act ke, oi Qh ohee oN nea) Sa eee ek RE 937 65 
Other \Outlay MreccwonrvtelyhQhcn aed AACE itdiAta ss ie OLBt Te pee tea 11,386 50 
$ 18,426 28 


Vote — Crédit 184 — Public Buildings — Edifices publics 


Maritime Provinces Generally — Provinces Maritimes en général 


Dominion Public Buildings, improvements, repairs, etc.:—Salaries, $16; travelling 
expenses, $2,331.37; materials, supplies, repairs, etc., $39,057.54; printing and 
stationery, $223.98; miscellaneous, $1,286.30. (Details with Maintenance of 
Dominion Public. Buildings; Page: \V-—60).. dws A. wodeniahes. pee ettasen + ae et $ 42,915 19 
(See Summary — voir Sommaire, page V—110) 


Votes — Crédits 185 & 411 — Public Buildings — Edifices publics 


Quebec — Québec 


Asbestos New: Bailding: =“Stndries.). vole). .evlwins. Jose Os cael bios, wait 393 09 
Beauharnois Public Building: Sonar clock, $1,517.54: ‘sundries, $164,832... .ssisa 1,681 87 
Boanport weaplie: | Building: Sundries.) o8 ai lake cles tice eh a 0k Cece tea an ene ares ate 93 16 
Beebe, Building ae Immigration and Custom purposes: —Purchase of site, $3,000; 

sundries, $139.8 Lie inca ede oe (Um teacd patus. Mem Nene Weak seek berrecele ra rate Tene anew eee eae tol een ee 3,139 80 
Cantic, Building we Immigration and Custom purposes:—Sundries............ 225 


Dominion Public Buildings, improvements, repairs, etc.:—Salaries and wages, 
$17,830.51; travelling expenses, $1,522.51; material, .supplies, repairs, etc., 
$76,150.04; printing and stationery, $348.40; miscellaneous, $2,586.67. (Details 


with Maintenance of Dominion Public Buildings, Page  V=60 ai gait . alpine 98,438 13 
Grand’ Mere Public) Building :—General © repal Pee vie: os ov we oe eee was! ore Rolla ikes «fs 2,109 52 
Grosse Isle Quarantine Station, improvements, repairs, etc.:—Renovation and re- 

pairs, $3,155.88; sundries, $1,203.98 NAPA RP net AA a ie ined Ue eA eR ee PER Ay 5 4.359 8&6 
Hull Laboratory of Hygiene:—Sewer, $9,017.16; sundries, $732.89.............. 9,750 05 
Huntingdon Public Building: —On account construction, A. Daris, “308, 310; fittings, 

$2, 668: SPB ALO R gik octal 0b 47 in 4 Alaa AM aT AT Tyee AP Mit alge angy Aial 4A acack A ieatbgteniyy MB gla Cn ool EBay tl 25,705 49 
Jonquiere, Public Building, addition:—Additions and alterations, $5,212.98; 

UE VOU wrest: Mi Cot 6 elon Wek 14h." ge RR ARAL Gh eed GAL hola dal Ney Ma Ren GBR rat Michael Ah er aoa toy Cally Lt dn 5,298 64 
Lacolle, Building for Immigration and Custom purposes:—Sundries..............6. 16 30 
Maisonneuve Public Building: SPATTER MOT ee, Seren, Wer a er ut | ree) Petre ee etc Be ea 0 80 


Montreal Postal Station in Notre Dame de Grace:—J. D. Boileau, property, 

$49,175.18, interest, | $582.02, less share of taxes refunded, $95.07; sundries, 

i753 0 ai 8 A ye he le a eh ney helbgt SO Main Ryle Yedpayed OM Sa AN RED gt beat lid MNES as Gee 49,921 58 
Montreal Postal abnana) Building:—Purchase of property, Empire Trust Co., 
- property, $45,000, interest, $10,626.03, costs, $1,005.86, Mark Workman, property, 

$190,000, interest, $7,916.44, costs, $671. 10; legal services, Campbell, ‘McMaster, 

Couture, Kerry & Bruneau, $182, Lafleur, McDougall, McFarlane & Barclay, 

$1,000, Jonathan Robinson, $10,757.40, A. S. Wilson, $159; services of valuators, 

$15,000: .sundries; SI U75 AO" 2.5 TA Ae tle ee catetetete lately tote vateMatetetetalahmo tht eM ened EEE 283,493 32 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


i nl 


Votes — Crédits 185 & 411 — Public Buildings — Edifices publics 


Quebec—Conc. — Québec-Fin 


ge eee Stephens Building, equipment :—Equipment installed, $4,351.67; sundries, 
Quebec Citadel, Governor General’s ‘Qhaarters, improvements, maintenance, ete.:— 
Salaries and wages, $4,639.85; improvements and furnishings, $4,083.03; main- 
tenance, $3,297.70; sundries, $1,110.07; detailed with Rideau Hall, including 


erounds, improvements, furniture, maintenance, etc. (Page V—25), $368.64..... 
Quebec, tractor for postal purposes:—Model_ tractor........-.seeeeee sere tee 
Ste. Anne de Bellevue Public Building:—On account building contract, N. 
Gurus, $8000; sundries) $480.31 Vie) cs Oa eiae sa hie oe se ble sneer 2 st ty ftv 


St. Hyacinthe Public Building:—Fittings, $3,123.70; BUNUTICS 0 DO DOLE OS erie et we se 
St. Joseph d’Alma Public Building:—Settlement of all claims re purchase price 
Of sproperty,)$000; sundries, $3.4. ----rmauytereaccanigmite “eae eats ee 
Shawinigan Falls Public Building, enlargement:—Balance additions and alterations, 
A. Daris, $400; fittings, $1,432.65; sundries, $363.13... . 205s. e eet eee ce ge's 
Trout River, Building for Immigration and Customs purposes:—Sundries........-- 
Victoriaville Public Building:—Balance of building contract, Stewart Construction 
Co., $6,560; fittings and furniture, $4,696.69; sundries, $490.96.......-.++++-+5:- 
Ville Marie Public Building:—Balance building contract, Hill-Clark-Francis, $300; 
fittings and furniture, $2,438.44; sundries, $513.59. .... sc cece eee e cere tere eens 
Westmount Armoury:—(Lease on rental-purchase basis of 40 semi-annual instal- 
ments over a period of 20 years) Sun Life Assurance Co. of Canada for the 
Westmount Armoury Association, lith and 12th instalments, $12,624.30, interest 
“eharalage payment, $28.86; E. A. Whitehead Co. Litd., insurance premium, 


Total (see Summary — voir Sommaire, page V—l110).....-.---+s---ee: 

Classified as follows — Classifiées comme suit:— 
Salaries andi WVACOSkiommteth © seeshubcvee leer S SNL Gee Varta sO 
Travelling WXPeNSES.. nsec somes HA ART Tt te! 1,704 06 
Materials, Supplies, Repairs, etc.....---.eeerereseerre str t ets 129,286 75 
Printing, andsseatiomery . cere nis- wenrsnel rok (satchel 428 30 
MMaccAllaneoUs., is. duis sn Lie > Re Ge: velhebia cis dieleier es 34,970 38 
Other. Oublavine: «6 \adas ce hhied dire sei heck: Storie on te aah 358,964 27 
$ 548.626 46 


Votes — Crédits 186 & 412 — Public Buildings — Edifices publics 


Ontario 


Amherstburg Public Building, improvement to heating: —New radiators.........- 
Belleville Public Building, improvement to heating:—Grates and blower.......... 
Brockville Public Building, alterations and improvements:-—Fittings, $2,909.70; 
repairs, $4,920.05; sundries, DOD A) Wesel is se phe ee eae ee aaa ei onie staves, ous & 
Copper Cliff Public Building:—Balance building contract, F. Levesque, $19,489; fit- 
tings and furniture, $3898.94; sundries, $653.96.........-+ssseeesereetne esses 
Dominion Public Buildings, improvements, repairs, etc.:—Salaries and wages, 
$1,335.15; travelling expenses, $1,870.26; materials, supplies, repairs, etc., 
$101,098.40; printing and stationery, $265.25; miscellaneous, $15,213.08 (Details 
with Maintenance of Dominion Public Buildings, Page V—60).......----+++- 
Fort Frances Public Building:—Sundries.........seeeseeesseeeseneere err ses criss 
Fort William Public Building:—Site, Fort William Building & Realty Co. Ltd., 
$10,000, Royal Trust Co., $7,500, Royal Trust Co. & 8. McKellar (executors of late 
P. McKellar), $7,500, J. J. I. Syvitske, $8,000; sundries, $1,487.88.........+.--5 
Gore Bay Public Building:——Balance building contract, McLartys, Harten & Wilber 
Ltd., $486.30; fittings and furniture, $2,035.10; sundries, $213.66.........-.+-++5- 
Gravenhurst Public Building, addition:—Sundries. ....... see ee ce eee reer sere eee 
Guelph Public Building: —Sundries..........-seeseeeevee esses tears tetas 
Hawkesbury Public Building, alterations and fittings: —-On account fittings, $800; 
Aadeies, SIDS AZ Mes tad de cada tes ices B acted eas ea eee aha ses ee es ey ONES: 
Keewatin Public Building:—Balance building contract, Kelly & Kimberley, $600; 
fittings and furniture, $2,827.64; sundries, $1,485.66........--.esee reese rece eees 


4,575 


13,499 
3,035 


8,480 
3,501 


503 


2,195 
20 


11,747 
3,252 


25 


119,782 
1,029 
34,487 
2,735 
191 

726 


924 


90 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 186 & 412 — Public Buildings — Edifices publics 


Ontario—Conc. — Fin 


Leamington Public Building, improvements to heating:—Sundries........ abo 
New Liskeard Public Building, improvements:—Clerk of works, $375; building and 

driveway, McLartys, Harten & Wilber, Ltd., $49,884; sundries, $1,442.22........ 
North Bay Public Building, improvements:—Observation gallery...... je ele cialis 6 idle 
Orillia Public Building, alterations, improvements, etc.:—General repairs.......... 
Parry Sound Public Building:—On account construction of building, M. H. Braden, 

SO;O00% sumdries, . S480 48) indy oe tole sc uso cu ee tel ee Tae. Sn ek 
Penetanguishene Public Building:—Clerk of works, $750; building, M. H. Braden, 


Sete? 033) sundries «1,966,104 ne: oe eam eo Nee ee Dict a Ph racket aah 
Perth Public Building:—On account construction, J. Davidson, $24,170; sundries, 
SOT 5 aR e ete <ioldtee wlohe Seite. 4tehe eal’ Bh OO OR Oe ie AT ee ORE, Aa 


Port Arthur Public Building, addition and alterations:——Fittings, $2,285; sundries, 
PBORB OS Coes 6 ithalaiie'e's el! hale ane 8 sie Melt age ol are eae ee ee Lanne Se pare SE k 
Port Credit Public Building:—Construction of building, Herod Construction Co., 
Lid., $29,481.65; fittings, $3,129.81; sundries, 62,300.40... 0. eels, en es 
Stratford Public Building, addition:—On account building contract, A. Schnarr, 
$25,923.15; fittings and furniture, $2,312.62; sundries, $1,948.53................ 
Sturgeon Falls Public Building:—Furniture and fittings, $1,769.98; sundries, $198.25. 
Sudbury Public Building, alterations and repairs:—General repairs.............. 
Sydenham Public Building:—-Balance building contract, L. McDonnell, $948; fittings 
and furniture, $2,036.24) stindries, "S00.020. 5 2S (eteey UL ie hated A 4 
Thorold, site for public building:—Site, Nash Canadian Syndicate Ltd., $4,050; 
qumdries, 'S26..0 5, meee c +s cols s Medes shete , LY EL ak eS ae ee 
Timmins Public Building, improvements, alterations and fittings:-—Repairs, fittings, 
CMa ih Libis an ie oc eT a as soo Wea es ee lgiame) «SNS |p Suu G Lt ie Ie Sen on rs 


on account conveyer chutes, $14,635; sundries, $6,898.23......0...0ccccceeeeeee 
Toronto Meteorological Building, alterations and improvements:—General repairs. . 
Welland Public Building, alterations to fittings: -—Sundridas wi: dee oe Ran eee ee 
Total (see Summary —voir Sommaire, page. V-—110)..c-okne ae ee 


Classified as follows —- Classifiées comme suite: — 


anaries andl Wore) ie Uehara entice sh eta ee Ae 6,873 98 
PrawellmeEsmensesd sn OSE Ae ek a A Lid fale Die eA eile 1,870 26 
Materials, SupplicayfRapaipes tear. eeeigttose siete: heel a 261.211 25 
Printing and: Stationery. : sv oe Na een een Nea te 341 00 
Msacellanegts oy... AR. BE A Ry. PON ARES = a AE an | 39.404 46 
eer lOurt lan ieee sae bite 4 a sk ae 8 oid hf I 8 SP 741,582 97 


$1,051,283 92 


Votes — Crédits 187 & 413 — Public Buildings — Edifices publics 


Manitoba 


Deloraine Public Building:—Clerk of works, $278.78; balance of building contract, 
R.N. Wyatt, $8,877.50; fittings, $3,005; :sundries,: $355.61. . bilo: 1o.eTaeckan 
Dominion Public Buildings, improvements and repairs:—Travelling expenses, 


211,89 
12,516 89 


11,619 31 
1,201 00 
10,170 38 


sda 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 187 & 413 — Public Buildings — Edifices publics 


Manitoba—Conc. — Fin 


The Pas Public Building:—On account building contract, Bird, Woodall & 
Simpson, $2,200; site, Department of Indian Affairs, $1,000; sundries, $506.33. . 3,706 33 
Winnipeg Postal Station “A,” purchase and repair of trucks for Post Office 
Department:—On account trucks, etc., Mumford, Medland Ltd., $3,008.12; sun- 


RIPE SUL SS Hees 7c vnals weil see eae OL TORS 2 DI Bas The ele te 3,200 00 
Winnipeg Public Building, improvements te elevators:—On account overhauling 

freight elevator)"$500; repairs tot elevators)* $2,471.92) 000% ce Ua aS PL 2,971 91 

Total (see Summary — voir Sommaire, page V—110)...........-.--.-: $ 45,597 71 

Classified as follows — Classifiées comme suit:— 

Salaries ANG ACR. Se he ache SLY, cotlte Obata) Metetar dial ste « alraraee a bubate 485 23 

Travelling Wexpetines O06. FINI. 32 i. IPL, APIS. 8. GAPE: 386 20 

Materials, Supplies,. Repairs, - eb6.« 0s... cc ee 8 toe wfeletelerotetatatatatetar eters 24,025 75 

Printing andostatiiwery ASO. IN Ye SE. BHR . IO. BADD Ts 2 130 84 

NERGCHONGCOUSs 55 cas 6 ko e.8 4 a+ RS A. a acta PO iene, A OR 791 19 

RR Nid ar hia Viie PO 58 oo aa ae a aei al sien cal'e slo ty) eee ees pont mam aL alee 19,778 50 


$ 45,597 71 


Votes — Crédits 188 & 414 — Public Buildings — Edifices publics 


Saskatchewan 


Dominion Public Buildings, improvements and _ repairs:—Travelling expenses, 

$1,618.85; materials, supplies, repairs, etc., $16,472.95; printing and stationery, 

$218.98; miscellaneous, $1,667.91 (Details with Maintenance of Dominion Public 

ar tree SOU oa tents «hte sale a Boo. 4 01 Qe shudiigs © Sipiin.s so Suan) cote avid star's is) Pat Rua ss 19,978 69 
Kamsack Public Building:—Clerk of works, $528.80; balance building contract, 

Wilson & Wilson, Ltd., $22,864.40; fittings and furniture, $2,966.35; sundries, 


S386.78.. dus. es -). MAIS, BOOT mom CQEUTY LOIRE CHIR on, 1, 2 ose 26,746 33 
Lloydminster Public Building:—Supply and installation of clock, $1,838.68; sun- 
ATC oD AOS O AE we cde Weis caueise il sheet SES ic. o Tiovpekerte o.cusatatievipleds “ehh et uae oe a ot 2,188 56 


Lumsden Public Building:—Clerk of works, $637.10; construction of building, 
School Builders & Equipment Co., $17,016.70; fittings and furniture, $2,696.73; 


CORY LO gem ION Ey I iecaes, © oa toa tne « vasich re asian '<* ccghn Suchen sitens. 04 Paks BO Ds «casas reine ay 9] GR eos 20,766 90 
Melville, Government share of, cost Of IMpTrovemMentss oo. - oop.» aroiepepeneyes ecanereyand mrdhelels 1,050 00 
Moose Jaw Public Building, alterations and improvements:—-Repairs to elevator... 575 00 
Moose Jaw, Tractor for postal purposes:—Tractor, $680.61, less $75 for old tractor. 605 61 


Regina Armoury:-—Northern Trust Co. for Regina Armoury Association: insurance 
premiums, $3,145.36, fifth and sixth semi-annual payments on purchase price, 


ARCO LE aE eee te Be ee nes ARNT nos npyensersht Tne enn Tear: Late 31,000 00 
Regina Public Building, addition:—Fittings and furniture, $3,160.95; repairs, 

Dead Pe SULT CS ee 2EOLl occ c sols disc nna sy eo stale PEM: sdyreiaisione'« tntsdigh + Sane a tecneas 8,855 79 
Regina Union Station Postal Building, equipment:-—Conveyers and chutes, $4,599.90; 

SUMP LCG Sous lds ainin Cuesta Gee Glas Sich CEN Ss od ditguianeeinis cuayeldinn a Rete Nata ate «ne STEER oye 4,974 04 
Saskatoon Old Post Office Building, improvements:—Alterations, Smith Bros. & 

Maison tad... 61 !.507,.80-* SUNGTICS, SSSD.20) 05/5. sels ys c'clce Uo dale tba ee gs sala ee mie 12,393 05 


Saskatoon Public Building:—Fittings and furniture, Canadian Office & School 
Furniture Co. Ltd., balance, $14,010, sundry, $7,749.50; moving office equipment, 


SB) FLA at PUI ELes; Ne On AO 4S PU AGUS «lb léce LPMin ot eecorme tin, nla, Salnlde, dlelgca leh one ake ete, 0 5) 5 wiles 29,999 16 

Total (see Summary — voir Sommaire, page V—I110)..........--.+-05: $ 159,133 13 
Classified as follows — Classifiées comme suit:— 

SA arcadia yy eee. Foch ae Ste ATU EON tiers sto cutter els Bherel beet viers * 1,165 90 

PravellamrMxpenses Aas oss fersitey ovata a: fo 5 0 sce he el wllshawre ahwce daisies toheieie/s 1,704 80 

MaterialseSupplies,hepaitss ete, Stereo. PO Bae, Oe oot 78,686 38 

IPEINDIMEL AIG PO UALIONCHY Te a, Dters Nee kale os Wile sP Es weeds « was Wloka a ah 224 60 

Miseellnncons hs SEH 1B Pe POI hs a ae Fie ole OO rene PLUS 9,615 71 

OEE UT Aya ee ee SO INE) oR a hed denna Oe eG Sse 67,735 74 


$ 159,133 13 


Part V—16 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 189 & 415 — Public Buildings — Edifices publics 


Alberta 


$67.27; miscellaneous, $1,072.19. (Details with Maintenance of Dominion 
Pubiel Bulldings, Page. V--O0}UlE.. & exams « OuRebiods ie fo cree eee 
Drumheller Public Building:—Construction of building, Buchan Construction Co., 
$51,345.65, less $75 still held; fittings, $5,434.75; sundries, $2,529.64............ 


Edmonton Public Building, additions:—Balance building contract, Poole Construc- 
es Co. Ltd., $3,600; furniture and fittings, $16,647.46; repairs and supplies, 
AOU. s io inioth lobe UPd Ge sin ce wash an b pounds aie aie Eaeke fe vlad) CAMA Len Oa okie AE nen) ea 


Total (see Summary —voir Sommaire, page V—110).............0000- 


Classified as follows— Classifiées comme suit:— 


Salaries land Wagener a. cis Wik (ih a was Seem aa cold 44 Welds Glee e Sie dae 2,001 Lo 
PAVE ine Hxpensesei |. Ws) Picas PtES hie eee ES, cee ee 827 95 
Materials, "Supplies, Repairg, sete: 45 i eanay ete tbe ey tae kee 92,070 49 
Printing (and Stationgty . Gere, Cher id, ake, A loeemana 76 10 
Miscellaneous. ..6). Sere CP emer, oS Renner e ne ea EO I Se 6,320 13 
Ober: Omtlay h-hh Le tae Oe oe OR Rts: re ai eure ean ea 338,040 55 


$ 439,702 45 


Votes — Crédits 190 & 416 — Public Buildings — Edifices publics 


British Columbia — Colombie Britannique 


Dominion Public Buildings, improvements, repairs, etc.:—Salaries and wages, 
$517.80; travelling expenses, $2,120.46; materials, supplies, repairs, etc., auto 
repairs, $120.56, general repairs, etc., $31,652.80; printing and stationery, $355.07; 
Dage We Gon" $619.43. (Details with Maintenance of Dominion Public Buildings, 

AS Vis OOM imate sia b's, es wie a islets epee 5 ay ve reital here ie ant he ne ecm te Lane an ea 


#20,000; interest on ‘delayed spayment,' $21.94) 2 05052 ops ses 1 ee eae 
Vancouver, Repairs to R.C.N.V.R. Company headquarters........ccccceecccccccen 
Vernon Public Building, improvement to heating:—Alterations..........eececeee. 

Total (see Summary — voir Sommaire, page V—110).............0000 


DOA PLOG yn GAN) 1 VEINS ff o's<,5: DUNG ale tates eo ctueneeene a we ee 517 80 
Be TOUTE Cig 0.2) 00) Rai EMR ha Be Md OES la env oh scl eI 2,120 46 
Materials, Supplies) Repairs, etc., general. cis peccss dens c ce oc kae 48,015 44 
Materials, Supplies, Repairs, new autos, étc...........-. 2... 120 56 
Prange "anid AS baueOMewyts ak 6 ee tie ee tele ee nee mind ence 357 49 
PaseceHNancons wh meter oc) « suche’ ce Chee ee ee 20,692 37 


307,206 
1,000 


8,621 74 © 


59,235 


29,535 66 


34,103 


08 
00 


04 


93 


——e src, rrt—‘“C;C;C;C 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


EE 


Votes — Crédits 191 & 417 — Public Buildings — Edifices publics 
Generally — En général 
SUMMARY — SOMMAIRE 


Experimental Farms, Replacements, repairs, etC..........-. 606s eee cence ees (Page V—17) 


48 , 264 60 
Flags-for Dom... Public, Buildings. 3. 22.5.0... 25s. wie e dayne ye nese ss ks tue sunlit (Page V—17) 4,966 92 
Military Buildings, Repairs, fittings, etc.......... ce. e cee eet n eres eee neeees (Page V—17) 36,225 97 
Military Hospitals, Repairs and improvements............--..- eee eee eee teens (Page V—18) | 92,551 69 
Wilh ee CONSE a l, 2) aes tse c ins 5 een tape an ere same gla eyes aie seca $ (Page V—18) 38,091 54 
Purchase of stamp-cancelling Machines: .... 2... lke eee et ete nee me ees (Page V—19) 17,500 00 
oe PAA IRC aC TLE OS RE ON, Re CN. Os EM ea me cote y ole aie tr divine waa te (Page V—19) 258,192 46 
Total (see Summary — voir Sommaire, page V—110)..............-- ee eee ees .§ 495,793 18 
DETAILS — DETAIL 
EXPERIMENTAL FARMS: REPLACEMENTS, REPAIRS, IMPROVEMENTS, ETC. 
FERMES EXPERIMENTALES: RECONSTRUCTIONS, REPARATIONS, ETC. 

Ottawa, Central Farm:—Construction foreman, D. G. Boyd, $2,280; carpenters, 

labourers, etc., $23,100.64; heating and plumbing, $5,916.04; sundry supplies 

aNd FEPAITS PSS a LOS ALY AR « -aiaiWeyerme gd ehiets oi Le SEER + taf ieleye bo old ble © eienginiele #3 39,428 61 
Prince Edward Island:—Summerside (Fox Farm), repairs.........-..eeeeeeeee 17 50 
Quebec:—Cap (Rouge, repairs, ,$177\23; LiAssomption, repairs, etc., $500.14; 

Ste. Anne de la Pocatiere, labour, $774.51, supplies, $1,367.07............+4- 2,818 95 
Ontario:—Harrow, repairs, $73.70; Kapuskasing, repairs, $1,502.48............ 1,576 18 
Manitoba:—Brandon, repairs, $25.63; Morden, repairs, $354.15......-+-2++--+2+05- 379 78 
Saskatchewan:—Indian Head, sundries, $118.09; Rosthern, repairs, $29.50; Swift 

Gurrent, Sundries, $107.30 |... 6:65, .eeceeieeceeceiese 0.0 Seine cee oie > bee pera > olla bes 314 89 
Alberta:—Beaverlodge, cartage, $8.56; Lacombe, sundries, $1,109.69; Lethbridge, 

sundries, $375.24; Manyberries, furniture, $261.51. ........-. eee eee eee ee ene ees 1,755 00 
British Columbia:—Agassiz, repairs, $17.76; Invermere, repairs, $824.90; Sidney, 

sundries, $125.94; Summerland, repairs, $1,005.09. .........: eee cece cere eee eeee 1,973 69 

tet ML Ta ee TRE ey sie cr Lara hates cc ate. ecg acana telat ei ¢) a) 2 oR eka (Page V—17)$ 48,264 60 
Classified as follows — Classifiées comme suit:— 

Salaries amd, Wages os o.-.ssjelessjnsiesti seers sey tsestie MSMR Meee galel oe Hida = @ 27,838 80 

Materials. ‘Supplies, Repaitss! be... byesejowvyniesins ln amiss eit gat 20.3804 oth 

LGR A IeOAE Wena ted ismen) hd ceatak hoe ies & Mensa Se gules « emeaa'> Sidhe. ssebeua aie 124 09 

$ 48,264 60 
FLAGS FOR DOMINION BUILDINGS — DRAPEAUX POUR LES EDIFICES DE L’ETAT 
Union Jacks, 1,227 for $4,902.53; detailed in 1930-31, V—26, $64.39. . (Page V—17)$ 4,966 92 
MILITARY BUILDINGS: REPAIRS, FITTINGS AND ADDITIONS 
BATIMENTS MILITAIRES: REPARATIONS, AMENAGEMENT ET ADDITIONS 
Nova Scotia, repairs to armouries:—Annapolis, $300; Dartmouth, $635.12; New 

Glasvow./ $32. SVdNeCy,, FO1S.80 jane eee es ginning nein opie sina erie tint eatin truntiet sae 1,580 92 
New Brunswick:—Newcastle armoury, fittings, $447.95; Perth, claim re cancellation 

DE TIO ABEL, BAUM yh ocercsssaVanceoededancssi isu ts nsyesosoyeuse+ Snake aeneag o ERLANG» tol at UAT AEM an ae sm, abn ed. « 747 95 
Quebec:—Montreal, Craig St. drill hall, supply and installation of electric wiring, 

etc., $4,739.32; Quebec, R.C.N.V.R., repairs to roof, $45.80; St. Hyacinthe, on 

account repairs to roof, Richard & E. J. Ryan, Ltd., $500, sundry repairs, etc., 

$3,664.48; Sherbrooke, repairs to armoury, $260; Trois Riviéres, sundries, $7.85. 9,217 45 
Ontario:—Blackstock, laying floor, $1,095; Bowmanville, shelving, $85; Brighton, 

repairs, $95; Cornwall, sundries, $22.75; Gananoque, sundries, $8.50; Kingston, 

new roof, $1,797, sundries, $127.88; Milton, addition to building, $4,847, sun- 

dries, $58.78; Niagara Falls, repairs, $987; St. Catharines, repairs, $1,740.00000. 10,863 91 
Manitoba: Selkirk, repairs to armoury, $380; Winnipeg, Fort Osborne Barracks, 

re-roofing and insulating buildings, $2,730; Winnipeg, Minto St. Armoury, 

laying concrete floor, $1,090 20... 66. s ce cee eth tle Carte Ta ee lalate eo ale alee 4,200 00 


50399—2v 
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PUBLIC WORKS — TRAVAUX PUBLICS 


—G0Q0_—q€—€_—$—=€—R—e—owae——aoooesoeesS— SS sss 


Votes — Crédits 191 & 417 — Public Buildings — Edifices publics 


Generally-Con. — En général-Suite 


MILITARY BUILDINGS: REPAIRS, FITTINGS AND ADDITIONS—Conc. 
BATIMENTS MILITAIRES: RGPARATIONS, AMENAGEMENT ET ADDITIONS—Fin 


Saskatchewan Armouries:—Aneroid, fittings, $455.67; Estevan, repairs, $95; Regina, 
speel cases, "$3729" shadess) S350. 72 or ete tse eee ees oko ha aE GLO EIne 
British Columbia Armouries:—Duncan, repairs, $2,760; New Westminster, founda- 
tron! walls, ete 9S COG. i Me EM ie OG MORE EE Bae cia octet 


1,273 


7,446 
896 


36,225 


Generally:—Advertising ....... loca eiienorane’ satel a’ a. e's Mghatc. c) SOMCRIN PRN hath Artie ck Rn Ok ae ee rn 
COCR RU Re ES cel ROTA NM Us ct ARE ia ML ah Dal (Page V—17)$ 
Classified as follows — Classifiées comme suit:— 
Materials, ‘Sunplies, (Repatie Vebe een Suet RRC can mA iy MRP NR 34,806 51 
PUI Oy anid UStAbionar yt. Lieve Nea WN FUMIO a A MH bil 36,127 
Musvelaneoda" co it Ls sce awe en Re MOn NCE MMUInI c/s Iaceel aga 1,383 19 


$ 36,225 97 


MILITARY HOSPITALS — REPAIRS AND IMPROVEMENTS 
HOPITAUX MILITAIRES — REPARATIONS ET AMELIORATIONS 


Halifax, N.S., Camp Hill:—Labour, $512.11; refrigeration, $1,778.15; sundry 


Ste. Anne de Bellevue, Que.:—Labour, $2,710.73; alterations and repairs to heating 
system, $12,670.61; showers and toilet rooms, $1,555; sundry supplies, repairs, 


Toronto, Christie Street:—Labour, $890.85; on account magnesite floor and wainscot, 
$615; extension to orthopaedic factory, $3,379.50; painting, $2,358.36; sundry 


eeeceereeeeceee 


07 
68 


Walgaeys, AMAA yenenal /TePalra rigs tage cert N AREAL LER LURE ALLS CL Ee nee eel 
Vancouver, B.C., Shaughnessy:—Labour, $3,814.85; elevator, $7,559; re-roofing 
buildings, $16,081; sundry supplies, Yepairs, ' tes PASSO F PO! Seb. oe BOOT. 
Victoria, Vetcratt (Workshop -Building:——-Repairs -n.cstie-srstateterereteretetercrctouean, MOTD. OD 
Generally :-“A dy ersisia ait), . SW AvinRly. » SW Discreet ence UC IM Wurnnened: 
NEO Ga Rovereto mitts 2 Wid id, ee UE UNE aaeslomnesalcn nm CNL (Page V—17)$ 
Classified as follows — Classifiées comme suit:— | 
PAIATIOS GNU NV AER el cl. oe Cus Ma utnnce Duel re | UN Aan es | EME ee 10,001 84 
Materials, \Supplies* Repairs}iete): Ws WO, Korine. ee es 82,048 42 
PTINOOS Ant iio enya CeO ION Ate Te wn, Se) aS 12 07 
Miseellandows! 22K SOR Moo eT AER eh Pika hen ty. «iin 88 489 36 
$ 92,551 69 


Ontario:—Morrisburg, care of site, $30; Ottawa, legal services, $556.11; Stratford, 
widening sidewalk, $29.06; Toronto Custom House, legal services re lane, $509.70; 
Wallaceburg, sundries, $43; Watford, Horticultural Society, grant, $50......... 


Part V—19 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 191 & 417 — Public Buildings — Edifices publics 


Generally-Con. — En général-Suite 
PUBLIC BUILDINGS — EDIFICES PUBLICS — GENERALLY—Cone.—EN GENERAL-Fin 


Taxes for local improvements:—Gilace Bay, $137.75; North Sydney, $480.63; 
Summerside, $501.73; Montreal, $280.09; Hull, $469.16; Deseronto, $150.92; Dundas, 
$32.85; London, $2, 124. 62; Norwich, $19. 49; Peterboro, . $96.71; Petrolia, $616.88; 
Preston, $480.41; Sarnia, $342.36; Watford, $85.60; St. Boniface, $264.64; St. 
James, $147; Winnipeg, $838.97; Canora, $404.36; ine Jaw, $207.75; Wilkie, 


$676. 70; Vegreville, $147.12; Nanaimo, $240; Trail, $89.03 wep cere dee ntangreie)s 8,834 77 
London, Gy. B., Canada Building: —Detailed with Maintenance of Dominion Public 
Building (Pave Nase ASLD DEMIR it bee GUase coh santa eammenne QAR, Sota, | eA GR Siig CUMRCae RMU atlas 9,953 34 


General Expenses:—-Photographic supplies, etc., $5,962.24; King’s Printer, printing, 
$1,823.31, supplies, $4, 745.44: telegrams, go. 475.381; sundries, $1,041.06; work done 


for Architectural Branch by Photographic ranch, $5,433. OE viet Beh elo ek: 21,481 02 
44,053 78 
Less—Work done for various Departments by Photographic Branch............. 5,962 24 
US ott cae SRI PRR eee esd ARO TE Oe es wine scree Urea metres teeta Oise taal (Page V—17)$ 38,091 54 
Classified as follows — Classifiées comme suit:— 
PSE iepa Mee Te CI VV A iit Secs: Ch berated dit isi's Solel diay oe Ws OOH Stee need alee tie, ore 315 50 
Materials, Supplies’ Repairs; ete sa4 aes o4ts oid eda kee eb ee wleelaes O 3 LD. joeou 
Printing ‘and Stationery Be a IR agtbs etc 4 eo Oem ie Sete natn ee 6,568 75 
PISCE OMAN Oat ats cs the to Lae aR Tee Lye emma e chew ee ece 21,417 21 
44,053 78 
SCE. AP NNO SP NIELS oa ellen apenas tl elena ete bela gn hl Wears ean 5,962 24 
$ 38,091 54 


PURCHASE OF STAMP CANCELLING MACHINES 
ACHAT DE MACHINES A OBLITERER LES TIMBRES 


Pee re ee aA CH Oe ea an eee aitge's aay at an cde cere cas Uenta eke (Page V—17)$ 17,500 0C 


OTTAWA, PUBLIC BUILDINGS — OTTAWA, EDIFICES PUBLICS 


Ottawa, additions and alterations to buildings for Statistics:—Labour, detailed 
with Ottawa Buildings, Repairs (Page V—25), $2,741.60, sundry, $347. 60; alter- 
ations and repairs, Alex. I. Garvock, $90,437.53; fittings and furniture, $36, 400. 37; 
electric system, etc., $6,796.76; sundries, $4,196.8 TC US IRIE Ne TNs be labia vte tilvensqen ena va esMeDehek ite 140,920 73 

Ottawa Departmental Buildings, fittings:—Filing equipment, Agriculture, $44, 
Archives, $97.38, Canadian Farm Loan Board, $706.84; Civil Service Commission, 
$2,031.89, External Affairs, $3,435.66, Finance, $1, 830. 45, Fisheries, $106, Immi- 
gration & Colonization. $807. 03, Insurance, $29, 75, Interior, $2, 248, 28, ‘Justice, 
$107.63, Marine, $1,901.25, Mines, $92.20, National Gallery, $30, National Defence, 
$1,063. 39, National Revenue, $2,210. 28, Parliament Buildings, Centre Block, 
$2,399. 70, Pensions & National Health, $5,665.37, Post Office, $7,945.35, Prime 
Minister’s Office, $948.67, Printing and Stationery, 2,289, Public Works, $1, 992.66, 
Railways & Canals, $71.75, Railway Commission. "O55, ROMP... S877, Secretary 
of State, $1,662. 91, Supreme Court, $179.63, Trade and Commerce, 774.38, 


~ 


Generally, $22,304; ‘sundry cartage, etc., $937. A ey eats, Ce OER Sig. ols aged an 63,644 88 
Ottawa Government Printing Bureau, improvements to heating:—Contract work, 
W. G. Edge, No. 23359, on account, $8,336, No. 23413, $8,500; sundries, $356. 17,192 00 


Ottawa, Laboratory for Department of Mines, Booth St., and alterations:-—-On 
account, building 3-phase line, Ottawa Electric Co., $4, 500; fittings and furniture, 
$4,438.05; balance architect’s fees, $686.11; balance construction of building, Alex. 
Te ‘Garvock, $7,521. ere sunclries, 8985 .90; detailed with Ottawa Buildings, Repairs 


(Page V—25), $15 5.20. tee ae Nats Aer seve eee eh ratsae in cueet ote # ectak a steie’ © as: s Where ween seeecie 18,286 61 
Ottawa Royal Mint, improvements to roadway:—Contract work, O’Leary’s Ltd.. 4,696 00 
Ottawa, purchase of building for Government workshops:—Ottawa Wine Vault Co., 

aeee esa CMLL GUNG? Ole COI eee caw scavarw ois yreicn sale Mee so Pd ohoee b otae « Mee cla ak cha 11,100 00 
Ottawa, tractor for postal purposes:—One electric tractor............eec cee cees 2,352 24 

EE Tl) Seth by Ae IR ge (Os ER AEE PRM 2A BMA, Le Rag ty ite (Page Ver) _ 258,192 46 
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Part V—20 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 191 & 417 — Public Buildings — Edifices publics 


Generally—Conc. — En général-Fin 


Classified as follows — Classifiées comme suit:— 


Salaries and Wages ocr... cee Be ae oo ats Oe RET Bit ae ee 3,244 40 
Materials, ‘Supplies, Repairs, Gteges 20). \'t1.n.de the Peek 1 pee 234,929 30 
Printing and Stationery... See’ Sh ee eee, oe epee ae beige i 
Miscellaneotia lilo. iis toy ®t Mie AOS TRY RS OL Ree EEO & 1,385 24 
Other Outiay,. .28 Foleo. 278 SOP RT ae Se RE Ye” TA eee 18,621 35 


Vote — Crédit 192 — Public Buildings — Edifices publics — Rents, Repairs, Furniture, 
Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds — Edifices publics et terrains 4 Ottawa 


SUMMARY — SOMMAIRE 


Departments Generaliy, thar Service, CtC. oo. 32. oe act ot se eee a as (Page V—20) ~ 437,460 94 
Hisvator Atsendants: eee. eee ice os te eels enna eles Sena en ie (Page V—21) 123,094 75 
Heating, including salaries. of engineers. ... .. canjare cews.s se due sone odin anes miners (Page V—21) 446,356 39 
Light and Power, including roads and bridges.....................0c0cccenees (Page V—22) 174,997 73 
Repairs, improvements, additions and maintenance...................00000008 (Page V—23) 697,839 23 
Rideau Haul, allowance for fucl"and Mont | eee. axe (eee ee lds eee el es (Page V—25) 19,000 00 
Rideau Hall, including grounds, improvements, furniture and maintenance... .(Page V—25) 60,199 55 
MTelGUGONE WELVACCT were as se ceeas 6 oe ites ee a oe ete tee eee EL amr (Page V—25) 118,108 28 
MALI aids. << cc, RM RIIC ob OSL eee t ct : cutsteet Oc ek te Sek Aen Cee Se eee (Page V—27) 61,000 00 

(See Summary — voir Sommaire, page V—110).......... 0... cee cece eee $ 2,138 056 87 


DETAILS — DETAIL 


DEPARTMENTS GENERALLY, OTTAWA: CHAR SERVICE, INCLUDING $150 TO E. SNOWDEN FOR 
FIRING NOON GUN — MINISTERES EN GENERAL, OTTAWA: SERVICE DE NETTOYAGE, 
Y COMPRIS $150 A E. SNOWDEN POUR LE TIR DU CANON A MIDI 


Salaries and Wages — Traitements et salaires :— 

Supervisor, P. R. Henry, $1,860; assistant, S. Collins, $1,470................... 3,330 
Foremen at $600, part time: G. H. Bell; J. Devlin; P. Flanagan; J. Harris; 

E. N. Hughes; EH. Lecompte, $595.17; W. Morford; G. H. Nunn, $546.83; 

J. Potter; W. C. Ralph; C. H. Sharpe, Nov. 23-Mar. 31, $213.33; J. Stack; 

IWHPA. Thomas. as one e's encke oe es ce» bean Ne. Mold LOREM: [MOO LMR, cee coi 7,355 
Cleaners: J. F. Bryan, $1,005; W. Connor, $990; W. Dale, Nov. 13-Mar. 31, 

$342.56; O. Dupras, 10 m. to Jan. 31, $950; H. Gravelle, Nov. 13-Mar. 31, 

$345; W. Gunn, $1,140; J. H. Heyes, $1,140; R. A. Lonie, $1,140; L. Loyer, - 

Nov. 13-Feb. 6, $208.10; M. J. H. O’Donnell, $1,140; W. J. Reid, Nov. 13- 

Mar. 31, $345; J. J. Ryan, $945; EH. Thomas, $930; E. Tremblay, Apr. 1- 


Nov. 12, Mar., $751 (less $5 overpaid in 1930-31); J. A. Viau, $1,200......... defi | 
Charmen at $500, $57,075; charwomen at $420, $359,462.06............. ccc ccccee 416,537 
Firing noon’ guns Eh. bow cen, (12 om tomh lar ol. out ele tne ces urat eae ee ee ne 150 

439,944 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete— 
Cleaning supplies: mops, brooms and brushes, $3,069.38; mop presses, $570.96; 
polish and floor wax, $1,233.55; soap, cleanser and disinfectants, $2,468.15; 


sugar bag linings, $1,410.13; waxing machines, $358; sundries, $352.16......... 9,462 
otlet- supplices Sewer grc so. coven So attire tel Pay otbal ibe eae ae LS etn le to ee 7,423 
16,885 
Other Outlay — Autres déboursés :-— 
Gratuities to families of deceased charwomen: Mrs. A. S. Eversen, $70; Mrs. M. 
Fortin, $70; Mrs. C. Lamoureau, $70; Mrs. E. Lepine, $70; Mrs. E. Malette, 
7 Os VMirs, SIVIby Mite ere nO i cea Cte eine, «Mg hice et uals Cui os Secs Ome 420 
ALLE 457,249 
Charged to Dept. of Printing and Stationery................ $ 18,055 27 
Sales to, variogaspdepartments.... 002 SOs Bae tare ota te see 1,733 58 


19,788 


Po GaUL sx 5 Spee EM cece oa sus agelehe ane ean tn ete te Eat it (Page V—20)$ 437,460 


00 


33 


00 
79 


85 
94 


Part \V—21 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — EKdifices publics — Rents, Repairs. 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds-Con. — Edifices publics et terrains a 
Ottawa-Suite 


ELEVATOR ATTENDANTS — PREPOSES AUX ASCENSEURS 


Salaries — Salaires:—12 m. to March 31, 1932—E. Ayotte, $1,035.02; A. Baker, 
$1,258.31; J. Beaulne, $1,200; J. P. Bedard, $1,182.14; C. Blais, $1,260; J. 
Blakeney, $655.44; P. Blondeau, $1,260; J. H. Bradbury, $1,014.68; E. C. Bridge, 
$1,200; T. Brown, $1,260; G. A. Bruce, $1,185; W. Brunette, $1,185; L. Cardinal, 
$1,260; E. Carriere, $1,200; J. B. Carriere, $975.68; J. E. Carriere, $1,160.52; 
O. Carriere, $1,196.44; E. Charette, $1,260; A. Chevrier, $1,260; R. Christy, 
$1,106.67; J. Cleary, $1,260; R. Connell, $1,260; W. J. Connolly, $1,260; H. Dale, 
$629.91; N. Deslauriers, $1,200; P. J. Donnelly, $1,260; G. Donovan, $1,200; A. 
Drapeau, $1,260; W. C. H. Ducklin, $760.24; J. Floyd, $1,002.91; F. F. Fraser, 
$1,260; E. Gariepy, $345.50; J. Gates, $1,077; L. Gauthier, $1,063.90; W. 
Gauthier, $1,200; W. Gaw, $1,200; F. Gerbrandt, $1,092.10; M. Girouard, $1,185; 
R. J. Hill, $1,200; D. C. Hunter, $1,260; G. Ironmonger, $1,155; F. R. R. 
Jacques, $1,080; F. Jodin, $1,080; R. J. Johnston, $1,122.40; G. Kimber, $1,200; 
H. Kimber, $924.77; J. Lacroix, $1,196.55; G. Lafontaine, $1,260; L. D. de la 
France, $1,260; D. Laliberte, $570.68; A. Langevin, $923.35; F. M. Loughren, 
$1,195; C. Lavasseur, $1,083.30; T. Lavoie, $1,260; J. G. Levesque, $1,368.36; 
W. Lewis, $1,260; M. Lortie, $1,080; E. Lumsden, $1,200; J. McAndrew, 
$954.97; J. McCarthy, $1,030.02; C. McConville. $1,260; W. LL. Me- 
Cormack, $1,080; C. J. Mason, $1,261.75; F. Mercier, $1,200; H. Mercier, 
$1,260; H. Miller, $1,200; W. Murphy, $660.29; J. Nunn, $1,018.84; T) ot 
O’Hara, $1,170; E. E. Olmstead, $1,183.35; E. M. Olson, $1,200; O. Pageau, 
$1,200; J. A. R. Paguin, $1,20u; R. Pariseau, $1,200; J H. Phillips, $1,200; J. 
Pitts, $1,080; A. Proulx, $1,260; G. Proulx, $1,201.61; W. H. Quigg, $1,260; A. E. 
Redsell, $540; M. Reid, $1,080; J. A. H. Renaud. $270.03 (dismissed); L. 
Renaud, $674.81; O. Renaud, $997.61; J. W. Rochon. $1,222.52; J. Rock, $1,155; 
J. O. St. Amour, $1,092; M. A. Sabourin, $1,260; J. Sheridan, $1,196.77; J. H. 
Simard, $1,185; J. M. Smith, $1,015.73; A. Steel, $1,193.54: A. J. Telford, 
$1,260; E. T. Thomas, $1,200; M. J. Touchette, $1,105.62; I. Trepanier, $1,260; 
J. Trepanier, $1,260; H. Tudor, $1,196.67; P. Turpin, $1,200; M. Violon, 
$1,078.55: E. Warner, $1,013.03; J. Whalen, $1,260; E. H. C. Wittenberg, 


$1,260; H. Woodlock, $1,200; accounts under $500, $4,012.67...............00.. 120,581 25 
Miscellaneous — Divers:—Uniforms, F. W. Burn...........c00cececccccececcvcucs 2,513 50 
ae ener LS EE iy degli RUA Pe Hake RE (Page V—20)$ 123,094 75 


HEATING, INCLUDING SALARIES OF ENGINEERS 
SERVICE DU CHAUFFAGE, Y COMPRIS LES SALAIRES DES CHAUFFEURS, ETC. 


Salaries and Wages — Traitements et salaires:— 


Caretacer, GAs eer COG Feed. SU RR RE AT, a Dg 1,260 00 
Engineer-caretakers: F'. Deavy, $1,500; J. D. Stratton, $1,500...........000004. 3,000 00 
Firemen: W. Jean, $1,260; M. Larkin, $1.820; T. Mason, $1,380; E. W. Nunn, 

21260.) Wen uinlan ool oe obs fo PORE. SAPO ES ee eS STE, 6,478 31 
Firemen’s helpers: J. Clost, $1,080; F. Mulligan, $1,077.10...........0....0..08. 2,157 10 


Firemen-labourers: G. Burnett, $1,204.06; G. Burke, $1,260; H. Groulx, $1,380; 

E. Leblanc, $1,209.19; W. E. Manchester, $1,260; H. McCann, $1,260; W. A. 

McPhail, $1,260; E. O’Callaghan, $1,260; M. Shenkman, $1,380; J. Stearns, 

rR eA CSE. WIN See Ae la gn A a Ra I Be Ni Ma LS LA a A | A Se adn aye Net Pe a T2aon oD 
Mechanical superintendent. 1. (UCKIOV™ . fa ce tn Pee ree ck eae doe tse ee cen 2,280 00 
Stationary engineers: EX. Benoit, $1.500; C. Berry, $1,740; J. Binns, $1,680; M. 

Brown, $1,560; T. Carr, $1,500; D. A. Carruth, retired, $390; L. Clyne, $1,425; 

J. Donoghue, $1,680; F. Dumoulin, $1,500; W. A. Fletcher, $1,500; A. Girling, 

$1,500; G. Girling, $1,440; R. J. Gorn:an, $1,920; G. Hollingsworth, $1,920; 

J. Huard, $1,440; J. M. Jackson, $1,395; J. H. Johnson, $1,440; A. Lortie, 

8 m., $960 (deceased); F. X. Lortie, $1,500; W. McLean, $1,500; J. B. Mul- 

ligan, $1,920; P. O’Connor, $1.500;: J. J. Ogilvie, $1,920; W. Pennock, Feb. 28- 

Mar. 31, $128.28; J. J. Reeves, $1,320; W. N. Rice, $1,760; R. H. Russett, 

Se ee tare ea et 0 as ate ct ROR eeiake cc Ae Phltee oie ole coe «eters i matin 40,858 28 
SieaM-pOWel-Olantnencinesr. WV. uc  MCININnGhug ..acts pyres ccures «suds ste woropm ae 2,520 00 
Watchmen: A. Auger, $900; EH. Ballance, $900; W. Bambury,. $1,260; R. Baxter, 

$1,200; H. Boucher. $1,200; J. W. Brunet, $1,110; W. H. Brunette, Apr. i- 

Sept. 10, $400; E. Burden, $960; R. A. Burns, $900; N. Chartrand, Sept. 11- 


Part V—22 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


HEATING, INCLUDING SALARIES OF ENGINEERS—Conc. 
SERVICE DU CHAUFFAGE, Y COMPRIS LES SALAIRES DES CHAUFFEURS, ETC—Fin 


Salaries and Wages--Conc. — Traitements et salaires—Fin 
Watchmen-—Cone. 
Mar. 31, $500; J. B. Clark, $1,200; T. Colbourne, $1,200; I. Foisy, $1,260; A. 
Gamache, $1,200; A. R. Hind, $900; W. O. Jones, $990; A. T. W. Lawson, 
$1,200; A. Lloyd, $900; D. McGillivray, $990; R. W. McMillan, $900; R. F. 
Manning, $885.48; R. Patterson, $1,200; W. Pothier, Apr. 1-Oct. 18, $625.17; 
W. E. Sarson, June 21-Mar. 31, $834.68 (transferred from Jnterior Dept.) ; 


accounts. wader $200.4 $772,240.08 wierd. oy hE AOUR eel eel eka bees 7 tele b 24,387 57 
Weighmaster; Wie nlengher tzwstd .0!.. 4) Silas «tad BAS s ole a. LOR AO «, BEER ER « 1,560 00 
Winter engineers, $24,689.77; winter firemen, $36,876.49; winter fireman’s helper, 

487.66. 05 SEB EUR EE a Be Ry RA OE een ee Nr Oy CO ne Cac ae Oe 62,053 92 
Detailed with Ottawa Buildings, Repairs, etc., page V—25.............0.0000- 981 60 

160,270 63 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete— 
Coal: Independent Coal Co., Ltd., buckwheat, $2,567.40, cannel, $71.94, chestnut, 

$976.28, slack, $179,515.35, steam, $25,093.24, stove, $156.52, cartage from yard, 

$1,474.37; emalli accounts, (299548. .tesjcaicbaddis + side « 4 HOA. EE DB Suet 210,850 58 
Coke, Independent’ Coal , Com totd . se: asipidosns 8. sos ke TR. Camo ee. ond. oe ee 9,735 32 
Coke breeze, Independent: CoalwCe., Utduirs oand. catenin. hy. teh Oe ES, 3,061 42 
Fuel oil: J. Héney & Son, Ltd., $40,890.37; Imperial Oil, Ltd., $1,932.30; Inde- 

pendent .Coalo;” Lid) $0)8214420.. Boe ie caasicn@. fo. cee Re | eee. ee 52,644 09 
Sundry items: boiler compound, $412.70; wood, $21..............ccccceeccuee 433 70 

276,725 11 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 2 84 
Miscellaneous — Divers :— 
Allowance towards heating the Canadian and Woods Buildings................ 1,522 72 
Gas heating, ,Ottawa,: Gas, .@o. f. sem And. te. escwebots «ls ste URE Ie eee 9,710 73 
Advertising, $711.11; electric heating, $407.58; sundries, $487.85........ PGS ese 1,606 54 
12,839 99 
' 449,837 97 
Less—Charged to Ottawa Buildings, Repairs, etc. ................ (Page V—23) 3,481 58 
EGERTON. CR oe ee tee Vihear te |, ieee iy tame ROOMS Who Rane ne (Page V—20)$ 446,356 39 
LIGHT AND POWER (INCLUDING ROADS AND BRIDGES) 
ECLATRAGE ET FORCE (Y COMPRIS LES ROUTES ET LES PONTS) 
Electrical energy supplied: Canadian National Railways, $1,585.65; Ottawa Electric 
Co., $119,633.88; Ottawa Hydro-Electrie Commission, $40,415.60; Ottawa City, — 

$98.68 ($161,733.81)— 

Government-owned buildings: Archives, $1,121.43; Astronomical Observatory, 

$1,621.68; Central Farm, $9,110.35; Central Heating Plant, $2,737.64; City 

Post Office, $2,846.89; City Roads and Bridges, $2,133.49; Comparator Build- 

ing, $32.70; Confederation Building, $8,137.99; Connaught Building, $5,679.66; 

Daly Building, $8,856.39; East Block, $5,190.91; Mines Laboratories and. Fuel- 

testing Plant, $10,518.60; Hawkesbury Building, $34.55; Hunter Building, 

$9,385.02; Langevin Block, $3,921.62; Major Hill Park and Greenhouses, $335.87; 

Mines, Sussex St., $2,092.45; National Research Laboratories, $5,288.98: Par- 

liament Buildings, $15,558.72; Printing Bureau and storage, $7,455.85; R.C.M.P. 

Building, $737.02; Royal Mint, $182.52; Statistical Building, $5,730.39; Supreme 

Court, $756.27; Victoria Museum, $4,523.30; War Trophies Building, $6.81; 

Wellington street properties, $3,809.61; West Block, $3,518.62; Workshops, 

DL ZOS OL aati Ss oe sabi he vices etal 6s Rise Bos oie Rese OE Oi ens eee ae RC Pa a a 122,584 00 


Rented Buildings: Bate Building, $1,155.18; Birks Building, $236.38; Black- 
burn Building, $2,850.33; Blyth Building, $14.60; Booth Building, $412.15; 
Bryson Building, $1,316.07; Can. Bank of Commerce, $212.50; Canadian Build- 
ing, $3,355.68; Dom. Loose Leaf Building, $1,309.90; Dufour & Charleson 
Building, $267.73; Duhamel Building, $15.40; Earlscourt Block, $58.68; Elgin 
Buildings, $2,153.56; Free Press Building, $795.65; Jackson Building, $3.880.17; 
Jarman Building, $14.83; Labelle Buildings, $2,303.88; Lamb Building, $727.90; 
Larocque Building, $931.22; Laurentian Club, $161.89; Lowe-Martin Building, 
$972.80; Mackenzie Building, $1,429.52; McDougal Block, $322.86; Martin 


Part V—23 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


LIGHT AND POWER (INCLUDING ROADS AND BRIDGES)—Conc. 
ECLAIRAGE ET FORCE (Y COMPRIS LES ROUTES ET LES PONTS)—Kin 


alsctracel energy supplied—Cone. 
Rented buildings—Cone. 
Building, $265.08; Motor Building, $1,725.24; Norlite Building, $1,628.52; 
Plaza Building, $386. 23; Regal Building, $765. 37; Robinson Building, $955.10; 
Royal Bank Chambers, $367.61; Sovereign Building, $696.71; Steel Building, 
$181.77; Stephen Building, $297. ane Surveyor General’s, $467. 12: Trafalgar 
Building, $742.97; Transportation Building, $411.45; Trade and Commerce, 
$17.86; Union Station, $1,585.65; Vimy Buildings, $829. 20; Woods Building, 


Queen St., $637.03, Slater St., $2,290.45 sthrctni tte tlds. SOY. OY eet, oo ce cages 39,149 81 
Generali:supplies:« lamps,y\413,238.76;, sumdriés, ($2o.L6stweww oS SEUe. woautieve lk Mine, 13,263 92 
TIGEG VAN? EL: ASE RT IN Mine Ne AR City alla’ otalataiblelatchela’ tele Ueteletatals.4 (Page V—20)$ 174,997 73 


REPAIRS, IMPROVEMENTS, ETC.— REPARATIONS, AMELIOKATIONS, ETC. 


Salaries and Wages — Traitements et salaires:— 


aseesting /Machamigts § VWs.) Pavone Wa Sty victors oc eles ol Gita sretlUre sua'e) dtdtel's eugitile Ta mv aain 6/3 1,620 00 
Chauffeurs: J. Doherty, $1,500; C. Forrest, Dec. 1-Mar. 31, $400; S. McCracken, 
Dee. 11-Mar. 31, $365.30; J. W. B. Smith, » G1 bE amine iE NGL dary lla Dit a 3,578 21 


Clarks i We *"B: Cosgrove, 81,440; G. H. Dudley, $1,620; W. Dudley, $1,680; 
R. M. Dunn, $1,920; J. B. Gallagher, $1,680; E. G. H. Hurley, $1,320; W. E. 
La Beree, $1,080; A. G. Mason, $1,380; H. A. Paynter, $1,665; G. B. Reid, 


Re eos eet ROLOUE Ha ny eUU eiele ste wie a esee/d gis 04/0 loeidte ia Clee Slot cue, eta a ULL CRUE 18,105 00 
Clerks of works: A. Hudon, $2,280; D. Laverie, $2,312.90 (less 184 d., $87.10).. 4,592 90 
Fiat oe i Leelel, NUM OerIba Tl Nieto cle walmiete ts s stele Wald Wia es ec me tier G calSeGie ¢ cues aaa 1,740 00 
Gardeners: W. J. Davis, $1,200; E. Gagne, $1,440; D. Kemp, $1,440; R. Palen, 

$1,440; G. W. Rennie, Apr. I-July’ 28, $526.94 (retired) . 0.00.01... 2 es winters 6,046 94 
Messengers: C. D. Platt, $960; W. Stewart, $1,299.96; J. Thompson, $1,200.... 3,459 96 


Stenographers: F. Latour, $1,138.42; G. V. Leslie, May 8-Oct. 31, $664.03 
(transferred from Interior Dept.); A.:-D. Livingstone, Apr. 1-May 18, $140.81 


(retired); H. E. Lovekin, $1,095; H. L. Maser, Dec. 1-Mar. 31, $360........ 3,398 26 
ShORPIBODOR Cem er OW he atts k. sce Wie Le ce ete a0 loletue sas 4 aneters ps oy “ope valk pope he AO 2,040 00 
SupeivaROr sOLTerOUaar, Do OAVIC. scat cet tals cates eelgs Sy es hieiua mals dete cia mals 1,800 00 


Employees at prevailing rates: blacksmiths, $3,818.40, helpers, $3,371.04; car- 

penters, $90,104.31; electric power plant operator, $1,350; electricians, 

$40,639.44; electric wiremen, $2,799.20; elevator repairmen, $9,656.89; fore- 

men, $22,469.48; assistant foremen, $17.614.45; labourers, $108,980.82; lock- 

smiths, $6,675.26; machinists, $12,667.55; masons, $16,548.78, helpers, $13,332.41: 

painters, $35,804.09; plasterers. $4,661.66; plumbers and fitters, $36,832.06, 

helpers, $17,925.15; roofers, $3,372.91; sheet metal workers, $6,571.26, heipers, 

$1,174.12 Mesmisteréea $17: 62808 Wiswebia. ote ald eouwo deat) «ation. 4 473,992 56 
Detailed with Ottawa Buildings, Heating (Page V—-22).............0- 00 eee eee 3,481 58 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 


Agriculture Dept.: alterations to oftices, $245; sundry supphes, $476.60........ 721 60 
Archives, sundry BUD Pliss . casa lis). SW RDM. «ainda? «'e UF BAK BR. .wteheyderstines 118 52 
Amdvtor General's: Office,, sundry | stipplies.:. oc .6 < «0/5 cuss a siete s,tetececain, 6, Aer MS 42 87 
Cini (Service Commission? rug, ($365: "sundries, S27 7.76... '. se ciele os sl cee aleainele © 642 76 
External Affairs: furniture,,$274.75: rugs, $226.75; sundries, $751.05........ 05+. 1292-00 
Fimanee: “furniture, Ovo4.co, Sundries,  $1,/46.92. 0... 0... s+ 5 stip eid Stam «gral shanree 2,701 20 
WISMORION,« SUMOTY: (BUDDIES e o.c.4 sis ajere lace «ie. 0 iat WIN al dre lu wroketane lara or die: Rit A¥etp. 5! belie ta Males TRS! a AS 22 
Governor GeneralayQince, wsUnary, isp less sae ates <a 2o.0ih lashed) A alate) cnaiasns 4 82e, ecanpaleyer a 53425 
Immigration and Colonization, SMG CY si STUDD IPOS nich aid ese aie apa iors tatal's $1 hyd oo SRN eh 139 99 
tmdvan, Afiairs: Tugs, S17 0.805. -SUNATIES, Sdd.dRe,& sales ces ogy 6 ee Ei gate ae renee 204 16 
Tnsurance, SVE ATT 51 4ot DAMM SE NR scod Aaaoe MRA NE Ald Aral Eee AE a SDE Nt ta cae UN el 48 75 
RR erIOC ite UL 7) BUT bei N00 PaO cia vel a step lethal etphiss\elaiatie, sais) dial io alla Weugl dys) 0 dla Russia tle 1,627 65 
Justice: curtains. and shades, $224.80; furniture, $509.74; rugs, $757.19; sun- 

ICO Uk ON ee hey a oe ho ogi ee earthy oe, aU a lisokst Ta aee oe ela es tree aie oe ciate anv eset setae 2.049 63 
PADONE MITT ONS 6209-70 SUC PPCM. LOL Coat ia calatatstatetaretaorare 2 Baa a i drnni aie he Panel auene 361 22 
Mariverrurniture,’ ¢7G0100; SUNGTICS, 8782.08 coe ae ac eleieln in sie 4 viele bee ee sie eo 5ne ach 1,513 /O7 
Mines: electrical supplies, $659.02; rugs, $193; sundries, $541.99................ 1.394 O1 
National Gallery> uniforms: 2.) .5100% sundries, $123 19 iia clas cies oes eae ap NN yl 


National Defence: furniture, $286.35; rug, $104; sundries, $530.78.............. 921 13 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds-—Con. — Edifices publics et terrains a 
Ottawa-Suite 
REPAIRS, IMPROVEMENTS, ETC—Con.— REPARATIONS, AMELIORATIONS, ETC.—Suite 


Materials, Supplies, Repairs, etc. —Fin 
National Revenue: alterations to eas ibe 456 20; ns Mey 51; rugs, 


$159.90; date, $898.92; sundries, $1,008.84. . oo. si. 2 ss ssi0% awinis se sic ee ap eee ane 7,776 37 
Pensions and National Health: furniture, $624.12; rugs, $731.29; sundries, 

$2,656.08 3 Bul wis . smeleS cic gecun Ra, ONS OLN, Sie LEAR AIR 1. SS ete deeea catty ase ete 3,911 49 
Post Office: furniture, $618.87; rugs, $633.75; sundries, $1,567.15............... 2,819 77 
Privy Councilsnrugs, ($253.50), sundries .$467 23 0.0). 3.60. Ui, . OPER, . BOTAN. 720 73 
Public. Works: furniture; .$329:24; sundries, $84 7:82. 2 OPO TRS... 1,177 06 
Railways and Canals: furniture, $107.75; rugs, $376.10; sundries, $384.64...... 868 49 
Railway Commission: furniture, $254.88; sundries, $559.38...............0005- 814 26 
RiGiMi.! Police:..farniture,'\$252.26; sundries, “Sbh,A537 IW wih eA Weles PORE RRA 1,706 05 
Royal Mint: conversion of office into rest and toilet rooms, $1,304; sundries, 

LOO TAL Ri hRR ssi f uti init DRA oF ost 4 9 leita eatin! wide,» ay almvnyes a Bl aieedlbty be BL ecu wince la Wee sen 1,494 71 
Secretary of State: furniture, $205.10; rug, $69; sundries, $169.37.............. 443 47 
Soldier Settlement: alterations to offices, $175; sundries, $87.............e000. 262 00 
Supreme iCourt, sundry supplies Hliii.ae PPM a Oe are ood ees Liles SM Aad ales 162 39 
Trade iand,||\ jommerce:) res, ($231.55; sundress). $2.7 BOW ht. ce ch ctemat, suerte Rea eulee 2 G47 227. 
Central Heating Plant: fire brick, $1,965.60; heating supplies and repairs, 

STO ES S18 Lo omNr res Ven FOOL. Ur cy ae ke tL Eh ate met eae tne oetgecees 13,891 40 
Confederation Building: maintenance service of elevators, June 5-Mar. 31, 

SOW: | MOOT eDOET sol Olcune, » Mists some hh nua euata hme COR. a Mean Reap tsa i ee 5,880 00 
Connaugnt PEWcKs. Sma ly ROD AIEGE aa: « Ua Nuts s onmncnl¢ ore <icotec cp sieds <eo be oetmererane vie ale 73 82 
DS ly dali SINCE VAC SULA Lei ce We Cae ta ot oe Nesauk S aReetl nae Mtr oso ouu soem c bine ecatitoes clan ote 1,509 49 
Dominion Observatory and Geodetic Survey Buildings, sundry supplies......... 296 43 
Pasi LOCK WOLevaLGR GNP OUeR mls a he ee et Li tee Oe ee cee me ce he SAO 
Edwards’ Mills Property: maintenance of signals, 12 m. to Oct. 3, 1931, $100; 

SIRs Dai ge OE ets i 24 Ch eSRDUn ARTY MAA Aol TSE Uy NAS Rt piled heigl iho Aegean 308 00 
Hunter Building: maintenance service of elevators, 13 m. to Mar. 31, $3,250; 

SM ESC ilies 3 a ve ean CP Re a INP AM ond SEIPE oe? desaad IAE ed eA gs Wg a a), il gh kh ol eRe 3,288 17 
NeeKson Uline. ToMlMcLig. DLOKREM Glas. ot. take ths «ce peu em le bie pecans fates 192 00 
Tanseven |) locks hele vatOr ASOD Nees ints Chad aaete vines alte emureia mise aera ee ee ee 39 84 


Parliament Buildings, Centre Block: clocks, $243.75; curtains and_ shades, 
$2,028.44; electrical supplies, $4,819.67; furniture, $7, 544.24- improving venti- 


lation system, $1,830; rugs, $3,615.44; table linen, $630. 36; sundries, $6, 826.51. 27,538 41 
Printing Bureau, sundry supplies sof oti GP a ae AB Ba oto ce Pei V5, Ue lacks nite ke ne ee 5311025 
Transportation Building, removing, partitions, linoleum, etc. ......4....sees-000- 989 50 
Victoria Museum, painting flagpole bigs tes stephen bie oe POE EL. ea eed Wheres als erate she yo 
Wellington St. property, pavement repairs, $1,022.82; sundries, $27............ 1,049 82 
West. Block:! steel ‘for files], $6863 2sundries, S118-91.%, [O80 .4(8 waleceidgann « OF.0 28 ¢ 804 91 
Woods’ Building:) flagpale trope. sien . daddisene lee nSh LAO DO. oe eels BN ER RAR 5 00 
Filevators, Generally jirepaine, eted laird side ntoadal od OW ae Thee oa AO ee 1,899 87 
Government Grounds, Greenhouses, Parks, etc.: sidewalk, East Block, $562.50; 

bulbs and plants, ui 004.37; treating trees, $663; sundries, $1, GUUH 4s wade ih 3,841 51 
Government Workshop, sundry supplies TS aS EMe APD TAS le og heme. met 8M Rea, ap! g02 cor 


Generally: auto supplies and repairs, $321.77; awnings, $4,007.64; Chevrolet 

truck, $1,214.07, less $200.07 allowance on old truck; electrical supplies, fans, 

$3,908.38, sundries, $5,385.19; furniture, $20,240.67; linoleum, $2,221.48; sun- 
ATICS SZ OBO ie CM re, cote ele ree eRe ieee ae RRL: LOL OS ee 63,088 92 
169,828 57 

Printing and Stationery —Impressions et papeterie:—King’s Printer: printing, 
Slo20;4 15) SUP DLE.) mbit eect a. 61.16 CR ee Sheer a raen kien See ats SR ceer ar arare steve ate tend 2,772 43 

Miscellaneous — Divers :— 

Taxes paid to City: Sussex St. property, $2,052.84; Wellington St., $1,865.27.... 3,918 11 

Bes econ $57.20; ice, $4,887.20; moving government offices, $4,430; sundries, 


BARES CE ad A en MO athe AIM Tag rain tate PUMA Ceci -g rameter a alle Lai 4 Garb Suvke cesit eRe me = LWP ROSS 
18,642 O4 
Other Outlay — Autres déboursés :-— 
Gratuities to families of deceased employees: F. Boucher, carpenter, $337.80; 
We Armstrong, dabourer, SIS7.08¢ . cc «seo 04s Ql he tasbedn likdns PL pRORS Bias o- oaths ud 525 48 


710,123 93 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


- i es 


Vote — Crédit 192 — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds-—Con..— Edifices publics et terrains a 


Ottawa-Suite 


REPAIRS, IMPROVEMENTS, ETC—Conc.— REPARATIONS, AMELIORATIONS, ETO.—Fin 


Less— 
Charged to Ottawa—Alterations and additions to building for 
PULA Obn MEALS Deke. CRABS fslsslepaicte betes: (Page V—19)$ 2,741 
Charged to Ottawa Buildings, Heating, ete. ........ (Page V—22) 981 
Charged to Ottawa—Laboratory for Dept. of Mines (Page V—19) 155 


Charged to Ottawa—National Research Council Laboratories 


(Page V—107) 563 
Charged to Ottawa—New Departmental Building. .(Page V—107) 6,072 


Charged to Dominion Public Buildings, Fittings, general supplies 


ATO UP IIEUB OST. Be © slic Weeks aioe <5. «a5 sy sabes (Page V—60) 34 40 
Repayment, Tor sundry VYepalr 8, Pes. .).tec cs cee ewe ee celewieses ows 1,161 73 
Repayments for; sundry supplied...) a. oe ne em oe es sone Ble 534 21 
Refunded by British Ministry of Pensions..........-..e+e+ese05 40 25 
ee 12,284 70 
CDE eee ths eee a eas Oe eT AMT Pes gre Alaa dtr ahd wags (Page V—20)$ 697,839 23 


RIDEAU HALL: ALLOWANCE FOR FUEL AND LIGHT 
RIDEAU HALL: ALLOCATION POUR CHAUFFAGE ET ECLAIRAGE 


RIDEAU HALL (INCLUDING GROUNDS)—IMPROVEMENTS, FURNITURE, ETC. 
RIDEAU HALL Y COMPRIS LE PARC—AMELIORATIONS, AMEUBLEMENT, ETC. 


Salaries and Wages — Traitements et salaires:—Engineers at $1,500, A. W. ae 

oy. 
Mar. 31, $449.66, L. Goyer, $1,260, Z. Plouffe, $1,260, E. Richards, $1,260, arrears, 
$60, N. St. Germain, $1,260, F. Stevenson, Apr. 1-Oct. 31, $735 (deceased), 
sundry, $193; head gardener, A. E. Challis, $2,040 (quarters $360, not included) ; 
gardener, B. C. Best, $1,245; greenhousemen, H. S. Aweock, $1,320, C. J. 
Schroeder, $1,440; L. A. Schroeder, $1,440; seamstress, Mrs.’ A. O'Hara, $1,185; 


T. J. Smith; fireman-labourers. L. P. Carpenti, $1,260, J. Cranston, 


see eee 


employees at prevailing rates, $25,920.37 .......... cece eee eee eee eet 45,328 03 
Detailed in’ 1930-31, page V—37... 2... cc cece eee ee ee eee ee tee teen eee eetenes 1,244 80 
46,572 83 

Materials, Supplies, Repairs, ete.— Matériel. fournitures. réparations, ete.:— 

Bulbs, plants and seeds, $4,589; dry goods, $1,197.28; slmdries, $7529.82 i eo. 13,316 10 
Printing and Stationery:—King’s Printer, printing. ......-. 1 eesti 18 29 
Miscellaneous — Divers:—Express and freight, $593.17; sundries, $67.80.......... 660 97 

60,568 19 

Less—Charged to Governor General’s Quarters, Quebec Citadel.... (Page V—13) 368 64 

Potala ey A: Re RS ENEN EPL PS Fd rhhsoks See E IO (Page V--20)$ 60,199 55 
TELEPHONE SERVICE — SERVICE DU TELEPHONE 
12 months to March 31, 1932 —12 mois terminés le 31 mars 1932 
Centre Block exchange: equipment service, $4,786.08; station service, $15,233.69; 

broken terms, $1,696.27; operators, $9,992.07; mileage, PLO Uae MoM E ee ats ctetd eines Oo eee 
Connaught exchange: equipment service, $3,787.80: station service, $6,570.18; broken 

terms, $136.93; operators, $4,289.42; mileage, $591.36........... eee crest renee 15,375 69 
Farm exchange: equipment service, $984.48; station service, $1,609.59; broken 

terms, $52.27; operators, $1,335.74; mileage, $138.60........-..--se eee reer 4,120 68 
Hunter exchange: equipment service, $7,900.08; station service, $16,369.32; broken 

terms, $1,716.50; operators, $5,213.76; mileage, $1,529.22........--.ss eee tees 32,728 88 
a Saree: equipment service, $489.40; station service, $417.88; broken terms, 

Po Pe epee ae, ae. Gr ere BME ter gee al oats (oy cl oe) spcnet OW) sbecsilolever ofanate arene sinieke'e: * e's Snares 921 67 
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PUBLIC WORKS —TRAVAUX PUBLICS 


Vote — Crédit 192 — Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains 2 
Ottawa-Suite 
TELEPHONE SERVICE—Conc. — SERVICE DU TELEPHONE—Fin 


Museum exchange: equipment service, $857.52; station service, $1,227.12; operators, 


$15321.563) (mileage, S27 7205s SRY, BRINE), HALE Te Mies eee 
Prime Minister’s office exchange: equipment service, $209.28; station service, 
$195.48; broken ‘terms, $1.72:" operators, °$1;493.06 02 BL a a 


Printing exchange: equipment service, $993; station service, $1,274.68; operators, 
S1846:27 $: mileage, S21 2052 | wee cre tee eres! sy Mee erates ae ee mn Ng a mer Vent Nae oa 
Rideau Hall exchange: equipment service, $504.60; station service, $364.56; broken 
terins, ‘$12.26; Operators, |S ussoe co wee se cee oe eetiete oe tate ete eee eee iets aa eee are 
Woods exchange and auxiliary board for National Defence: equipment service, 
$3,206.52; station service, $5,428.33; broken terms, $88.32; operators, $4,163.56; 
mitbeawe, POLO. Wa. cts a ea ays wee @ietett lee phere ale whats Cher age. wi che (ovale mame me ct aga Gets Rel eae 
Office telephones, direct lines: Agriculture, Minister, $81.40, Experimental Farm, 
$39, Hull Research Station, $241.40; Finance, Minister, Apr. 1-Mar. 12, $68.20; 
Fisheries, Minister, $72; Governor General’s office and Rideau Hall, $326.74; 
House of Commons, Hon. R. B. Bennett, $72, Hon. Mackenzie King, $68.40, 
Speaker, $73.85; Immigration and Colonization, Minister, $68.40, deputy minister, 
$68.40; Justice, Minister, Apr. 1-Dec. 1. $45.60; Labour, Minister, $96.43; 
Marine, Radio Branch, $68.40; Mines Laboratories, Apr. 1-May 26, $111.79; 
National Defence, medical stores, Dec. 29-Mar. 31, $23.82, ordnance stores, $66, 
radio stations, $123.71, Rockcliffe Airdrome, $363.41, Rockcliffe Annex, $132.12, 
small arms school, Connaught Rifle Ranges, $334.20, wireless stations, $160.43; 
National Revenue, Minister, $68.40, Hull Custom House, $68.40; Pensions and 
National Health, Hull Laboratory, $70.80; Post Office, Hull P.O., $87.74. Ottawa 
Post Offices, $167.47; Public Works, F. W. Ross, Gatineau Power Building, 
Apr. 1-Nov. 18, $43.13, Victoria Island Shipyards, $68.40; Railways and Canals, 
Minister, $72, Rideau Canal Service, $508.80; R.C.M. Police, $484.10; Royal 
Mint, moving telephone, $6.82; Trade and Commerce, Minister, $68.40.......... 
Telephones in private residences: Agriculture, Minister, $55.23, private secretary, 
. L. Burgess, $39.60; External Affairs, private secretary, A. W. Merriam, 
$39.60, stenographer, A. Hall, $39.60; Fisheries, Minister, $61.20, private secretary, 
Aug. 15, 1930-Feb. 3, 1932, $54.56; Governor General’s Office and Rideau Hall, P. 
Broderick, $39.60, coachman’s residence, $37.20, head gardener, $37.20, married 
servants’ quarters, $37.20, military secretary, $66, steward’s residence, $37.20, 
superintendent, May 1-Mar. 31, $34.10; House of Commons, Hon. Mackenzie 
King, Kingsmere, $50.04, Laurier House, $238.80, private secretary, H. R. L. 
Henry, $51.60; Immigration and Colonization, Minister, Sept. 18-Mar. 31, $33.93, 
private secretary, M. J. Cullen, $37.20; Interior, Minister, $58.80, private secre- 
tary, G. F. Buskard, $39.60; Justice, Minister, $49.20: Solicitor General, Jan. 21, 
1931-Mar. 31, 1932, $94.02, private secretary. M. M. Turcotte, $38.60; Labour, 
Minister, $45.10, private secretary, W. M. Dickson, $51.60; Marine, Minister, 
Oct. 8, 1930-Jan. 8, 1931, $11.30, Aug. 26-Mar. 31, $28.55, private secretaries, 
B. A. Brown, Feb. 25-Mar. 31, $6.71, J. A. Loranger, Apr.-Feb., $37.70; 
National Defence, private secretary, M. Johnson. June-Mar., $32.50; National 
Revenue, private secretary, W. D. Sim, $49.20; Pensions and National Health, 
Minister, $46, private secretary, H. W. Parker, $40.64; Post Office, Minister, 
$43.80, private secretary, M. Grodin, $44.16; Privy Council, asst. clerk, Apr.-Sept., 
$19.80; Public Works, Minister, $43.20, private secretary, W. P. Harrell, $51.60; 
Railways and Canals, Minister, $55.20, private secretary, F. T. Collins, $43; 
Secretary of State, Oct. 16-Mar. 31, $22.55, private secretary, J. F. Delante, $39.60; 
Senate, speaker, Feb. 16-May 15, 1931, $12.43, Jan.-Mar., $12.83, gentleman usher 
of the black rod, Jan. 23-Mar. 31, 1931, $10.23, private secretary, J. Blondin, 
Ss Trade and Commerce, Minister, $41, private secretary, K. G. Chamberlain, 
Printing /and’ Stationery, ‘Kine’s’ Printer) “printing 9.27 eee es 
Detailed® in: 1930-31) page nV-402 222s e ht I Se, Ree 


eo @ 6 Sle els) 1 ae is o 


3,483 92 
1,899 54 
3,826 47 
2,264 71 


13,399 31 


4,420 16 


2,136 98 
943 06 
67 10 


118,260 28 


Lese--Sale of government telephone, directories: +... ue adecse ol ee, et nee 


152 00 


Tobale nee. Cmte eens et ee nr ne es a Te, (Page V—20)$ 118,108 28 


ss 
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Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Ottawa Public Buildings and Grounds-—Conc. — Edifices publics et terrains 4 
. Ottawa-Fin 


WATER SEKVICE — SERVICE DES EAUX 


City of Ottawa, water supply, 15 m. to Mar. 14, 1932, metered service: Archives, 
$1,091.88; Bureau of Statistics. $1,724.36; Canadian Building, $1,706.41; Central 
Farm, $2,503.98; City Post Office, $2,621.45; Confederation Building, $1,943.86; 
Connaught Block, $1,104.80; Daly Building, $2,014.14; East Block, $4,921.41; 
Forest Products Laboratory, $1,848.23; Fuel and Ore-testing Laboratories, 
$1,543.84; Harris-Campbell Building, $499.33: Hawkesbury Building, $119.40; 
Hunter Building, $987.02; Imperial Garage, $166.47; Lamb Building, $162; 
Langevin Block, $1,248.12; Laurentian Club, (old), $163.93; Mines Dept., 
Sussex St., $1,199.14; National Research Laboratories, $4,078.90; Printing Bureau, 

_ $3,957.80; Rideau Hall, $4,228.13; Rockcliffe Rifle Range, $535.81; Royal Mint, 
$2,149.48; Supreme Court, $168.43; Victoria Island Shipyards, $741.65; Victoria 
Museum, $717.32; Wellington St. properties, $17,153.06; West Block, $1,591.48; 
Woods Building, Slater St., $1,302.50; Workshops, $357.20; accounts under $100, — 
EU AR tee oe Ra Neate amp aac catenin tt Ae Be A a ET Alana a WR Cg 64,843 35 

City of Ottawa, rates based on assessment: Castle Building, (old), $58.87; Forest 


Products Laboratory, $293.60; Regal Building, $233.35; Sussex St. property, 
iO CVV Oeste pADUCCI L., pO LOU. ey. fle « senepeynn ths onlHits 1 Bo + ougetdneu aha. & 945 00 
Seed yh 65,788 35 
CSS FP Aa AOD oor OOM A UU ea LR OOM. 2 oi a EE 4,788 35 
POP ere oe as eS cn cede ss co MRR PMCs die Sas hice (Page V—20)$ 61,000 00 


Vote — Crédit 192—Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings — Edifices publics du Dominion 


MARITIME PROVINCES — PROVINCES MARITIMES 


Amherst, N.S., Public Works Agency:—Char service, $211.50; light, $26.41; rent, 

$500 sivepairss SLGO1G5¢ simadries, $140,045 i bys. d sc ditieanls haaeleideyeh albus siete auiSl isis 1,045 50 
Amherst, Post Office:—Caretaker, J. O. Lamey, $1,080 (quarters, $300 not in- 

cluded); care of clock, $50; heat, $818.30; light, $526.05; repairs, $893.85; 

water $30 O2sacumaT ted) SIUM H... tials. ais shee cud Pee ele teen BOIL ale tees s «laletele'a Bee) We ys 
Annapolis Royal, Post Office:---Caretaker, F,. J. Riley, $960 (quarters $300 not 

included); heat, $544.56; light, $168.63; repairs, $353.95; water, $30; sundries, 

SEBO), LOU IL Meeks OPAL, RE CEs 00 TORRE hs aa I a RN Hlaie' e518 i er an Si aa 2;187' 33 
Antigonish, Post Office:—Caretaker, T. Duggan, $1,080 (quarters $300 not included) ; 

care of clock, $50; heat, $552.69; light, $317.73; repairs, $165.66; water, $32.50; 


sundries, $76.58). 6066. SEs RIN se i CCR mea or Fae Ae Ae ree) See 2,275: 16 
Arichat, Post Office:—Caretaker, $252.50; heat, $279; repairs, $211.76; sundries, 

SL SS OTR ee, TR TNS MLNS PROD.) clpve sat lice Shes iiaticle = ipl shin) Oh Ota varia Wh = la ovat Cara a 927 23 
Baddeck, Post Office:—Caretaker, J. N. Nicholson, $1,260; heat, $250.10; light, 

PUIG Te OAT TCR SOL Ooty Be octet ch tiseh tea dane Mere shale Myers eae rug a gee ats eyes spe arene 1,688 00 


Bridgewater, Post Office:—Caretaker, S. A. Conrad, $960 (quarters $300 not in- 

cluded); care of clock, $50; heat, $338.86; light, $217.63; repairs, S216 os 

Wie, bo eR eee La enaie ere o's Wiese doin Sve taome' 9 Buses eae <cuanc eat yeaa © gta nutys suede ors 3,928 35 
Canso, Post Office:—Caretaker, G. 8S. Pyche, $1,080 (quarters $300 not included) ; 

care of clock, $50; heat, $322; light, $362.21; repairs, $150.58; sundries, 


ON ee hs Oe eee ttre ee tite then: Oe te ike wit aia iat sae Me sie aaiatwin Mia eather tig e099 eat 2,085 57 
Clark’s Harbour, Post Office:—Light, $32.96; rent, $324.96, less $125 paid by Pre 
Devore TePair Serb 4p eee» atieew > ih ene «sue teee +8 She mse eS 8 he Ht we NE ten 201 Od 


Dartmouth, Post Office:—Caretaker, J. F. De Van, $960 (quarters $300 not in- 
cluded); care of clock, $50; heat, $441; light, $496.92; repairs, $507.63; water, > 
SAGer BUNA ries xed OSD | is sov ne Gib SMe. ot poh suk? « Gidals RAG «elim be Goce oie iN An echh Syemmpenst eine SP 2,599 95 
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Digby, Post Office:—Caretaker, G. E. Syda, $930 (quarters $300 not included); 
care of clock, $50; heat, $416.75; light, $436.20; repairs, $228.86; water, $80; 
Sutidries) "SPAT 6S et) 1 Oe CRRA RSE cmon ts Pk | says tae OE 1) ae eee eee on ee 

Glace Bay, Post Office:—Caretaker, J. MacInnes, $1,235 (quarters $25 not in- 
ey heat, $614.67; light, $342.41; repairs, $368.35; water, $79.40; sundries, 
BOSTO. SESS Ee eee i, er ERNIE CRETE Tt APOE RennE hs, EBS). 9 ie ema bo aa ae 


SLO s > SUMMIT SISO NG eae, Morel eo emte cee aac toe talc comuleate ee ane ae een eee 
Halifax; Archtves:—-Renti" $815 162ieundries, $8800. yee ee pe eee 
Halifax, Bauld Building:—Heat, $122.32; rent, $1,350; sundries, D1 Wd desis Ack 
Halifax, Bedford Bui!ding:——Char service, $190.64; rent, $780; sundries, $25..... 
Halifax, iCamphith. tospita ls" Water? cone ch shale ee dy ee a ak ae ee ee 


Halifax, Cragg Building:—Charservice, $210; furniture, $597.69; rent, $1,850; 


$75; light and power, $2,646.35; heat, $1,843.22; repairs, $2,031.17; water, 


Halifax, Telephone Building:—Charservice, $720; light, $124.54; rent, $7,000; 


not included) ; heat, $377.60; light, $112.39; water, $26.50; sundries, $88........ 
New Glasgow, Post Office:—Caretaker, K. Forbes, Apr. 1-Mar. 11, $1,021.94 


2,286 


2,773 
884 
818 

1,549 
995 
400 

2,736 


12,579 


17,158 
1,350 


1,373 
2,357 


1,497 
1,033 


20,210 
294 
1,297 


2,635 
1,350 


8,015 
25 


665 


1,825 
1,551 


2,133 
2,266 
4,771 
1,154 


941 


2,531 
3,228 


87 
81 


ol 
94 


69 
95 


73 


28 
76 


Part V—29 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


MARITIME PROVINCES—Con. —- PROVINCES MARITIMES—Suite 


North Sydney, Immigration Office:—Light, $50.91; rent, $2,280.................. 2,330 91 
North Sydney, Naval Air Station: poi re WT. Bartlette, $900, R. Clarke, 
muy Nonieigzamalesundries, $504. 7500 Mass 2 at PERI G AL PU a8. 2,538 08 


North Sydney, Post Office: —Caretaker, Oe D. Macmillan, $1,080 (quarters $300 
not included); heat, $533.77; light, $334.98; repairs, 1, 897. 64; water, $32; 


CSS eh UN. Semler A Pee ee Rc ct ane nina ne ae A aay RAY a AD 4,018 25 
North Sydney, Wreichts and, Measures - Office:-SRenty i) oe Dehli, Ofek, « 180 00 
Parrsboro, Post Office:—Caretaker, C. L. Johnson, $960 (quarters $300 not bnehaaead 

care of clock, $60; heat, $771.36; ek $588. 60: water, $56; sundries, $207.20. 2,643 16 
Pictou, Custom House: —Caretaker, . Stiles, $1, 260; heat, $475.62; light, $29.46: 

water, TL it, OSE Tes hS50S. CTU IS Det Aah as ie AR hee ee Tig 2,283 26 
Pictou, Post Office: —Caretaker, G. A. McLean, part time, $525 (quarters $300 not 

included) : heat, $349.95; light, $183.26; water, $18.70; “sundries, S200 4D IDNR. A, F300" 02 
Shelburne, Post Office: —Caretaker, R. McKay, ‘Apr. 1-Feb. 29, $990 (deceased) ; 

care of ‘clock, $50; heat, $361; light, $189.04; repairs, $1,625. 13; sundries, $441. 3,656 17 
Sherbrooke, Public Building: —Caretaker, el TL. Bright, part time, $300 (quarters 

$300 not included) ; heat, $211.50: light, $21.36; sundries, S44 PPR, PAGE, Se 980 86 
Shubenacadie, Post Office: -—Caretaker, J: Blake, part time, $967.74; heat, $246.58; 

light, $14. 165 sundries, phe DAIS FP Oe os COPE UIA EOLA Sek 540 42 
Springhill, aker, A. L. Canning, $960 (quarters $300 not 

included); care of clock ae heat, $598.30; light, $336.56; repairs, $4,354.11; 

water, $41; sundries, $117. DONG 1G Saw Gah Ge GS SIAR. CROC ML or URL R: FRO OE a sohe- 6,457 87 
Stellarton, Post Office: :—Caretaker, J. Ward, part time, $270 (quarters $300 not 

included) ; heat, $324.75; light, $95. 12* water, $18.50; sundries, $155.42........ 863 79 
Sydney, Masonic ‘Building, Fisheries Office: Minnitura ee re pps. Bit 89 34 


Sydney, Post Office:—Caretaker, G. Fox, $960 (quarters $300 not included); care 
of clock, $50; bags $903.27; light, 3970. 28; repairs, $1,148.24; water, $266; 


ROUULICS, “Ses Vare, AOSD a rae thee, RPM R GL AR) 1 SINE PES SO RO 4,711 53 
Sydney, Royal etree Immigration and Marine Offices:—Light, $54.88; rent, 

Die RULUPTCS.* O17 Ue. NOD ogee, FM Ta SADE) Se PON A PIO eM) ED ee 1,012 14 
Sydney Mines, Post Office: —Caretaker, C. Ivey, part time, $450 aeet® $300 not 

included) ; heat, $715; light, $338. 96; Weaver, S0D> SUNUTICS,” “S19G.00n shay ce ss ee 1,762 34 
Trenton, Post Office: —Light, $47, 43 rent, $600 eT Te ee Ee PER ete 647 02 
Truro, ‘Agriculture Department: SOR EnY Nee kek bore Pilg OEE es Cabatieom tings bo eh 1,020 00 
Truro, Post Office:—Caretaker, W. Armsworthy, $960 pamatiers $300 not included) ; 

heat, $556.42; light, $397.60; water, $32; sundries, SOCULD tt ee rs Oe ei ee 2,626 55 
Westville, Post Office: —Caretaker, R. Me Coull, $960 (quarters $300 not included) ; 

heat, $280: light, $115.10; water, $25; sundries, SBOL OR eee, * MRE | Ue ade 1,745 05 


Windsor, Post Office: —Caretaker, CG. K. Smith, $1, 080 fanerbers $300 not included) ; 
care of clock, $50; heat, $532. 09; light, $263.02; repairs, $1,059.31; water, $50; 


sundries, $109. ee eee et ee) ne ee ee ee ee ere ee eS ON eee Se. 3,144 32 
Wolfville, Post Office:—Caretaker, R. Spicer, $1,080 (quarters $300 not erie 

care of clock, $50; heat, $379. 65: light, $268. 26: water, $41; sundries, $107.84. 1,926 75 
Yarmouth, Marites tchool:~SRewt ii 0k ated C2 F668 bod, Tee, Ody io sik” 300 00 


Yarmouth, Post Office:—-Caretaker, W. H. Bethune, April 1-June 7, $189.83 

(resigned) : R. W. Ross, Oct.-Mar., $475 (quarters $125 not included); care of 

clock, $9. 30; heat, $701. 96; light, $619, 31; repairs, $782.48; water, $125; “sundries, 

$497 63 BLP POE oy Oh) Neat oh Sit Ic aA het cl ll se eH as a ORAS sa ok ME EO Rit 3,400 51 
National Defence Department, Rents, ete.:—Annapolis Royal, $185.42; Dartmouth, 

$258.58; Glace Bay, $720; Halifax, Dalhousie University, $500, Technical School, 

$472. 81: New Glasgow, $230; Stellarton, $1,800.30; Sydney Mines, $960; 

Tatamagouche, $120; Weymouth, $240; Yarmouth, $85. 60; sundry armouries, 

$1. 


DAS Dees et a oes ecg i teen ONG, whe MRE RATA GND MEDRLEED: 10) VR, a SIRE E.G SNe OTE A eh 6,314 26 
Minor Offices: —Aylesford aye Office, $5.40; Halifax Fisheries Office, $95.50; 

POMPE PISeCere ment SUSE PAA OL Db WHR aro RE 22) a en ee ee 114 90 

Nova Scotia, Buildings Generally:—Lamps, SSIs ennaricss 61S. 1O0e ty . ttele ¢ ticks 903 63 


182,734 67 


Charlottetown, P.H.I., Custom House:—Caretaker, G. 8S. M. Larter, $1,260: heat, 
$315.48; light, $180.93; repairs, $386.65; telephone, $94; water, $34; sundries, 


cy yah, NMI Anh Ra hens pet E,W ST pd BA PE) oS ae Se ee oe ee oe a 2,703 16 
Charlottetown, Dredging Office:—Ilight, $11.49: rent, $180..................008- 191 49 
Charlottetown, Experimental Farm :—-Heat, $863.47; light and power, $363.53..... WC "OD 


Charlottetown. Post Office:—-Caretaker, J. Saunders. $960 (quarters $300 not 

included) ; cleaner, J. J. Savident, $1, 200: sundry labour, $1,479; heat, $1,482.40; 

light, $1,389.16; repairs. $945.99: water. $995 sundries, "$998. Saeed tp Nabari hi LR Tg bie 7,910 54 
Charlottetown, Riley Building:—Light, $27.98; rent, $525; SUMaeTTeS PSO. fee eee 658 98 
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CY 


eee eee eee eee eee ee 


Tignish, Post Office:—Caretaker, F. M. Desroches, April 1-June 19, $210.66 
(dismissed) ; temporary labourer, $715; care of clock, $10.96; heat, $313.30; light, 
$194; repairg,..po0¢ A) jestindnias,. S84. 70tnce 80. 1. . destcctagat bee meee. Aiea 


Ce 


Atholville, N.B., Post Office:—Labour, $374.97; light, $25.65; sundries, $92.57..... 
Bathurst, Post Office:-—Caretaker, J. C. E. Canty, $960 (quarters $300 not included) ; 
care of clock, $50; heat, $362.35; light, $286.06; water, $66; sundries, $262.99... 
Buctouche, Public Building:—Caretaker, P. Leger, part time, $600; heat, $240.40; 
Sundries; (PES AS i, eke Basie 6 ah Ces each ee’, UE. tk 


© o1ele © Bere le [e's 6) 6.6 0 '* 9 0 6 010 6 « 


eeereerec es eee oe eee eee 


Pe POHL RS OSES DS SLRS, OLN OTE ON TES! vee) 0 ele © 19 $e her's tele w! fe: Koue) (oie (0 “elena. ee Mammon’, Je lokw WelSltels tot allel on ensr ib co) ei ol otianutet ie 


Pe SSM BON ORO 8 BES Ne KO REET, 8 ee) 2 OO 18S A, 8 ele el 6 eee ey eel ee eae, «eral cls 6 keke) euurte wislie els lle tele! sa) et eke tao 


oO Tipiie! 8! 9 oe © elle 6 6 ts ‘so. 6 ifele Eel elene* es fel'e de iat.e esis 


© pate» 0 @\ 0 le le We le felis one (eee eo © 6 \6. 6. 6 esis 


eoceee eee 


$1,020, G. HN. Putts, $1,020; light, $29.27; sundries, $510.54... ec. Alo dk. 
Fredericton, Experimental Farm:—Heat, $1,357.75; light and power, $788.13...... 
Fredericton, Post Office: —Caretaker, J. A. Barry, $960 (quarters $300 not included) ; 
care of clock, $50; fireman, J. N. Myshrall, Apr., Oct.-Mar., $735; heat, $609.44; 


E79: 0} Bi le) 0,7 Ye) PL 0° & 1st o06, 'b eiere 16. Qe te ©, WTS léite la int’ fe. fe la a 


PP POS OOS Oe ee) Me reel a Tie) a Fee Suis) #00) Cee are neue da leis vada eh. 5 ieihe) er eneienels 


©: BROS 18) OP. OMENS eS OL omte Mayle CKD) ei jay eh Yer a. Teo ee das eu pel ie er BRON a aNS Jolin as & aktae Ne te tons FE 


Hartland. Post Office:—Caretaker, W. Fraser, part time, $600; care of clock, $50; 
heat, $218.29;. light, $143.08: water, $30: sundries. SHO S8E560hdehe. Aid. weraly. 
Hillsboro, Post Office:—-Caretaker, H. S. Stevens, $960 (quarters $300 not included) ; 
heat and light, $138.10; sundries, $155.63 


SY Ph 82 2982S PEER ee iS el Pad lee .¢ bi fe) bho th: Bi Sue. Ge remdeh uate te 
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Marysville, Post Office:—Caretaker, G. L. Inch, part time, July-Mar., $112.50 
(quarters $225 not included) ; light, $102.33; water, $12: sundries, $381.96...... 608 79 


Milltown, Post Office:—Caretaker, R. J. Johnson, $1,080 (quarters $300 not in- 
cluded); care of clock, $50; heat, $241.56; light, $216.27; water, $35.60; sundries, 


Eo Dans oR TRA PRMD i eat FN Mn i 5 Na bhlA aa alt ia imran At Rac mil 1,786 38 
Moncton, Examining Warehouse:—Light, $21.66; sundries, $88...............0005 109 66 
Moncton, McBeath Building:—Rent, $720; sundries, $4...........c0cccccccceccce 724 00 
Moncton, Post Office Site, McManus property:—T'axes, DAD Ue eta: Palen. S60w 4 ae 100 00 
Moncton, Post Office:—Caretaker, A. T. Dillman, $960 (quarters $300 not in- 

cluded); furniture, $633.55; heat, $474.52; light, $540.14; repairs, $341.51; water, 

Bee ASU LOO LO. Foudane caluane.. Sen hs aclu by Mb beher te a chomreaibe « amen ace at chs 3,603 50 
Moncton, Wilbur Building:—Heat, $482; light, $202.36; rent, $4,900.............. 5,584 36 
Nelson, South Post Office:—Caretaker, W. C. Dolan, part time, $540; sundries, : 

eine sae teeta MAIER Stacie EME. Ou vin seals « Ll ate ee cic lc baene wane onto, cock, 31 64 
Newcastle, Post Office:—Caretaker, EZ. W. Keating, $1,080 (quarters $300 not in- 

cluded); care of clock, $50; heat, $438.16; light, $368.79; water, $35; sundries, 

TIC rag aap aS ele IL aga oC Oh ee bel Psat a url cl eat 2,162 84 
Richibucto, Post Office:—Caretaker, J. R. Le Goff, $960 (quarters $300 not in- 

eluded): heat,.6227.12; Mehtn99 25%) ‘sundries 4974.50.05 20s io oe ee 1,411 47 
Sackville, Post Office:—Caretaker, J. E. Ayer, $960 (quarters $300 not included) ; 

heatiota/ 495 Sight; $272.27 5. water; ($36.30; ‘sundries $147.64 10.) .6nere, on 1,853 70 
Ste. Croix, Custom _and Immigration Office:—Caretaker, A. C. Kelly, part time, 

pave 003) heats roede s lights ($497.62 pusundries, S034 ie. site ok cella cele clave 1,232 99 
St. John, C.N.R. Station, Mailroom:—-Rent, $447.04; sundries, $97.04............ 544 08 © 
St. John, Custom House:—-Caretaker, W. P. Lawton, $960 (quarters $300 not in- 

cluded) ; elevatorman, K. K. Vroom, $1,200; engineer, er. II., J .T. Logan, $1,560; 

fireman-labourers, T. J. Dean, Sept.-Mar., $665, J. K. Long, Apr.-May, $230; 

sundry labour, $2,601; heat, $2,727.61; light and power, $748.84; repairs, $1,265.66; 

ater). U07.075 Umea anil Giid tel. ones oie. CRT MR Ue UlLT Eye iehVeaL MEM Re Ae 13,677 38 
St. John Farm Loan Board and Agriculture Dept.:—Rent, $640; sundries, $119.24. 759 24 
St. John, Immigration Office:—Char service, $36; rent, $200...........6-.5....... 236 00 
St. John, Marine and Fisheries Dept., Hamm Building:—Rent................... 180 00 


Baie) BO oe. ame ty, isa Sg Dia st aac uae MMI ICTS LDR ta AE IA! ID eel 18,918 80 
St. John, Old Post Office:—Caretaker, T. Killen, $1.200; care of clock, $50; cleaner, 

J. J. Connell, $1,140; elevatorman, R. S. Galbraith, $1,200; engineer, gr. II, G. 

E. Conley, $1,560; messenger, J. C. Grant, $1,020; sundry labour, $840; heat, 

$903.42; light and power, $1,079.14; repairs, $878.60; telephone, $165.73; water, 

Paes | MEME esa UO On les - a aleh Re inte t clel tui elite ease a ee a te 10,450 24 
St. John, Quarantine Station:—Heat, $4,776.66: water, $291.................... 5,067 66 


not included); heat, $417.13; light, $64.41; repairs, $826.60; water, $87.52; 


SUPPLIES A BOO onal Ie Rea ee Le cee TRENT Peg ee Ope ee, a MME Ce aa, 2,609 55 
St. John West, Immigration Building and Shed:—Heat, $395.17; light, $50.13; 

Been OO0 Sol auiy aberna ee Uh tui able Rant, fine Suh eee EOMG” Ua COReUD EU ATmeR 1,501 45 
St. John West, Old Martello Hotel:--Watchman, T. J. Madden, Apr. 1-Sept. 15, 

Panes Mabie Sun TICS) MOAT oo is eee ee hee ieee at, Le An eT Bad ne 707 61 
4. ohn, West, Pensions atid National’ Health:--Rent., ee boo oe 120 00 
St. John West, Post Office:—Light, $19.86; rent, $675; repairs, $378.20; sundries, 

SUTTER Sic, Ne alent Rake agi Gans hid A RMBs guh ED br ie Oe ak MeN Ranaek Acid GA UA be TO lh Lobi2 jot 
St. John West, Old Post Office:—Caretaker, FE. McKinney, part time, Apr.-June, 

$87.48; care of clock, $12.50; light, $35: water, $9.98; SUNUTieS, ol OSU. oan oe es 164 26 
St.John West, Radio Inspector’s Car Garage:—Rent............0...-0-00..02,, 60 00 
St. John, Buildings Generally:—Fireman, S. Miller, April, Oct.-Mar., less 18 d., 

$605.24; caretaker’s supplies, $480.03; sundries, $75.02.............cceccececn. 1,160 29 
St. Stephen, Custom and Immigration Office:—Rent, $350: sundries, $86.94........ 436 94 
St. Stephen, Post Office:—Caretaker. B. J. Maxwell. $960 (quarters $300 not in- 

cluded); heat, $396.50; light, $231.72; water, $34.99; sundries. $335.79.......... 1,959 00 
Shediac, Post Office:—Caretaker, W. P. Casey, $960 (quarters $300 not included) ; 

heat, $337.82; light, $105.71; water, $50: PUMA Le OG eee atte tia sak is oe 1,645 58 


Shippigan, Post Office:—Rent, $150, less $75 paid De TOE Teal PN ee 75 00 
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Sussex, Post Office:—Caretaker, F. L. Sprague, $960 A pees $300 not included) ; 

heat, $298.49; light, $88.59; water, $50; sundries, S284 SO a See atin ccna 1,681 44 
Tracadie Lazaretto: —Tingineer, gr. II, J. X. Robichaud, $1,560; firemen, A. 

Le Breton, Apr., Oct. 2-Mar. 31 $661.94, J. T. Losier, Apr -May, Oct. 2-Mar. of 

$756.94; heat, $2,624. 60; sundries, $397.84 AR OM cae RR RDP See Aa oR. 6,001 32 
Woodstock, Post Office: —Caretaker, J. F. Milbury, $960 (quarters $300 not in- 

cluded); care of clock, $50; heat, $380.31; light, $247.69; water, $124.26; sun- 

dries, $326.55 pe RU RE) tl SC OLR oS RS RE ORS rete enact eee ORS ere Bate 2,088 81 — 
National Defence Department, Rents, etc.:—Bathurst, $150; Campbellton, 

$300; Moncton, $1.800; Perth, $80; Sackville, $120; Ste. Croix, 900: St. George, 

$2005. Ot. John RCONVR, AB] i) Re eA RBs Rea BARN Si cay oa Be 4,100 00 
Minor Offices:—Fredericton ‘Entomological Laboratory, $45.45; Moncton, C.N.R., 

$1.05; Moncton, R.C.M.P., $142.96; “Sackville Seed Laboratory, 838e.; St. John 

Observatory, $525.60; St. Leonard, $45.80; Woodstock Immigration Office, 

$63.24; painting 5 letter Gee)! OTT Rare AML TSE PANT A) anata ace tenet ene tate aa eters 834 68 
Maritime Provinces Buildings, Generally:—Travelling expenses, W. W. Allingham, 

$695.35, H. A. Russell, $1, 503.15, H. S. Tremaine, $132.87; advertising, $414.57: 

King’s "Printer, printing, $63. 44, stationery, $162. 60; lamps, $1,400.23 ; postage, 


$235.27: telegrams and telephone tolls, $264.89; sundries, Says Abe aes ate 4,893 42 
; 184,779 96 


QUEBEC — QUEBEC 
Abord-a-Plouffe, Post Office:—Rent, $585; repairs, $30.40............-.eeeeeeee 615 40 


Acton Vale, Post Office:—Caretaker, G. Marcile, $1,080 (quarters $300 not in- 
cluded); care of clock, $50; heat, $402.64; light, $221.12; water, $150; sun- 


CEICS (S240 Aer ae alleen tin, she ese Teel pp) sieptake Ulm bid btn slemdaa st \ehe ees hae ota Geb nue 2,149 21 
Armstrong, Custom and Immigration Building:—Repairs, $448.10; sundries, 
GROEN a 5 RA ac bateunre ener ced can ant oreuamnes ST sicclhs skiieke aad Paso ace evar chetwveicks hase Bieler iedece take 573 24 


Arthabaska, Post Office:—Caretaker, E. O. Belleau, $900 (quarters $300 not in- 
cluded); care of clock, $50; heat, $375.24; light, $194.17; water, $100; sun- 


AV Tes! 69.74 lh We sae eaMUbEIS ola tpalale nails ale "eit Weis hice ebehea nue ts nilsson Ge aer eee 1,689 15 
Arvida, Post Ssibarien $135.17; rent, $1,590, less $300 paid by P.O. Dept.; 

Bie s SUZ hal. a tocts ier siete. L Ede soils pe oon sturhen dain fax > Fe ate epee Bed ies ie hanes ea tae 1,517 88 
Asbestos, Post ies —Light, $77.09; rent, $700, less $350 paid by P.O. Dept. 427 09 
Aylmer, ‘Post Office: —Caretaker, A. Malherbe, part time, $99.96 (quarters $300 not 

included) ; heat, $252; light, $205. 67; water, $61; sundries, SOE 00. s Guba te ee 873 19 
Baie St. Paul, Post Office: ~_Garetaker, Jee Gariepy, part time, vee (quarters 

$300 not included) ; light, $152.60; water, $37.50; sundries, $219.29 eater eee 709 39 
Beauceville, Post Office: —-Rent, $600, less $350 paid by P.O. Dept., sundries, 

D009) Vs dau wi cts ae ie RE ee ee RR as es ieee LUA SUL’ ehin liaise Blasts, Met tate Sette Vale fs caine 270 91 
Beauharnois, Huot Building:—Rent, $60; water, $49.50; sundries, $22.75...... 139225 
Beauharnois, Public one — Caretaker, E. Trudel, $900 (quarters $300 not in- 

cluded) ; heat, $394.35; light, $159.42; ‘sundries, $196.0 EAE ea GA AIH Bar» Sabo cP B 1,649 78 
Bedford, Post Office: Rent, $400, less $225 paid by DO. Dept.; water, $10.. 185 00 
3erthierville, Post Office: —Heat, $153. 20; light, $54.67; sundries, $112. TU ale be 320 30 
Bromptonville, Post Office: —Rent, $396, ‘less $125 paid by P.O. Dept. Pos tea sete 271 00 
Brownsburg, Post Office:—Rent, $200, less .$199.92 paid’ -by .P:O:° Dept....-%.. 0 08 
Buckingham, Post Office: — Caretaker, F. A. Bisson, part time, $199.92 (quarters 

$300 not included); light, $185. 20; water, $37.20; sundries, SOU Oa ee grate os 717 96 
Cap de la Madeleine, ‘Post Office: —Furniture, $405; rent, $660 less $275 paid by 

POh Deptat | Peete: CRN Grunt ie Boke Shak. ae csotecd nba. Mime aux auegs gai een ane cate ie caaitie e 790 00 
Cap Rouge, Experimental Farm:—Heat, $1,528.39; light, $447.52................ 1,975 91 


Chicoutimi Post Office:—Caretaker, G. A.’ Blais, $1, 080 (quarters $300 not in- 
cluded); char service, $300; care of clock, $50; heat, $626.05; light, $462.46; 


water, $300; BUMGPTCS 1S OL paalhies, « oUbcrbets sea. cs Rae’ “bebe vtete Te? tie cee Ne ee pad masy 
Coaticook Post Office: —Caretaker, A. Couture, $1,080 (quarters $300 not included) ; 

heat, $474.39; light, $193.64; ‘water, S60 AUUGLICR. ol (dou. : getals i> eee Bes 1,979 33 
Compton Post Office: ~-Rent, $270, less SOO Paid. OY brie Otita cra: akane ung 170 00 


Cookshire, Post Office: — Caretaker, E. A. Newport, July 13-Mar. 31, $686.29 
(quarters $175 not included), S. Wright, April-Aug., $450 (quarters $125 not in- 


cluded); heat, $312.14; light, $146.98; water, $20; sundries, $317.15........ 1,932 56 
Cowansville, Public Building: —Caretaker, A. W. Ross, part time, $600; heat, 
$288.40; light, BLULODS , SUMOTI CSU OGIO S..u cuaki ella cS AOUMls sopgobainnts ie RM LENT Be. 2 teeta say OG 1,001 18 


Danville, ‘Post Office: Rent, $1, 080, less $325 paid by P.O. Dept.; sundries, 40c.. 755 40 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings-—Con. — Edifices publics du Dominion—Suite 
QUERBEC—Con. — QUEBEC-Swuite 
a age Post Office:—Rent, $621.25, less $150 paid by P.O. Dept.; sundries, 


MME as + athe eld A> detael oc AIA, arcs ts exe eS he FA 6 TOR a iah vy dena liesncim td dhaeils 
Drummondville, Public Building:—Caretaker, H. Duhamel, $960 (quarters $300 
not included); care of clock, $50; heat, $330 .63; light, $221.92; water, plsd: 


sundries, $188.28 ee er ee yr re ete i) a oc Veo MM EAU Ah cal os algal lest at alt aeniat Sh at val er ace ae 
Dundee, Custom House:—Caretaker, L. J. McCaffrey, (quarters $300 in: lieu af 
salary); heat, $165; light, $100.52; SUTTON es Perk Cems s ietols: oS: « etecestan binnece einnceeunret eld 


East Angus, Post Office:-—-Caretaker, J. A. Jolin, $1,080 (quarters $300 not in- 
cluded) ; ou of clock, $50; heat, $766; light, $338. 67: water, $33.75;  sun- 
BElCe VSL OO. BROR arent nyatee Re che Ween. ahi a eebteg DORMS. EO dtualydosohes ot ich s¥ias atv che “alt 

Farnham, Experimental. Farm:—Heat, $328; light, $156.57...........cceneeceses 

Farnham, Post Office:—Caretaker, S. Girard, $1,080 aS $300 not included) ; 
heat, $270.50; light, $79.74; water, $50; ‘sundries, eS ea Ute da! sl Ohh eee ee 

Father Point, Quarantine Station:—Heat, $124; light, eran a ot 5 AS bed ook ofa ik che 

Gaspe, Post Office:—Caretaker, part time, J. J. Annette, Apr-June, $30 
(quarters $75 not included), F. J. Ropert, Nov.-Mar., $50 (quarters $125 not 
included); heat, $218.24; light, $224.90; repairs, $1,627.65; sundries, $39.80.... 

eagle Post Office:—Caretaker, G. W. Fayers, $1.080 (quarters $300 not in- 
cluded); care of me $50; heat, $612; light, $467.85; repairs, $349.38; water, 
$150; sundries, hea Med ea. SLR cm te ne cy atnra AY cle 0d a Silay al-qul a age talelsae Wu ARE > A 

Grand’Mére, Public Building: —Caretaker, J. A. Panienen, $915 (quarters aa 
not included) ; heat, $741 ‘84; light, $150. 37; water, $82.39; sundries, $155.75. 

Grosse Isle, Quarantine Station: —Heat, $5, 826. 78; light, S2GDi UP ci sc soh alr aile's oC GPaiBs > a 

Hull, Laboratory of Hygiene:—Heat, $128. 64; light, $119.40; sundries, $9.60. 

Hull, Post Office:—Caretaker, A. Payette, part time, $150 (quarters $300 not in- 
ended) heat $616.17; light, $271.94; repairs, $9. 909.18; water, $396.46; sun- 
Pe ae STN Wi dm a RRR Up eM athe ta pag te RA AB EA sR 9 PRM 

. Hull, Research Laboratory:—Furniture, $500; heat, $2,632.05; sundries, $165.04. 

Huntingdon, Post Office:—-Rent, $1,000, less $450 paid by” P.O: Dept.: sundries, 
TROD Aieselh 2 sees Ae PRB es ick ae ORR EP ITI 5 RAT Space pete eating aS RRS Ce A Ait tl LARA SP SP 

Tberville, Post Office:—Caretaker, part time, A. Courtrois, Apr. 1-May 12, $63.57 
(retired), Oo Ke Dupont, $557.47 lorena $9.17); light, $58.35; repairs, 
S209 Wateb | SO0 2p OU UNC RGR. 90s 5 ie a7). ain me pin eo oacein ela apdb le ea Rodis Blea. + 

Joliette, ‘Public ‘Building: —Caretaker, J. Z. Bonin, Nov. 21-Mar. 31, $435.48, 
J. QC. Fisette, Apr. 1-Nov. 20, $613. 33 (quarters $191.66 not included), (dis- 
missed) ; sabe of clock, $44.44; heat, $457.07; light, $590.98; water, $111; sun- 


BVTGM SOOT Sie 2k LUE OD Ia RYE Rocca. odal leat hate ARl ics satin glocen ae sn) ayoiicies aherin tis sabe! je mite 
Jonquieres, Post Office:—Caretaker, L. Tremblay, $960 quar sete $300 not in- 
cluded); heat, $383.25; light, $144. LGpe feuds tes. (SOO ASG halt lin a Wicd est sad eters 


Kenogami, Post "Office: —Caretaker, J. Avnet: Pierre, set time, $300 (quarters 
$300 not included); heat, $336. 60; light, $122.32; water, $24: sundries, $166.12. 
Knowlton, Post Office: —Caretaker, HL Sg. Ball, part time, $150 (quarters $300 not 
included) ; heat, $409.78; light, $92.11; sundries, $154.30 Se. Da lelamar we, . ute 
Lachine, Post Office: —Caretaker, part time, By Hudon, Jan. 20-Mar. 31, $59.68 
(quarters $59.67 not included); O. P. Robert, April-Aug., $125 (quarters $125 
not included), (deceased); care of clock, $22.98; heat, $313.32; light, $246.02; 
repairs, $2,032.51; water, $91.96; sundries, + PE PNR AMIRGT OEY "ME eR ne 
Lachute, Post Office: —Caretaker, S. Chaloux, $960 (quarters ce not included) ; 
heat, $227.15: light, $80.21 water, Be Urn SUMO I CSa tue SiS. L oy five Ucverctatel ster sit 6 
Lac Megantic, Post Office: ~“Garetaker, H. Guerin, $960 eaceeeae $300 not in- 
cluded); care of clock, $50; heat, $446, 55; light, $374.02; sundries, $325.50. 
La Ferme, Experimental Farm:—Heat, $1 195: light, $1, YG | a NT ee 
La Malbaie, Post Office:—Caretaker, P. Lefrancois, $1, 080 (quarters $300 not in- 
cluded) ; ars of clock, $50; heat, $715.88; light, $264.95; water, $50; sun- 
dries, $146.20 DT aac ned UNE Lees Sahl Ae Anis abe eine ge iP an etal DNR RL I a A Aer ge dk ie 
Laprairie, Post Office:—Caretaker, part time, N. Fontaine, Apr.-Sept., $75 
(quarters $150 not included), (dismissed), H. Lefebvre, Oct. 12-Mar. 31, $100 
(quarters $110 not included) ; heat, $433. 30; light, $100.09; repairs, $759. 65; 
water, $45; Sundvicsy SASS Vin STN Te ORE SES WOT ON. 
L’ Assomption, Experimental Farm:—Heat, $509.45; light, $205.82................ 
L’Assomption, Post Office:—Caretaker, J. EK. Desnoyers, part time, July 17-Mar. 31, 
$212.09 (quarters, $212.09 not included) ; heat, $352.61; light, $89.36; repairs, 
$737.53; | water} $130} BUNA Pies; 1 B22 TL YF ey Bille ah le ej diagatls Wlavlle cals gis 
La Tuque, Public Building: —Caretaker, A. Duchesneau, part time, Sept. 12-Mar. 
31, $165.83 (quarters, $165. 83 not included) ; furniture, $2,340.07; heat, $483.59; 
water, S72 Weer sumdriag sy S5OS AR Mm, . Ei es AUR » Seis wich le le Mable o <pesles Mma OE is 
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PUBLIC WORKS — TRAVAUX PUBLICS 


’ Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC—Con. — QUEBEC-Suite 


Lennoxville, Experimental Farm:——Heat, $1,017.04; light and power, $292.93. 
Lennoxville, Post Office: Ropes a W. H. Abbott, part time, $600; heat, $129. 25: 
light, $55. 28: stndPPes tO SF7.GP Say. eM RES UE ii NT eee tah OEE 
a ey Eboulements, Post Office: ee $700, less $50 paid by P.O. Dept.; sundries, 
bee "ONE. Depot Post Office:—Rent, $125; sundries, $157..............0...404 
Levis, Post Office:—-Caretaker, J. Gaumond, $960 (quarters $300 not included) ; 
eare of clock, eee heat, $310. 50; light, $357.28; repairs, $716.51; water, $250; 
sundries, $624. ENN oui 2 OIE GNARL URE Dir at REET Ue, |. LIAR ihe Ce 
Longueuil, Post Ofice: —Caretaker, EK. H. Lamarre, Apr.-Feb., $990 (quarters $275 
ae included), (deceased) ; heat, $239.68; light, $36. 66; water, $62.70; sundries, 
Hecate Post Office:—Caretaker, L. Rheaume, (quarters $300 in lieu of salary) ; 
heat, $301. 75; light, $91.06; repairs, $489.46; water, $58; sundries, $51.05. 
Louiseville, Post Office: —Caretaker, V. Heroux, "$960 (quarters $300 en included) ; . 
care of clock, $50; heat, $428.28: light, $146. 64;" ‘sundries; $407)54 0 21. Yes 
Magog, Post Office: — Caretaker, J. Dearsley, $1,080 (quarters $300 nh included) ; 
furniture, pan 05; heat, $479, 96; light, $64.51; repairs, $457.11; water, $98.20; 
sundnies, (\S1S393". ce. ee cee Fad BO i OR A RE AE OC | i. aS 
Maniwaki, Post Office:—Caretaker, C. A. Roy, part time, hon (quarters $300 not 
included); heat, $522.63; light, $85.73; eek $260. Ot SRT | ORGAN 
Marieville, Post Office: — Caretaker, Pp Prairie, $960 (quar fis $300 ~ included) ; 
care. of clock, $50; light, $87.73; water, $333.90; sundries, $196.05............ 
Matane, Post Office: —Caretaker, ie Spl Robitaille, $960 (quarters aaseh not in- 
cluded) : care of clock, $50; heat, $159.50; light. $437.25; sundries, $307.51.. 
Mont Joli, Post Office:—-Heat, $150.75; light, $124.73; rent, $425, less $318.75 
DaU IC AV e O-n Oe Dies  SUNOTIORS "SS LO ie ke in AN es ie ye A aa 
Mont Laurier, Post Office: —Caretaker, A. Juteau, part time, $600; heat, $167.50; 
light, $46; sundries. S20 OO ea Lies te atin ates ees Cte SU Mok TN col Miers SARS A 2 
Montmagny, Post Office:—Caretaker, G. Boulanger, $960 (quarters $300 not in- 
cluded); furniture, $731; heat, $228.33; light, $188.18; water, $131.25; sundries. 
Sal Me uM ee Re cs Tee ee ake ES Gk |, SOO ASV SL ear MMe | ane RRR eos eam hy 
Montreal, Ames-Holden Building:—Cleaner, J. Savoie, $975; light, $203.79; rent, 
BS OBL SRMOTCS. LOO UO mare mos ae CAR eee GAL wn ie eee ees ee | 
Montreal, Canadian Pulp and Paper Research Building:—Furniture, $326.38; rent, 
BLOT BO. vets see Measteleea ie iii Sie eee a te lent eee tab Gn SAR aR AMNION tl ae a a Ore eee came ee Al 
Montreal, Chateau; de’ Ramesay,) Archives :— Rear '. i's sreie'etote'e gies rales tae gu eee wht 
Montreal, Canal Customs Office:—Painters, $150.12; sundries, $67.04............ 
Montreal, Custom House:—Caretaker, M. O’Donnell, part time, $360 seeps: $300 
not included) ; cleaners, W. Anderson, $980, H. M. Hayvren, $960, McManus, 
$975, J. G. Nicholas, $975; engineers, tT Baird, detailed with Meet Office 
Garage, $95; D. Currell, Jan. 2-Mar. 31, $311.61, B. Lajeunesse, $1,440; fireman, 
A. Moreau, Oct. 10- Mar. 31,) $056.21; watchman, N. Lalonde, April-May ae 
$108.39 ; char service, $450: heat, $1,158.03: light, $1,114.52; repairs, $1,299.49: 
water, $682. Fs) STMT IOS, re | MDI yal Reais’ Skis A's sista a. States let otal ole eda te eee Ate oe Van Re 
Montreal, Examination Hall, St. Denis St.::—Rent........ 0.00.0. . cous deel. 
Montreal, Examining Warehouse (New) Hah iB) A. Attree, $1,140, A. Bon- 
homme, Sept. 22-Mar. 31, $472.50, F. Gascoyne, $1,095, R. Kay, $1,140, A. A. 
Metivier, Apr.-Sept., $480 (promoted), A. Monette, $915, D. Robert, Apr. 1-Aug. 
28, $490. 32 (retired), W. Shanahan, $1, 200, A. Teasdale, Apr. L-Nov. 20, $766.66 


(suspended), ONE = Wilson, Jan. 4-Mar. 31, $217.75 (dismissed) ; elevatormen, - 


A. Barrette, $1,260, A. Bisaillon, $1,260, J. B, Blackie, $1,260, W. A. Boisseau, 
$1,080, E. Gascon, $1, ZOO sks Matthews, $1,260, J. Peacock, $1, 080, A. D. Ray, 
$1,200, A. W. Salter, $1,200, C. Varin, $1,260, J. Wright, $1,200; engineer, W. H. 
Norket, $1,500; fireman, J. Enright, Jr., April, Oct. 5-Mar. 31, $652.75; firemen- 
labourers, Ss. Gaignerie, $1, 255, arrears, $55, M. Paisley, $1, 380, E. Vallee, $1,380; 
watchman, A. A. Metivier, Oct.-Mar.., $510; char service, $5, 3O..30% uniforms, 
etc., $281. 54; caretaker’s supplies, $657. 81; furniture, $2, 386.90; heat, $4,708.81; 
light and power, $9,982.96; repairs, $11,499. 12: Water, S40 1O-8G4 450 \ bose te cae 
Montreal, Examining Warehouse (Old) :——Cleaners, W. E. Atkins, $1,005, J. E. 
Brisbois, $1,020, J. P. A. Caron, $990, J. Chalmers, $975, W. Drury, $1: 005, W. 
Irvine, $1, 140, hh. ‘Lacasse, Feb. 16-Mar. 31, $111. D1, F. Lee. $1,005; elevator- 
operator, W. uy Cowan, $1, 200, J. Doherty, $1,170, Ae Fournier, $1, 200, WV OLE 
Lauze, $1,185, A. Lincourt, $1,260, S. Woodhall, $1, 200; engineer, D. ‘Brown, 
$1, 500: firemen, T. Power, Apr.. Oct. 5-Mar. 31, $651 .21, J. Sullivan, Apr., Oct. 5 


1,309 97 
862 20 
653 15 
282 00 

3,269 15 


1,464 81 
991 32 
1,992 46 


3,048 76 
1,109° ‘19 
1,627 68 
1,914 26 
413 29 
837 10 


2,265 46 
4,400 84 
10,542 33 


600 00 
217 16 


11,843 84 
100 00 


66,904 33 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 
Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC—Con. — QUEBEC—Suite 

Montreal, Examining Warehouse (Old)—Cone. 
‘Mar. 31, $651.21; char service, $450; uniforms, etc., $140.30; furniture, $319.45; 


heat, $2,034.06; light and power, $4,835.70; repairs, $2,800.85; supplies, $360.90; 
SOU SS BO re oc Fete re. BEE Sie terete POT ERED 2d J NNO oho UE s ites SESE ya 


Montreal, Fumigation Station:—Heat........6.. cc ecee eee eee ee. Iie Adis os oh 
Montreal, Immigration Building:—Heat, $3,165.33; light and power, $1,273.72; 
MALE, STC TOO Sy melee ras Ph teotte eRe LOS PTI AR BET Ae. Hs ts 5 Li asiee 6 EES 


Montreal, Old Inland Revenue Building:—Clerk, gr. 4, M. Carey, $1,860; fireman- 
labourer, G. Boby, $1,260; heat, $700.27; light and power, $301.21; repairs, 
$1,263.95; telephone, $302.59; water, $235.30; sundries, $432.34.................. 

Montreal, Labelle Building (including Postal Station “N”):—Cleaners, J. C. 
E..N. Birtz, $900, G. H. Desjardins, $900, H. Lachapelle, $900, J. L. HE, Laurin, 
$900, J. Pronovost, $915; caretaker’s supplies, $209.05; furniture, $651.17; heat, 
atee light and power, $2,254.92; rent, $38,579.80; repairs, $611.51; water, 

URGE. SOLO A NS LD. Sly CRE es ete eels tach fechas 


Montreal, Unemployment* Relief Office:—Rent). LNs Uden . So a 
Montreal, Marine and Fisheries Office:—Rent.........0.0 00.00.0085 rs eaehtalotle MOLE et cae? 
Montreal, Pensions Tribunal:—Rent, $379.16; sundries, $22.19.................... 


Montreal, Post Office: — 

Cleaners: A. Allan, Sept. 21-Mar. 31, $475, M. Beauchamp, $1,200, W. J. Boots, 
$1,200, J. H. Chartrand, $1,200, V. Davies, $900, O. de Rien, Aug. 10-Oct. 19, 
$174.20 (transferred to National Defence Dept.), O. Denis, Oct. 20-Mar. 31, 
$404.03, J. Dubuc, $900, A. Ethier, $1,065, A. Gagnon, Sept. 22-Mar. 31, $472.50, 
A. Gaignery, $925, I. Grenier, $900, T. Hardigan, $1,140, O. Lamoureux, Apr. 1- 
Sept. 19, $422.50, C. Lauzon, Apr. 1-Dec. 10, $624.19 (retired), J. Lauzon, 
Apr. 1-May 9, $129.03 (retired), W. Lucas, $975, T. Marson dit Lapierre, Apr. 1- 
Nov. 22, $773.33, H. Martin, $1,200, W. Mayoh, $1,125, H. Montigny, $1,000, 
J. P. Mullins, $1,200, A. Noel, $945, J. Pare, $1,200, G. Parent, $1,074, L. 
Prud’homme, $1,200, J. P. Roy, $1,200, W. Woollard, Feb. 16-Mar. 31, $111.21.. 

Elevatormen, O. Aubin, $1,260, G. Bolduc, $1,200, J. Cantin, $1,080, A. J. 
Casavant, $1,140, E. F. Hall-Tompkins, y. less 1 m. 8 d., $1,073.33, T. F. 
Hughes, $1,260, H. Laurendeau, $1,200, A. Paquette, Mar. 19-31, $37.74, Oscar 
Renaud, $1,260, Osias Renaud, $1,200, H. G. Robinson, $1,095, F. Rochon, 
$1,080, A. Roy, $1,140, P. Stundon, $1,125, G. C. H. Whittle, $1,200, J. Wynne, 


Aor. Angkor) less Sider $200.32) (deceased. ) ic aiaeys, 6 distal ee ae > 4'e, tyspGtk 3 4 @ aan cag wi 
Firemen: M. J. Power, Apr., $95, R. Webster, Apr., Oct. 5-Mar. 31, $651.21...... 
atesai Goan C. Ferguson, Oct.-Mar., $570, J. Forgues, $1,260, G. Quinn, 

IR CPN RE NO PECTS LAM vibe acogehee Dual ah: doit leah Bch Abe Pant A na 6a 
Watchmen: C. Berthiaume. $1.260, W. Brennan, Apr. 1-Sept. 19, $450.66 (retired), 

NeeP ariatine sens aiid, polUGas Be Lay lOry) O1G2 Ue ae rath tig he abe hath dicus ore) ehitetal alg 
Foremen of char service: G. Loiselle, $1,200, T. Thompson, Apr. 1-May 8, $144.68 

PPOLIPOd mena feces, fac sO0 s. M.ril ets alte s ae ie ed sehat Odean = a hiciplels’ ele le 


Caretakers’ supplies, $687.80; furniture, $421.30; heat, $6,751.80; light and power, 
$14,572.08; repairs, $9,483.48; telephone, $560.64; uniforms, etc., $394.54; 
sg Cage LO i eo Ri Mirman Mea RU) 2omedihe die GUE PREC ea abe PN ry Seo Ar crs 


Montreal, Postal Garage:—Firemen, J. Baird, Apr., Oct. 5-Mar. 31, $652.75 less 
$95 charged to Montreal Custom House, J. Laporte, Apr., $95 (deceased) ; fireman- 
labourer, E. Donnelly, $1,260, arrears, $60; heat, $294.85; light, $192.72; rent, 
BP OS0e Waters ol eels SUTTER OL 4 ras eae ries Cel ale edema tected saree tp & cee cue 

Montreal, Postal Station “A’:—Cleaners, A. A. Digneault, $1,200, A. Pineault, 
Feb. 16-Mar. 31, $111.21; fireman, G. Outerson, Apr., Oct. 5-Mar. 31, $651.21; 
heat, $1,210.82; light and power, $1,640.11; repairs, $1,583.03; water, $479.88; 
BUTTE CRS OCT ee eee ere et ee ere ere law AW a tae ore Yc 4s oe ¥ wustete o's 6 0 

Montreal, Postal Station “B”:—Cleaner, A. Cunningham, $1,200; fireman-labourer, 
B. Boles, $1,260; heat, $1,252.28; light and power, $852.50; repairs, $3,488.17; 


Watet. 557 0.00s) sunariess SLOR TPS tose eee ele NL. oie RIE. OCU lg tee te ees 
Montreal, Postal Station “C”:—Cleaner, H. Filliatreault, $1,140; heat, $635.39; 
light, $488.13; repairs, $444.48; water, $439.28; sundries, $96.10.................. 


Montreal, Postal Station “ D ”:—Cleaner, H. Desautels, $1,020: heat, $590.67; light, 


40013; “water, $252.935 Usundries!U S326 00 Lt UR oS Ra I 
Montreal, Postal Station “KE ”:—Fireman-labourer, P. D. MeKeough, $1,260; heat, 
$537.57; light, $352.56; repairs, $2,524.35; water, $139.27; sundries, $3.85.... 


50399—3 Vv 


24,134 99 


16,841 39 
746 21 


3,090 00 
3,945 66 
3,594 68 


39,905 49 
92,258 42 


5,254 53 


7,144 47 


9,033 59 
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4,817 60 
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Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, ete. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC--Con. — QUEBEC-Suite 


Montreal, Postal Station “Jy ”:—Fireman-labourer, A. Menard, $1,260; heat, 
$471.69; light, $266.88; water, $191.02; sundries, $43.25........... ese ee eens 
Montreal, Postal Station “G ”:—Cleaners, A, Lajeunesse, $1,200, A, Lanctot, $1,035; 
heat, $1,069.52; light and power, $518,27; repairs, $1,037.41; water, $232.80; 
BUA 168! © BZD s-sccedo.de505. Sh sceyonslouts ests dyayaneysy tunise, 2 ay9y0. 81896 6 509, + eg tas o nee? + rin Pheer 
Montreal, Postal Station “H”:—-Cleaners, J. Bachand, $1,065, R. Barber, Apr. 1- 
Aug. 11, $413.71 (retired), E. G. Vanne, $1,140; elevatorman, T’. Ritchie, $1,080; 
engineer, M. Rochford, $1,440; fireman, G. Martin, Apr., Oct. 5-Mar. 31, $651.21; 
char service, $897.58; heat, $1,220.01; light and power, $4,817.44; repairs, 
$2,243.82: telephone, $493.20; water, $1,660.70; sundries, $558.73...............- 
Montreal, Postal Station “L”:—Fireman-labourer, G. Roberts, $1,140; char service, 
$446.37; heat, $1,214.75; light, $227.29; repairs, $366.18; water, $128.71.,....... 
Montreal, Postal Station “M”:—Heat, $156.69; light, $40.62; rent, $900; water, 
$34.92 ssunciiee SLO. 1 Hes shh inateetar i tkba cigtel ete \abapaiet,, «iaece eae Ae LY ish moved >, aveteahix dae 
Montreal, Postal Station “O”:—Caretaker, Mrs. J. V. Cardinal, $600, arrears, 
$55.34 (quarters $300 not included); light, $128.16; repairs, $314.51; water, 
$102: isundriés, S1GE87, 5... GWeh did... deg ded tad wage ee Sava dias ds eo aiveaed 
Montreal, Postal Station “R ”:—-Cleaner, A. Labelle, $1,140; heat, $422.70; light, 
S608/228) water, S177:10: sundries, $187.95 Wor. werk es. Cee. oa ee eee oe . 
Montreal, Postal Station “ S ”:—Caretaker, Mrs. 8. Morin (quarters $300 in lieu of 
salary); heat, $316.28; light, $123.15; repairs, $724.03; water, $118.90; sundries, 
B27 16 eas eh tee TARE DRE Ey aotl SOE fee sais PUG Taio See Ae he sedate 
Montreal, Postal Station *‘ T”:—Cleaner, G. E. Paquette, $1,140; light, $381.48; 
rent, $16.073.737 ‘water! /$698.40¢) sundriess ($1477. FOR alk Od, Ore ie 
Montreal, Bonaventure Postal Station:—Labour, $243.60; light and power, 
$1,327.50;  rentif 6220167 #7 eundm 6ay" S283 G0 40 Ve0ogL ON oi bei iter BOR Te eee 
Montreal, Delorimier Postal Station:—Cleaner, D. Larocque, $915; furniture, 
$360.81; heat, $299.82; light, $370.04; rent, $3,000; repairs, $751.83; water, $89.80. 
Montreal, Hochelaga Postal Station:—-Caretaker, J. F. Surprenant, part time, 
May 1-Mar. 31, $137.50 (quarters $275 not included) ; heat, $591.25; light, $203.13; 
repairs, $3,202.27; wwater:' 914218; \gundries)) S68, 1.7G0A Gk ee Aas ok eae ae 
Montreal, Notre Dame du Grace Postal Station and Letter Carriers’ Depot:— 
Fireman-labourer, F. W. Walker, $1,140; heat, $325.21; light, $231.81; rent, 
$7,774.66; repairs, $287.90; water, $142.18; sundries, $1.86...............0c ec eee 
Montreal, Outremont Postal Station:—Fireman-labourer, B. Hughes, $1,260, 


Montreal, Signal Service, Marine Dept.:—Furniture, $452.74; rent, $1,095; 
TED AI OO 207 2 Aue aa ede tc cote ell Daa ea en gi ets dee ee 
Montreal, Stephens Building:—Caretaker, W. C. Thurgood, July-Mar., $900; 


firemen-labourers, P. Edwards, $1,260, C. Prudhomme, $1,380; uniforms, etc., 
$189.04; caretaker’s supplies, $698.07; furniture, $555.95; heat, $3,217.41; light 


eo © Si eta) ple joe. 's viele 


Montreal, Transportation Building:—Rent, $720; water, $52.09...........ceece00. 
Montreal, Vetcraft Shops:—Rent, $8,835; repairs, $72 , 


eeeereeerce eee reese eee eee e sees 


Montreal, Weights and Measures Office:—Rent, $1,500; sundries, $2.85.......... 
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Vote — Crédit 192— Public Buildings — Kdifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—-Suite 
QUEBEC—Con. — QUEBEC—Suite 


Montreal, Buildings Generally:-—Bricklayer, $1,914; carpenters and _ helpers, 
$20,703.22; chauffeur, $1,463.76; electricians and helpers, $16,906.92; foremen, 
$8,557.44; machinist, $1,621.44; painters, $4,503.60; plasterers, $3,828; plumber, 
$1,914; gratuity to son of late F. X. Lefebvre, $300.24; travelling expenses, J. 
Mines, $162.60; caretaker’s supplies, $8,492.55; lamps, $5,375.62; repairs, 


$8,896.99; telegrams and telephone tolls, $554.10; sundries, $288.18............. 85,482 66 
Nicolet, Public Building:—Caretaker, J. W. H. Bourdon, $1,260; heat, $290.50; 
light ati looe. WOlel ytio.OU; OUMGIIes, Coteau ves paca ahha | sila: elaly, tie © aleve \a ie 4 . 2,051 93 


Pierreville, Post Office: Caretaker, part time, Mrs. S. G. Boucher, Apr.-Oct., $87.50 
(quarters $175 not included) (dismissed), Mrs. A. R. Crevier, Nov. 4-Mar. 31, 


$61.25 (quarters $122.50 not included); heat, $273.55; sundries, $269.72........ 692 02 
Plessisville, Post Office:—Caretaker, E. Boisvert, $1,080 (quarters $300 not in- 

cluded); heat, $386.87; water, $93.75; sundries, $96.64..............4....00005. 1,657 26 
Quebec, Agriculture Dept. and Farm Loan Board, Carrei Building:—-Char service, 

$432; furniture, $1,008.26; light, $70.97; rent, $4,320; sundries, $55.20.......... 5,886 43 


Quebec, Custom House:—Caretaker, J. Patry, July 30-Mar. 31, $604.84 (quarters 

$201.61 not included) ; elevatormen, J. Bedard, $1,260, A. Martin, $1,260; fire- 

man, G. Duchesneau, Apr., Oct.-Mar., $735; firemen-labourers, M. Arkinson, 

$1,380, A. Lepage, $1,260; char service, $2,167.20; care of clock, $50; heat, 

$1,859.87; light and power, $1,870.44; repairs, $5,009.02; water, $1,400; sundries, 

BVIANT 2G, Tid tBll CV st). Wah iene’. 3 Oe S vail: ees 9 Dini. vO lpia: te tile ead bon tary « 19,601 09 
Quebec, Examining Warehouse:—Hlevatormen, D. Couture, $1,080, L. Lemelin, 

$1,260; engineer, D. P. Kennedy, $1,440; fireman, A. Garneau, Apr., Oct.-Mar., 

$665; fireman-labourer, A. O’Connor,. $1,260; char service, $864; heat, $875.25; 

light and power, $1,415.79; repairs, $729.63; water, $787.50; sundries, $335.16... 10,712 33 
Quebec, Immigration Buildings:—Heat, $4,117.85; light and power, $2,696.37; 


abe scedeas OF MM eo pap actadiguabl: yeoutilind. can jotted . 10,753 67 
Quebec, Immigration Detention Buildings:—Heat, $4,134.53; light and power, 
St 977.37; water) -$134\23 ils . i pe cReers TY. SGRMGNI AIR .PIoitany OL 5,546 13 
Quebec, Labour Department, Annuities ‘Representative:—Rent..... eee. HON . gOL 325 00 
Quebec, Limoilou Post Office:—Caretaker, J. B. A. Gagne, $960 (quarters $300 not — 
_ included); heat, $376.25; repairs, $431.90; water, $206; sundries, $168.15....... 2,142 30 
Quebec, Marine Agency:—Furniture, $319.97; heat, $466.70; repairs, $372.88; 
BW ACT Sieh s Pee itech tet ete i Mian cts mee Mot ta Fae ee = ee eee Moyet AMS vie a ara liao eo tald in Boudin 1,909 55 
Quebec, Observatory:—Light, $135.58; repairs, $77.77; water, $50................ 263 35 
Quebec, Pensions and National Health Dept.:—Rent, $2,116.93; sundries, $24...... 2,140 93 


Quebec, Post Office:—Caretaker, O. B. Leclerc, $1,159.93 (quarters $300 not in- 
cluded); cleaner, A. Garneau, $1,200; elevatormen, A. Poulin, $1,260, L. San- 
facon, $1,260;. engineers, A. Bourassa, $1,440, T. Lagace, $1.500; fireman, C. 
Leclerc, Apr., Oct.-Mar., $665; firemen-labourers, M. Bedard, $1,380, J. E. Gagnon, 
$1,260, P. Maranda, $1,380; watchman, M. Hayes, $1,200; char service, $6,039.60; 
care of clock, $100; caretaker’s supplies, $919.94; heat, $2,199.36; light and 
power, $5,265.19; repairs, $2,556.05: telephone, $381.15; water, $1,312.50; sun- 


dries, $776.29 ......... ehh spd. blather: atk Hedntets ok Neon Bebe 33,255 01 
Quebec, Postal Station “A”:—Cleaner, L. J. Vezina, $900; light and power, 
31,152.00), poate se, 900g mndries, $531.72.) ccnrice ohs'6, Seo « Chesney a hee ewan. clave 12,213 77 


Quebec, Postal Station “B”:—Caretaker, J. M. Youde, $960 (quarters $300 not 

included); heat, $473.99; light and power, $276.24; repairs, $445.30; water, $154; 

sumdrics, $148.80.15 642. seradaey od 2. rivers . a. cedadedeike cout. denkl 2,458 33 
Quebec, Faubourg-St. Jean Postal Station:-—Rent, $1,800; sundries, $2.34......... 1,802 34 
Quebec, St. Roch Postal Station:—Caretaker, J. B. Turcotte, part time, $559.93; i 

char service, $432; heat, $535.91; light, $200.94; repairs, $328.77; water, $375; 

sundries, ShMSQine. AME, .wwol LBS «dues. c88.1aR . diaghdenrno lO. sank .poiteokh. . 2,479 35 
Quebec, St. Sauveur Health Department:—Rent..cccrccsstccceviccsiccacdveccs 600 00 
Quebec, St. Sauveur Postal Station:—Caretaker, N. Gauvin, $1,080 (quarters $300 

not included); heat, $364.60; light, $177.27; repairs, $259.26; water, $155; 

sundries, (3 AUGG ati. 136} edn Od. euregei eer geptlgoguegeb | ; 2,106 78 


$85, aod, AIDE: Some abaan BOE Bie be A398 Rooke dee yell) Mint 9,736 22 
Rawdon, Post Office:—Rent, $780, less $150 paid by P.O. Dept.; sundries $61.42... 691 42 
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‘Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
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Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC—Con. — QUEBEC—Suite 


Richmond, Post Office:—Caretaker, A. J. Proulx, $960 (quarters $300 not in- 
cluded); care of clock, $50; light, $322.75; repairs, $1,313.43; water, $40; 
BUTLATICS, SSO 2100 rics.» tbe oc enueibrveachi alte « DSi Wille te IO prcguatahhiods Lieber. dh» Cesevatier- tated: tne 

Rigaud, Post Office: —Caretaker, G. Seguin, part time, $324.96 (quarters $300 not 
included) ; care of clock, $50: heat, $323. 98; light, $66. 12; sundries, $202.49, 

Rimouski, District Engineer’s Office: :—Furniture, $296; rent, $1,800; telephone, 


$133. 80: sundries, $1. Oe Aa as et a ae ee a ere ee 
Rimouski, Post Office:—Caretak er, A. Martin, $960 (quarters $300 not included) ; 
heat, $294.38; light, $246.95: water, $150; sundries, Se A ied Chie tak mee tee 


Riviere du Loup, Post Office: —Caretaker, O. Gagnon, $960 (quarters $300 not 
included); heat, $361.77; light, $184.60; rent, $600, less $425 paid by P.O. Dept.; 
water, $250: sundries, $171 UL cers VINCE OEEL. © cbadn accdit anit 6 GE co cian PT EE ee 
Roberval, Post Office: — Caretaker, J. P. Bolduc, $1,080 (quarters $300 not in- 
coe care of clock, $50; heat, $452.98; light, $462.80; water, $25; sundries, 


oS Oe OO 8 8 6 O10 6 6 840) enetialio ‘e 2.6 (es «6 © Save le ocho © © @ © | ‘6 Bie, 0 exere 6 © ob O7e.e 0 0. 6)6 109 OO 0 086 6 6 6 


Ce rr Tr  Y 


Rok “Island, Post Office:—Caretaker, O. Garceau, $1,080 (quarters $300 not in- 
cluded); care of coe ans heat, $456, 90; light, $225.43; repairs, $1,963.12; water, 
$62.50; rsundties, VS6O- 700. eo Re Ue Get GA SU Nii M Dita che ee 

Rouyn, Post Office: ahh, $238.37; rent, $1,080 less $475 paid by P.O. Dept.; 


sundries, $2037) ih, ME Pune | ok Ot Te OY San! ORO OES Ie. . Cane 
Ste. Agathe des Monts, Post Office:—Caretaker, J. f Grignon, Apr. 1-Oct. 12, 
$674.52, (quarters $60 not included), (retired). S. Grignon, Oct. 1-Mar 
Mok, $450 (quarters $150 not included) ; heat, 6389. ‘92; pits $221.97; water, 
$71. 733 SUNGTIEN S398, TA DO EW. TS ee RLS SR LRP, . WE aa 
Ste. Anne de Bellevue, Military Hospital: Pant ysis ool. Sekt: Seen eee 


Ste. Anne de Bellevue, Post. Office:—Light. $103.60; rent, $444: sundries, $73.68. 
Ste. Anne de. la Pocatiere, Experimental Farm: —Heat, $1, 029.05; light, $249, 47... 
St. Eustache, Post Office:—-Rent, $360; sundries, $35, DR Such . Jeracets sateells seer 
St. Gabriel de Brandon, Post Office: —Caretaker, 4:0, Granger, $960 (quarters 
$300 not Py eiAiey care of clock, $50; light, $224.38; repairs, $210.88; sun- 
ries, S145 14 i, eee es gic crre' 5 ee Mw da es Seve thae oo Lote PO Renae | og 
St. Georges de sone Post Office:—Rent, $450, less $375 paid by P.O. Dept.; 
BIG Ties,| “SIDI T LTS Feo y 6s dae eb, eee CBRN Choe ils «RU tans cao acme ees Sea, Renee eng a 
St. Hyacinthe, pelea Building:—Caretaker, A. Demers, $1,080 (quarters $300 
not included); heat, $382.58; light, $73.41; water, $597; sundries, $202.61. 
St. Hyacinthe, Post Office: — Caretaker, Vi Arcand, $1, 080 (quarters $300 not in- 
Bee care of clock, $50; heat, $402. ove aiate "$994. 50; water, $902; sundries, 
SE 1: SECO DAL hie pathy RPA eM Ry PMR telat oy Up elal gl Ry) h d MM oC Sa ah A oh Ie ER 


$75 pamaerd 5 pane not suche yt M. Dugas, Tuly Mae! $262. 50 (quarters 
$187.50 not included); heat, $228; light, $79.97; repairs, $248. 32; water, $48; 


sundries, S7RB1 UE Ao. IPL COE TR ROO LPOG | OE RS Eka, 
St. Jean, Custom House:—Caretaker, R: Rameau, are time; July-Mar., $450; heat, 
$251. 34; light, $50.67; water, $60; sundries, $392.24 PE AS aegis re N= fa | 


St. Jean, Post.. Office: “Caretaker, A. F., Camaraire, part time, $300 (quarters 
$300 not included); care of clock, $50; heat, $533.88; light, $29°7. 13; water, $50; 


sundries, .$182169 ver ave ga Vee Weinges, . FSR Le wo itp, JO eee oe Oia . 


St. Jerome, Post. Office:—Caretaker, E. Sigouin, $1,020 (quarters $300 not in- 
cluded); heat, $499.66; light, $172. 14; water, $47, 68; sundries, $336.63...... 
St. Joseph d’Alma, Post Office: —Heat, $160; light, $83.25; rent, $600, less $300 
‘paid by P.O. Dept.; water, G27). laitedas. spe INeeo loth, hI ORR . ek RR Ze 
St. Joseph de Beauce, Post Office: —light, $41.65; rent, $600, less $300 paid by 
P:0, Dept.; sundries, B50 6 in POR ee ST ai eal i. eae 
St. Lambert, "Post Office: —Caretaker, V. Beauchemin, $960 (quarters $300 not 
included); heat, $364.22; light, $85. 11; repairs, $259. 01; sundries, $207.47. 
Ste. Marie de Beauce, Post Office: —Caretaker, Lock! Tanguay, part time, $300 
oe $300 not included) ; heat, $177.95; light, $76.16; water, $60; sundries, 


© © 2 S)e BP he Be (© 0: ©), 1 6) OL el One 0) oe ye: \e) oY'e) B) eo ‘0 (ene 6) :s):0 6a ele ele) eiele ene: 6 ’e) bo) eo ‘a's la 's © © 616,01 466 o,6. © 
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Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
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Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
QUEBEC—Con. — QUEBEC—Suite 


Ste. Rose, Post Office:—Caretaker, N. Ethier, part time, $300 (quarters $300 not 

included) ; heat, $266.40; light, $48.08; water, $507) ‘sundriés:|, $97L) 6 20. dat 761 48 
Ste. Thérése, Post Office: —Caretaker, Ef. Beaucage, $1, 080 (quarters $300 not in- 

cluded); care of clock, $50; heat, $468.89; light, $242.23; water, $66.50; sun- 


GRCR, | S20 aoe oa Sees OR SORRELL OO A RING » vse SUS eg OAPI EN Gergen L 2,201 45 
St. Tite, Post Office:—Light, $48.36; rent, $480, less $175 paid by P.O. Dept.; 

TEPAITS, . S2uawls Pwater) S87. 65507 eund ries, 6 S84. 552100) e0 LO, Tl as, 749 47 
St. incent de Paul, Post Office: —Rent, $360, less $100 paid by P.O. Dept 260 00 


Shawinigan Falls, Post Office: —Caretaker, A. D. Carufel, Apr. 1-June 9, rT 83 
(quarters $25 not included), (retired), A. Philibert, June-Mar., $757.50, 
(quarters, $242.50 not included); heat, $686.83; light, $170.80; repairs, $249.41; 


water, S45276cleundries ss S2501 Sat) . Ne ede BO ATURE. SOMA, hdl’ 2,438 31 
Shawville, Post Office:—Caretaker, W. Elliott, $1,080 (quarters $300 not in- 

cluded); heat, $393.57; light, $90. 98; water, $45: BUNGYIEs hr PAO cos silo Sin) ore isiare 1,629 85 
Sherbrooke, C.P.R. Station Mailroom: ’ Furniture, $80; rent, BOO Mae ce ene neg 176 00 
ae National Revenue Office, Skinner Building: —Rent, $720; sundries, 

Ry () ete Pe we renee (etcetera umm ieas Mua al Sei oweLabe ted Venshuriugtara cis vcvel ach eMey Uv evieyat/ultual and 721 50 
Sherbrooke, Pensions and National Health Office:—Rent, $336; light, $7.78...... 343 78 


Sherbrooke, Post Office:—Caretaker, J. Mcl. Brownlow, $1,080; care of clock, 
$50; charservice, $420; furniture, $469. 65; heat, $740.30; light, $959.87; repairs, 


$518. 24; water, $81. 83; sundries, $207, aT, Teme edd. cae ac RPE, (ARADO Reo As RCA,” ® 4,527 01 
Sherbrooke, Post Office Inspector’s Office: —Rent, $406.66; sundries, $229.36.... 636 02 
Sherbrooke, Soldier Settlement Office:—Rent, $776. 66; sundries, S24h 402. Katt 1,018 06 
Sherbrooke, Weights and Measures Office: —Rent, $600; sundries, $4 oe cee ee lous 604 00 
Sherbrooke, Buildings’ Generally:—+Sundriest 3. SOV be. cede bs ate OU OAL 4 51 


Sorel, Post Office:—Caretaker, J. Mongeau, $1,020 (quarters $300 not included) ; 
care of clock, $49.84; furniture, $690.05; heat, $975.60; light, $251.25; repairs, 


3526.36 ; water, $250; BUNALLCRy. 5, Bd 204 ys: .» feb ovor ster orstete tee babebleva: « A-MEAS, aE) tite vaste Stare 3,883 94 
Stanstead Plain, Post Office: — Heat, $211.63; light, $83.97; rent, $317.50, less 

$175 paid by P.O, Depe i eShO. OT. SO, LR ME | TA ha GA alee 433 10 
Terrebonne, Post Office:—Caretaker, A. Mi ett at art time, $300 (quarters $300 

not included) ; light, $83.81; sundries, SLOWEY LA Be. oe eS ee Senate Aen & 575 22 
Thetford Mines, Post Office: “_Caretaker, J. Baeewie part time, $300 (quarters 

$300 not included) ; heat, $437.38; light, $130.46; sundries, $266 OFT CSO Uae 1,133 89 
Trois Pistoles, Post Office: — Rent, $755. 69; repairs, $90.25 SPATE ee CRE Cake Se 775 94 


Trois Riviéres, Public Building: — Caretaker, F. Lavoie, $960 SRE are $300 not 

included); cleaner, M. Pellerin, $990; fireman- labourer, EH. Nadon, $1,260; char- 

service, $1,248; caretaker’s supplies, $359.32; heat, $9, 235.44; light and power, 

$1,031. 09; repairs, $307.41; telephone, $141. 60; water, $1, 900 2S 218. Re SEN. Me 10,4382 86 
Valleyfield, Post Office: —Caretaker, C. E. French, $960 (quarters $300 not in- 

cluded); care of clock, $50; caretaker’s supplies, $148.95; heat, $681.29; light, 

$167.90; repairs, $294.39; water, $150...... a Oe es ate Le Re UE PRAT io 2,452 53 
Victoriaville, Post Office: + Caretaker, J. Compagne, July-Mar., $675 (quarters 

$225 not included), L. A. Tourigny, p art time, Apr. 1-Sept. 25, $145.83 (retired) ; 


heat, $215.94; light, $219.99; rent, $202. 30; water, $125; sundries, S2SSi9Y sjiaile 1,872 97 
Ville Marie, Post Office: —Caretaker, Z. Loiselle, part time, May-Mar., ah 

(quarters $275 not included); heat, $356.35; light, $141.96; sundries, $123, 87. 897 18 
Warwick, Post Office:—Rent, $360, less $175 ‘paid by P.O. Dept SY, ALE 185 00 
Waterloo, Post Office: —Caretaker, J. C. Marcotte, part time, $300; (quarters 

$300 not included); care of clock, $50; heat, $189. 60; light, $135. 03; sundries, 

BYTE ee OO Ee Pee AE Ein 5 CEM RI, PARLE, DLE A Oy EOS «ERE 796 41 
Weedon, Post Office:—Light, $28.16; rent, $600, less $100 paid by P.O. Dept.; 

stmeries, SHEE es APF Es As SINR deo SARS ER Re OLN ME une sere te wee aes 582 16 
Windsor, Post Office:—Rent, $1,500, less $200 paid by P.O. Dept.; sundries, 

SPS AR oe PPI + PUMA ee es bo VEN an oor At 3 oo SARIN) BR a2 ERAT 1,318 90 


National Defence Department, Rents, etc.:— 
Rent: Granby, $750; Hull, $1,800; Lachute, $300; Loretteville, $360; Lennox- 
ville Bishop’s College, $312. 50; Montreal, Cyclist Corps, $1,380; First Canadian 
Motor Machine Gun Brigade, $2,500; Fourth Divisional Training Depot, 
$1,620; Victoria Rifles, $7,080; Laval University, $160; Loyola College, 
$1,238; McGill University, $580; R.C.N.V.R., $2,740; University of Montreal, 
$1,250; Westmount, $1,825; Quebec, Chief Inspector ‘of Artillery sie $780; 
R.ONVR., $1,020; St. Lambert, $1,265; Thetford Mines, $2,000.......... 28,960 50 
Weteics: Quebec Bi NVR tetvieles VRE, oh AOA ATS REO 248 52 
PAY ORG BE TOOUT ICG 0. 5.5 cians aw oie contre mis Wis, enale. 5! aie MMR ed Rigtgca aieiualelleiaca) aia +> 4 42 


29,218 44 
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Dominion Public Buildings—Con. — Edifices publics du Dominion-—Suite 


QUEBEC—Cone. — QUEBEC—Fin 


tolls, $334.33; repairs, $303.48 ..... Wid ded ah OSG lard e 6G Meow R beret @ipe.| gels 


ONTARIO 


Ottawa Public Buildings, rents, 12 m. to March 31, 1932, unless otherwise stated 
($787,804.21) :— 


Arcade Building, ., Metropolitan, Stonesy | Tad yg. LAG Dodds cine Rrovrecd co LO kBs cata re 
aerdigorium, The Auditorium Utd., 12m, to). Mar. 83, 1hOs2advnciue cou Foe. odes 
Bate Building, H. N. Bate & Sons, Ltd., 12 m. to Mar. 24, 1932.............. 
Birks Building, $1,039.80; 3 m. to June 30, 1931, $1,722.07; 12 m. to Mar. 21, 

POS Ss Gol eee cin OLE Ce Becket Ee. Beals dW cies he Bentse! ooh 
Blackburn Building, R. L. & R. Blackburn, 12 m. to Dec. 31, 1931, $64,622.92, 

3. .m. ‘to Whar.) 8h,) 1082, on) accomaty: BIBOEO2 sna uuabh ode » cmdladoee hw angie 
Blyth ' Building. kstate jaf 4). TL (BIVEDA ae . tava. ck OORe. a eutecad. oBR.Uke . shee 
Peet Building, "hooeth . and ) Holbrook ...[o... as... dee OS Le. ablebake FORO? . .cahe 
Bryson Building, Bryson Realty Ltd., $2,609.51, 12 m. to Mar. 12, 1932, $7,828.50. 
Castle Building, Estate of H. Brouse, 12 m. to Mar. 15, 1932...........c0.0-005 
Harlscourt ‘Building, ; Harlscourt, Realty (Cot Hitdioth of. casdedaie)..sos8ho iad 
Elgin Building Annex and Cottage, $35,004; City of Ottawa, taxes, $16,137.72.. 
Free Press Building, Realty Co. of Ottawa Ltd., 12 m. to April 5, 1932........ 
Haleyon Club, contribution towards rental of club rooms...............000c05. 
Jmperial Garage, TD. MeKarlanenorg. wicediod, OPiIMeory . titi. eae) ead. 
Imperial Realty, Canadian and Woods Buildings, Imperial Realty Co., $104,544.96; 

City) of, Obfamalitakes S20 8255 liiwadelosiend. COO coma llolh Ml 


April 9 to Sept. 24, 1931, $3,212.25; 5 m. to Mar. 25, 1932, $4,485.70........ 
Jarman, Building,), Pi havin ed timradencdoreie amccatio vied eo MR: LO DOOR nahn ies 
Labelle and): Garage Bujlding,: Pi Liabelleswswsireosd sob ctayliaale mole wh ached coos . 
Lamb Building, J. B. & W. A. Lamb, $2,660; City of Ottawa, taxes, $1,003.21... 
leheevin' Block, . sestiientgiysitonOcts I 1Oabw 08 S082 doo OR LOR) jell. £0 
Liarocque Buyilding;, Provincial .Bank of. Catiadan}. iN vccsdu dave dees d40U2. ceankl . 
Lowe-Martin Building, Lowe-Martin Co. Ltd., 12 m. to Mar. 10, 1932.......... 
Mackenzie: Building, «J A. MicKenpiest...(yines kt ber ame. 64aSe . SAAS olcnaileeca 
McDougal Building, Builders Sales Ltd., $2,390; 12 m. to Mar. 21, 1932, $7,233.45. 
Motor Building, R. L. . Blackburn, $17,763.75; Dec., 1931, $400............ 
Nertite. Building, Nonite, Realty, Ca. tdausn, . i) git. cece hewn ome. cua: lee 
Q0.A.A. Association (Bailding, 12 m3740 »Apriddb, 1932. car amar dctcdesniomelees .& 
Old, Bank of Commerce Building, 3 m. to July 23, 1981...........-ceeceeecceds 
Old Castle Building, Ottawa Investment Co. Ltd. 6 m. to July 31, 1931, $500; 

ier, of Ottawa, taxes, ( SLUOGIG Uy . at doeis ciqat | SHUN. tae Oe gaat Meo 
Old Dominion Loose Leaf Building, Norlite Realty Co. Ltd., 12 m. to Mar. 18, 

LOS 2. wt. .- chebmpitpraic Be + BBE Mle) sts | oa tueriate:: s Oi s hietenaBiicnn TREC O Ra citer; Kaen ead 


Peerless Box, Jbiniding., Wei. Med ulittecs . . W542. 46 os RAR « entawaacpiod da (Lely 
Plaza Building, R. L. Blackburn, $4,812.48; 12 m. to Mar. 21, $7,600............ 
Regal, Building, Dr, J. EH. Hanna; 12 m, fo Mar, 12, 1082.0.s..06..000eke.. 65 


1,268 


5,178 
922,906 


11,000 
2,200 
17,000 


52 


48 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
se  —————EEEEeeeEee——————EEEEE———— 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ONTARIO — Oon—Swuite 
Ottawa Public Buildings, rents, 12 m. to March 31, 1932—Cone. 


Robinson Building, Estate H. Robinson, 4 m. to July 18, 1931, $5,424.57; 8 m. 
to Mar. 18, 1932, $3,579.83; 12 m. to Mar. 18, 1982, $1,645.35; 12 m. to Mar. 


DGS 9S EAC oOt, LORY ED ely ses e207 82 5 od das Aa og eke UTR - 15,015 51 
Royal Bank ‘Chambérs; Royal ‘Bank df Cankda sh). 0d i ode 15,050 25 
Sovercign Building: Sovereign: Realty Co,-Ltds .2 ey ces clo reeled ec le LD 15,000 00 
Steel” Buildinereidea Gea ies THE! ), WAAR Hered Ue eon gh be so) gre 10,598 25 
Stephen Building, ‘Sovereign’ Realty Col Tia . 2 lee ls Oe oe 7,500 00 
Trafalgar Building, Estate J. rennan...... PT. de LAE Rey RE. AAAS 16,880 60 
Transportation Building, C. J. Booth, April, 1931....:....................... 4,528 90 
Union Station Building, Ottawa Terminal Railway Co. ...................... 22,849 00 
Vimy Building ‘and Annex, Vimy Realty ‘Co; Ltd. oo. 02620000 16,000 00 
Building, corner of Metcalfe and Slater Sts., Ottawa Building Co. Ltd. ...... 5,858 40 
NGV4d22, Wellington St5 "A. ©. Kaine” April; -203L oo eA Seria | f 176 05 
Clock, Linermervice, Bei Telephone Go. to Oe Mess. Beak: Anim lines teonite, 3 665 28 

787,804 21 
Acton, Public Building:—Caretaker, J. Anderson, $900, care of clock, $50 (quarters 
$300, not included) ; heat, $446.98; light, $103.63; water, $21.66; sundries, $40.45. 1,062.72 
Alexandria, Post Office:—Caretaker, D. A. McLeod, $960 (quarters $300, not 
included); heat, $195; light, $59.34; water, $75; sundries, $67.93.............. 1,357 27 


POLO; CAML et RAO Dla Gd) SE ark MBG ool bios ARTS « eres SE cca OLY. ites 2,137 19 


labourer, $288; heat, $321.25; light, $135.24: repairs, etc., $1,361.20; water, $60.. 2,873 59 


CR BO eh Pus es ERS cs dB BOSS i naig his SOR OIE. datl on Be GA 2,470 64 
Athens, Public Building:—Caretaker, A. W. Johnston (quarters $300, in lieu of 
salary); care of clock, $50; heat, $116.08: light, $143.62; sundries, $84.83....... 394 53 


ORNS PEF Ue. US OCA Rare ital Ee HOLS. dediael dA) Shes 1,478 67 
Aylmer, Public Building:—Caretaker, J. H. Tuff, $1,020 (quarters $300, ‘not 

included) ; care of clock, $50; heat, $416; light, $136.78; water, $61.36; sundries, 

DOE) 2 PEAR Cen eS EMEC KS CRA EE es tye N) ON EHEER CRC e We Laie By y puree he |, 1,853 74 
Barrie, Public Building:—Caretaker, A. E. Thorgood, April 1-10, $35 (retired), 

G. T. Seadon, May 17-Mar. 31, $786.29 (quarters $262.10, not included), care 

of clock, $50; labourer, $115; heat, $413.06; light, $137.78; repairs, $6,633.15; 

Walter.) S25 Mir NOTIONS SEOe. LOCO). CAR Ue Ne. De ON Uae ted) Gk aay 8,459 73 
Belleville, Food Inspector’s Office:—Rent.............-00. Be ttre Knee ere Renae tS S 300 00 
Belleville, Public Building:—Caretaker, P. E. J. Follwell, $960 (quarters $300, 

not included); char service, $360; heat, $830.96; light, $375.85; water, $107.06; 


SUAS Ree SA tenn eee BR ne ee ae ca Rh ee te ne te oe eS 3,162 50 
Belleville, Tax Office:—Light, $58.72; rent, April 1-Feb. 29, $1,949.49, Mar., $200; 

PAL DCOM eee i tet et RO LE OeaaER. oe halt aoa Cae nee oon. 2,241 21 
Belleville, Weights and Measures Office:—Rent, $590; sundries, $53.25........... 643 25 
Blind River, Post Office:—Rent, $600, less $400 paid by P.O. Department........ 200 00 


heat, $345.04; light, $86.83; water, $13.15; sundries, $45.29............00000005 1,566 44 
Brampton, Public Building:—A. H. Nixon, $1,080 (quarters $300, not included), 
care of clock, $50; heat, $476.58; light, $118.78; water, $27.77; sundries, $380.50. 2,133 63 


$748.20; repairs, ete., $1,054.58; water, $171.67. .0. 60.0 000..0 00000500 e le ae 10,201 65 
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Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
ONTARIO — Con.—Suite 


Bridgeburg, Custom House:—Caretaker, W. Hanna, $1,080 (quarters $300, not 
ineluded) ; . light, ,$90:763 #sundniesy (SiO t,. oe. =f. be «pray sa le oe ss Shine + Able RIT 
pont Post Office:—Heat, $250; light, $81.21; rent, $1,800; repairs, etc., 
WOO DLO, Mies isiodteqoneue efeiia Suctensue sitesi emis weule dishare. si exeite, al'ehshederqles suena sie) srienehenehers coke tere ene 
Brighton, Post Office:—Heat, $135; rent, $483.80, less $325 paid by P.O. Depart- 
THOENEAP SUNArIeS,, SS4.7E  g.r.s0 pugousisl cise ees o>, cobatede sate dee eteebee Mel ces werenyee staiate pha meers 
Brockville, Post Office:—Caretaker, C. F. Gray, $1,080 (quarters $300 not included), 
A. T. Miller, Nov. 28-Mar. 31, $410; char service, $400; heat, $728.98; light, 
$321.60; water, | $152.07; (sumdries, $697.03) ) «+. afaeemind ble ok > Wiyepeeeheamia ts « aiptamefabet 
Brussels, Post..Office: —-SuUmdrieg jes a darejare « Se6id oereba eet: eLheomhd &¢ Buses lehe, emarte ls bigit be speed 
Burford, Post Office:—Caretaker, D. C. Stewart, $960 (quarters $300 not in- 
cluded); care of clock, $50; heat, $256.22; light, $70.42; sundries, $134.14.... 
Burlington, Brant Hospital:_-Watchman, J. Adamson, $1,020, H. Hanna, $1,020; 
waser, $1502 ‘sundries; ‘S19627 5.7.5.0 o's > Peale « Dieptich! = supheits sfle sik ay oat oleh tee 


Capreol, Post Office:—Rent, $960, less $250 paid by P.O. Department; sundries, 


Sd A) seM es 1030 ese eye torch ele UG SoneRENE Weigh atte oe) ge ImCEMN Te aVet tn hw RiceR eG a BAL Reta ere STeRe eae Pa eo eran Natta Re tear 
Cardinal, Post Office:—Caretaker, G. McIlveen, Dec. 1-Mar. 31, $20 (quarters 
$300 not included}; heat, $210.50; repairs, $1,055.29; sundries, $210.83.......... 


Carleton Place, Public Building:—Caretaker, W. J. McGihon, $960 (quarters 
$300 not included); care of clock, $50; furniture, $442.65; heat, $411.25; light, 


$230.0. 1lc repairs, $1,506, 18sreund ries! STOO. 3200, ar 7k Maa ae aerate Ra atte ale eer gts 
Cayuga, Post Office:—-Caretaker, H. A. Colter, $300 (quarters $300 not included) ; 
heat, $102.87; Shicht,\S165,22 SStndries, 4507 20%. tee. Pom the See's glans gett ee 
Chapleau, Post Office:—Rent, $540, less $450 paid by P.O. Department...... 


Chatham, Public Building:—Caretaker, D. Martin, $1,080 (quarters $300 not 
included); char service, $336; labourer, $307.96; heat, $311.97; light, $222.11; 
sundeies, | SISTER TA he eA TUT ORNL HATE chats Se SCUMNUEN a alight 

Chesley, Public Building:—Caretaker, E. E. Maher, April 1-Aug. 7, $322.58, C. G. 
Phillips, June 17-Mar. 31, $751.49 (quarters $195.16 not included); care of clock, 
$50; heat, $369.75; light; $110.32; .gumdries,;.$228.51 00 .ccnunvsvreneneeeenener dre 

Clinton, Post Office:—Caretaker, E. R. Walton, $1,080 (quarters $300 not in- 
cluded); care of clock, $50; heat, $307.08; light, $155.08; sundries, $176.57.... 


Cobalt, Post) Office?.—Renty s$2. 1007 Light sseaa. i. a Sea IAS 
Cobourg, Public Building:—Caretaker, J. Scarfe, $1,080 (quarters $300 not in- 
chided); heat,,. $274.46... light, ..$133.29,;, sundries, $165.90. 2... ... sep eeerene rece 


Collingwood, Public Building:—Caretaker, D. Howman, $900 (quarters $300 not in- 
cluded); char service, $480; heat, $685; light, $209.77; water, $100.99; sundries, 
BE OO ie i. Bik sc heath BEAD atte koa’ d pte aso ediucp alte. eit & HM Je) Ubon Mikasa my nV ey BMD s® iwhaiet ie ae mek dae eee gee . 

Copper Cliff:—Caretaker, T. Smith, Dec. 7-Mar. 31, $305.64 (quarters $75, not in- 
cluded); heat, $440.84. spmedrpes iPS e7 Ow coraky span siels oaks, shblerel- o,f) +./6us love a eclisibtels «field 

Cornwall, Post Office:—Caretaker, J. Lauzon, $1,080 (quarters $300 not included) ; 
Pile of clock, $50; heat, $535.77; light, $286.35; repairs, $780.42; sundries, 
BOO AE ea cite His es caw GENS slic TRIER ca o's IM ichareihe vel Staite JMYAUS < SUERG ou. col efapopeNelny aL st ale hged alo te tapey Seam enraue es fene 

Deseronto, Public Building:—Caretaker, M. Hart, $900 (quarters $300 not in- 
cluded); care of .clock, $50; heat, $530; light, $148.47; sundries, $81.50...... 


Dresden, Post Office:—Caretaker, 8. Markham, $960 (quarters $300 not included); . 


care of clock, $50; heat, $197.10; light, $78.78; sundries, $128.68............ 
Dundas, Post Office:—Caretaker, F. E. Martin, $960 (quarters $300 not included) ; 
care’ of. clock,” $503" heat,.$373:17; ‘light; "$121. 74+ sundries,,’$164.07 2.5.00 
Dunnyille, Armoury and Customs, Vaughan Building:—Rent, $850; sundries, $47.05. 
mre Post Office:—-Caretaker, J. J. Smith, $600; heat, $125.25; sundries, 
g 6D <a 'e «tee siete. 6 te eer ete) Noles elie’ ee) e shets’ oe 0 ¢ «<) © isle | 06,080 60 0. 0 0 «eee eehe 5 6 © 618616 6 6 6 6 « e626 
Dutton, Post Office:—Rent, $500, less $200 paid by P.O. Department............ 
Eganville, Public Building:—Caretaker, J. Sterling, $1,080 (quarters $300 not 
included); care of clock, $50; heat, $281.78; light, $158.30; sundries, $109.30.... 
Elmira, Public Building:—Caretaker, M. Mattusch, $1,080 (quarters $300 not in- 
cluded); care of clock, $50; heat, $379.61; light, $175.57; sundries, $129.86.... 
Elora, Post Office:—Caretaker, G. Duncan, $900 (quarters $300 not included); 


earé ‘of clock, \)$50; sheat):$218:173) repaive;ete! iS76204. 2 Bh. Ae heed... OR aw 


Essex, Post Office:—Caretaker, T. Crozier, $1,080 (quarters $300 not included) ; 
care of clock, $50;. heat;,.$461.97; )ssundries, “$2038.67. lai.loiwn.eawenin c (lodiulas 
Exeter, Post Office:—Caretaker, M. W. Pfaff, $600; heat, $182; repairs, $629.90; 
sundries, $66,738 ‘0a tinge a taple tit sai dns kn. eRe TL nodcadint AMEE. op 
Fergus, Post Office:—Caretaker, F. Gibson, $960 (quarters $300 not included); 
care of clock, $50; heat, $252.95; light, $62.64; sundries, $63.35..............00. 


1,245 
3,227 
328 


3,790 
70 


1,470 
2,386 
860 
1,496 
3,737 
663 
90 
2,445 


1,832 


1,768 


2,136 


1,653 


2,639 
1,061 


3,127 
1,709 
1,414 


1,668 
897 


806 
300 


1,679 
1,815 
1,930 
1,795 
1,428 
1,388 


27 


31 


75 


38 
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ONTARIO — Con—Suite 
cluded); heat, $613.97; light, $254.55; water, $56; sundries, $325.82.......... 2,195 34 


$237.50 not included); elevator operator, J. Irving, $1,200; engineer, J. Perry, 
$1,560; fireman, G. R. Rendall, $617.50; char service, $485; labourer, $250; 
heat, $801.21; electric current, $475.47; repairs, $547.77; water, $189.68; sun- 


Fort William, Pensions and National Health Department:—Rent, Nov. 1-Mar. 31. 62 50 
Fort William, Post Office:—Caretaker, J. Shea, $1,080 (quarters $300 not in- 
cluded); char service, $420; heat, $514.50; light, $229.98; repairs, $140.68; 


Gananoque, Custom House:—Heat, $179.50; repairs, $545.30; sundries, $132.10.. 856 90 

ananoque, Post Office:—Caretaker, W. H. Richardson, $1,260; care of clock, $50; 

light, $145.54; ‘repairs, $1,058.65;) sundries, )$208/81)). ossills ive doo ldwinkh viaee 2,722 50 

lencoe, Post ce:—Caretaker, J. Tait, $966 (quarters $300 not included); care 

of clock, $50; heat, $158.25; light, $131.65; eundties,.$185.98i. oh vadiradt s lets & 1,435 83 
Goderich, Public Building:—Caretaker, W. Grindrod, $960 (quarters $300 not in- 

cluded); heat, $380.84: sundries, $438.37............ Be aah ener iy Ey aac CMM aed ic bar eint acs RE 1,779 21 
Gore Bay, Post Office:—Caretaker, Mrs. W. Jennings, $304.43 (quarters $237.50 

not included); heat, $246.48; light, $165.20; sundries, $124.35...........000.- 840 46 

ravenhurst, Public Building:—Caretaker, W. R. Emmett, $600; heat, $184; 

POAT OL oC Oe eee tel hee cn ca ae CR Oa gk aS 923 73 
Grimsby, Post Office:—Caretaker, G. F. Warner, $960 (quarters $300 not in- 

cluded); care of clock, $50; heat, $320.85; sundries, $233.68........... 00005 1,564 53 
Guelph? Pxamigumy, Wiaren@ises Renter te J eie. sea pore Ye iil ey 900 00 
Gein pOntario Acriculthre College:=—Rent, folie. checces ce seen eg tl ea ey 80 00 


BEMUPICS, © Dak edi c(i <mm-hegurees), | HURT TR. cialatenl els alEse ootmedcl'a etal Bs lauke bie week? Woot Ay 3,178 27 
Hamilton, Bruce Building, Weights and Measures:—Rent, $600; sundries, $150.54. 50 54 
Hamilton, Commercial Building:—Furniture, $348.70; rent, $500; repairs, $546.06. 1,394 76 
Hamilton, Picott Building:-—light, $10.95;rent, $600. ..5. 57 ee ee 610 95 


Abe ts Leavitt, $12,000: teundries,) S243:70 .e a tiie. achat sea ER og Mluecd. Wee « whee 17,447 14 


repairs, $3,964.10; supplies, $344.83; water, $434.26; sundries, $81.13........ 17,046 61 
Hamilton, Postal Station “ A ”:—Furniture, $225.50; rent, $150; sundries, $79.52. 455 02 
Hamilton, Postal Station “B”:—Caretaker, T. C. Butler, $1,260; heat, $232.54; 

SUndeies, SIOMIAI Oe Bas settee ORL PGR me OR, Fe NA, Salis ibe. aug 1,752 78 


Hamilton, Postal Station “C”:—Cleaners, J. McCamus, $1,200, R. H. Chubb, 
$412.50, H. H. Stevenson, $1,200; elevator operator, H. R. Denike, $473.23; fire- 
men, J. Morris, $95, H. Sugden, $617.50; firemen-labourers, W. Harley, $1,092.50, 
J. Wilson, $1,320; labourer, $1,087.50; furniture, $528.85; heat, $3,259.26; light 
and power, $1,340.91; rent, W. S. Duffield, $20,000; repairs, $448.19; sundries, 


PS 2. LES Th SMa ee om te Bin st SS as Pee wate STG OURS CM ee LE i Se heed 33,078 69 
Hamilton, Lennox Building:—Furniture, $135.35; rent, $9,900...............00- 10,035 35 
Hamilton, Strathmore Building:—Rent, $1,653.33; sundries, $104.37............ 1,757 70 
Hamilton, Generally:—Electric lamps .............e0ceceee WE htt E aes Qaciehi dh oak 329 64 
Hanover, Public Building:—Caretaker, G. H. Zinn, $1,080 (quarters $300 not 

included) ; care of clock, $50; heat, $290.92; light, $121.50; sundries, $147.45..... 1,689 87 
Harriston, Post ce:—Caretaker, J. Grisch, $480; care of clock, $50; heat, 

$680.41; light, $144.91; repairs, $203.16; sundries, $163.80............. 000... een b.72223 


Harrow, Experimental Farm:—Electric current, $562.04; heat, $859.70.......... 1,421 74 
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Hawkesbury, Post Office:—-Caretaker, N. Dupuis, $1,080 (quarters $300 not in- 
cluded); heat, $405.12; ight, $149. 39; repairs, $1,108.36; sundries, $181.67.... 
Hespeler, Post Office: —Caretak er, W. Dunn, as (quarters $300 not included) ; 
heat, $244.61; repairs, $652.75; sundries, $177. BY FOGG. ot) 5 APE OEES ORO 
Huntsville, Post Office:—Rent, 13 m. to Mar. a nee 24600; light, S46.12.00 a. : 
Ingersoll, Public Building: — Caretaker, Re Bie Day, $960 (quarters $300 not in- 
cluded); care of clock, $50; heat, $572.40; repairs, $3,310.71; sundries, $470.88. 


Kapuskasing, Experimental Farm: “Heat, ‘$2, 445.03; light, $930. Loic Pes 2 SHRM 
Keewatin, Post Office:—Caretaker, T. 8. Scott, $175 (quarters $175 not included) ; 
heat, $4.52 9S: Gand Piss, GIST OOS. OPIS. BAO. edn  ADERIO Ue ae. Ae 88 


Kemptville, Public Building:—Caretaker, T. Pearson (quarters $300 in lieu of 
salary); care of clock, $50; heat, $244.09; light, $158.33; repairs, $2,398.95; 
sthdries, SLOLSS wysaick oie RON Oh ish where RUE 21k no WR Weasley SRR BeeD) Glas 

Kenora, Public Building:—Caretaker, J. Lang, April 1-Nov. 1, $733.83 (retired) ; 
I. J. Edmonston, July 19-Mar. 31, $633.06 (quarters $208. 87 not included) ; 

care of clock, $37.50; heat, $401. 66: repairs, $2,364.41; sundries, $450.02. 

Kincardine, Post Office: -—Caretaker, J. G. Morrison, $249. 96 (quarters $300 not 


included) ; Heat, $357.73; end ries). B20 71880 TORI) i Pn ee ee ot, DBO 
Kingston, Custom House: ~_Caretaker, T. Frizell, $1,380; furniture, $226.50; heat, 
$342; light, $53.83; repairs, $2, 326. 27; water, $60.13; sundries, $112.......... 


Kingston, Inland Revenue Building: —Caretaker, J. Penfold, $1, 080 (quarters 
$300 not included); heat, $592.25; light, $87. 35; rent, $2, 788: repairs, $656.31; 
water, $84.99; sundries, $45.25 aR her antte tetera alsa VERS 6 AGUS ER,, ae Vie. aden 

Kingston, Public Building: ie Caretaker J. Kehoe, $1,080 (quarters $300 not in- 
cluded); char service, $360; furniture, $386.41; light, $347.83; heat, $732.33; 
repairs, $4,046.29; water, $211.66; sundries, $233.55 BRUTE ore, SN EOS. . 

Kingston, Labour Department: RAL bealece hayden hc teihiers ha ooo Dane aati EE 

Kingston, Queén’s University*“Rent o200 Se a i eee a a 8 

Kingston, Generally: Sundries (0, 0e 9) RUSE, ne ROE Re a TE 

Kirkland Lake, Post Office:—Light, $123. 61; rent, $2,426 less $1,300 paid by P.O. 
Department. 06 bees dees Fe 4. Oe SCP eB ESOS, Se BE 

Kitchener, C:NR: Matlrootis~Rent 06 ert Fe oe Be le De ee RR IN. A 

Kitchener, Labour Department:—Rent, $444.33; sundries, $164.33.............. 

Kitchener, Public Building: —Caretaker, J. Carse, $1,080 fees $300 not in- 
cluded) ; cleaner, W. Smith, $1,140; care of clock, $50; char service, $499.92; 
for ee prea $457.51; heat, $583.90; repairs, $834, 76; water, $96. 42; sun- 
PYCR, [SS23.96 8s oe.0 hg a FONE gy cee CW RL ge Ve eile erie enone ert a Sanna NOE 

Kitchener, Marine Department, Radio. Car Garage:—Rent.................... 

Kitchener, Marine Department, Radio Branch:—Rent, $300; sundries, $47.19. 

Lakefield, Post Office:—Caretaker, T. Watson, $900 (quarters $300 not included) ; 
care of clock, $50; heat, $306. 20; light, $91. 63; sundfies, $82.94... 0ceuu cess 

Lansdowne, Post Office: —Rent, June 1-Feb. 29, $360 ‘less $125 paid by P.O. Depart- 
ment: repalra BO SF, GNA, A TOME «hele ew 2D 2 whee wo PONG gies We ct Ue GL Bg ah 

Leamington, Public Building:—Caretaker, J. W. Ross (retired), April 1-Aug. 7, 
$398.87, 8. B. Gordon, May 1-Mar. 31, $887. - (quarters $212.90 not included): 
heat, 054.903 light, $82.94; sundries, P2864 Eee PUES sae eed 

Lindsay, Publie Building: —Caretaker, W. Hesley, $1,080 (quarters $300 not in- 
cluded); care of clock, $50; labourer, $277.58; heat, $896.15; light, $161.71; re- 
pairs, $1,592.43; sundries, $100. Bhs. ter. SOA CSS. aweUeseieits ae. REIS. Dele 

Listowel, Post Office:—Caretaker, C. G. Button, $1,080 (quarters $300 not in- 
clud ed); care of clock, $50; heat, th slr light, $324.18; repairs, etc., $213.32; 
water, SLOZMBUGS. 8S. GA od Os SOLER IING oa AOU GEO i 5 te og EIS OL, ae 

London, (C.N Rit Matitodm := Reng 03 20). SOURS OLED GINGA RL ORR IC ONG Od. 

London, Customs Building: nUiathtgiter; D. Hare, $1,080 (quarters $300 not in- 
cluded) ; eare of clock, $50; cleaner, a O. Clarke, $1,080; char service, $529.50; 
furniture, $149.82; heat, $1,549.84; light, $245.51; repairs, $535.69; supplies, 
$315.39 ; telephone, $210; water, $77.16 2 phisttils 193 2a tices eel, a OER cee 

London, Chapter House: —Caretaker, E. Green, $1,260; heat, $215.96; light, $100.51; 
rent, '$3,900; .sundries;! PlSS.B) noovyosias LOO! Asan athe... esaaniher 

London, Wyatt Building:—Rent, $430; sundries, $10.48.........0......0. 2.0 e ues 

London, Public Building: —Caretaker, H. Clements, $1,080 (onmetters $300 not in- 
cluded) ; cleaner, B. Devlin, $1, 140; char service, $1,296; labourer, $198.86; 
furniture, $568.67; heat, $6, 676. 24's light, $782.63; repairs, $3,936.44; supplies, 
$575.46; ‘water, $327.24 ane ona ata Oee ee fiiuriae is BIoBOlE Awe cee eR Db 

London, Marine Department, Radio Car Garage: pete wh iG Wlons fore . laiceacts 
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Londen, ‘Gcnesallp:—mleeinie: laitnse .\2olitisd «MO. ee midiavin dew: cahoots 
L’Orignal, Post Office:—Rent, $420, less $75 paid by P.O. Department........... 
Markham, Post Office:—Carectaker, T. L. Willis. $300; heat, $135: sundries, $67.22. 
Marmora, Post Office:—Rent. $420 less $175 paid by P.O. Department............ 
Maxville, Post Office:—Heat, $360; rent, $445.27 less $175 paid by P.O. Depart- 
PELE TV ISUBCGIES A kas TUOEA. uals SOS R. see: «98 UUnahattest a Wie. OO ibe] ¢ 
Merrickville; Post Office:—Rent, $570 less $250 paid by P.O. Department...... 
Midland, Post Office:—Caretaker, J. Coates, $1,080 (quarters $300 not included) ; 
care of clock, $50; heat, $432; light, $159.30; sundries, $310.55.............. 
Mildmay, Post Office:—Caretaker, W. A. Kremar, $60; heat, $87; repairs, $88.40; 
BUNCH OS Ot Gowan oe | GARkG BOTS VARGa dia USE RRNA) Voc teen cP Ve. 3) ahh piensa hel Moe el 
Milton, Post Office:—Caretaker, W. T. Randell, $960 (quarters $300 not included) ; 
care of clock, $50; heat, $326.02; light. $176.16: sundries, $174.48.............. 
Milverton, Post Office:—Caretaker, J. Yundt, $960 (quarters $300 not included) ; 
care of clock, $50; heat, $403.50; light, $77,17; sundries, $233,15...........- 
Mitchell, Post Office:—Caretaker, A. H. Gibbs. $960 (quarters $300 not included) ; 
care of clock, $50; heat, $285.85; light, $61.88; sundries, $149.33............4. 
Morrisburg, Examining. Warehouse:—Rent, y. to April 30, 1932.............00% 
Morrisburg. Post Office: —Furniture, $1,138.72; rent, $150 less $58.40 paid by P.O. 
Denar hin cGis SUNG LIPS, 20%" watindens, SARE +, arma edel Wind Ae . a AAEM Win hess, ead 
Mount Forest, Post Office:—Caretaker, M. Smith (quarters $300 in lieu of salary) ; 
eare of clock, $50; heat, $335.54; light, $118.58; sundries, $46.61.............. 
Napanee, Post Office:—Caretaker, J. G. Pollard, $1,080 (quarters $300 not in- 
cluded); care of clock, $50; heat, $318.40; light, $352.09; repairs, $915.31; sun- 
ede Ll Ou Wek see eet” fu eileen tgs cea CUNY © cbs ate ge Nel Teapine: peaintthdite gb! cect Aint aie de ae eh? 
New Hamburg, Post Office:--Heat, $89.20; light, $31.79; rent, $400 less $275 
Dale ia MC AP UCM LS oT Sore tee i ee ee ae aaa et a ue so ante rus as 
New Liskeard, Post Office:—-Heat, $478.98; labourer, $254.84; sundries, $26.15.. 
Newmarket, Post Office:—Caretaker, H. McCordick, $960 (quarters $300 not in- 
cluded); care of clock, $50; heat, $224; light, $90.57; sundries, $192.01...... 
New Toronto, Post Office:—Light, $55.56; rent. $1.500: sundries, $152.51...... 
Niagara Falls, Customs Building:—Caretaker, E. J. Spratling, $900 (quarters 
COT included); heat, $356.75; light, $137.93; repairs, $1,053.49; sundries, 
Niagara Falls, Post Office:—Caretaker, A. Knight, June 1-Mar. 31, $762.33 
(quarters $221.61 not included); cleaner, C. Knight, $150; charservice, $598; 
sepag te $332.17; heat, $776.37; light, $408.63; repairs, etc., $493.15; water, 
Nortirbay, “Hydrographic (Survey i=~ Rent. oo. ce tertrgieoueeecee we ees ee Le | 
North Bay, National: Revenne! Department:+-Rent.)..0).0) 006. ele 
North Bay, Post Office:—Caretaker, L. A. Gauthier, April 1-May 14, $166.93 (re- 
tired); N. Prior, July 1-Mar. 31, $900; charservice, $120; labourer, $285.90; 
furniture, $188.91; heat, $165.98; light, $477.82; rent, $1,057.53; sundries, $166.40. 
Norwich, Public Building:—Caretaker, W. E. Cole, $915 (quarters $300 not in- 
cluded); care of clock, $50; heat, $344.86; light, $144.78; repairs, $177.89; 
UO. SA) SOM kita ti SRN od 6 Ain Oe Oe de tre 25 BW hls Chatktladss Alioth GO See de Oe Ua 
Orangeville, Post Office:—-Caretaker, R. J. McConnell, $1,380; heat, $267.40; light, 
$65.88; repairs,sob b2a-08h: sundries SIMG25 OOM aed wat ee hoor Oe Oe, 
Orillia, Public Building:—Caretaker, J. Riddell, $945 (quarters $300 not in- 
cluded); care of clock, $50; heat, $494.85; light, $131.83; sundries, $230.83.... 
Oshawa, Public Building:—Caretaker, W. Cooper, $960 (quarters $300 not in- 
cluded); care of clock, $50; fireman, J. Jeffrey, $763.55; charservice, $204; 
heat, $554.45; light, $333.87; repairs, $488.96; water, $105.24; sundries, $83.21.. 
Owen Sound, Post Office:—Caretaker, N. Wright, $1,080 (quarters $300 not in- 
cluded); heat, $825.66; light, $212.91; repairs, $188.06; sundries, $302.02........ 
Palmerston, Post Office:—Caretaker, Mrs. M. R. Rymal, $900 (quarters $300 not 
included); care of clock, $50; heat, $496.99; light, $114.37; sundries, $138.72.. 
Paris, Post Office:—Caretaker, E. Hodder, $930 (quarters $300 not included) ; 
Sear of clock, $50; heat, $885.21; light, $124.07; repairs, $709.18; sundries, 
Wes aya: Ha asi y cee oS eee eo bs umber ees tia ss SL BO eee RS cl bib ah oe tet a 
Parkhillk, Post Office:—Caretaker, G. Tudor, $324.96; heat, $454.42; light, $96.90; 
SUMGTICS, SOMO peu Maa amaa.) tee roe CMeeewey, AD Oke orate a ore) MILER) ESS OI 
Pembroke, Public Building:—-Caretaker, H. J. Church, $1,080 (quarters $300 not 
included); care of clock, $50; charservice, $90; furniture, $597.19; heat, $540.52; 
light, $497.969° repaine $193-2392 ‘gundries) “SIO4.2000). 1000048 2 DSP ee ok 
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Peterborough, Custom House:—Caretaker, J. M. Luther, $1,020 (quarters $300, 


not included); heat, $374; light, $62.27; repairs, $226.55; water, $66.42; sun- 
Gries, (S101 48 0.008 He CRU LORI DS ABE, 2a hd LL ke cee 


ere ere eee ee ee eee 


oe eee ee ee eee 


Ridgetown, Post Office:—Rent, $675. less $450 paid by P.O. Department.......... 
Rockland, Post Office:—Caretaker, L. Regnier, $300 (quarters $300, not included) ; 
heat, $324.24; light, $90.48; repairs, $83.17; sundries, $174.14.............000-. 


St. Catharines, Plant Pathological Laboratory:—Heating...........c0eceveveeees 
St. Mary’s Post Office:—Caretaker, S. Sandercock, $960 (quarters $300, not in- 

cluded); heat, $427.82; light, $207.58; repairs, $364.77; sundries, $99.30........ 
St. Thomas, Post Office:—G. Luton, April 1-May 24, $179.03 (retired); R ‘ 


25 
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Sault Ste. Marie, Post Office:—Caretaker, J. Cormier, April 1-Sept. 30, $640 

(retired), R. McClelland, July 20-Mar. 81, $629.03 (quarters $209.68, not in- 

cluded) ; cleaner, J. Cormier, Jr., $900; care of clock, $43.33; char service, $155.80; 

labourer, $253.22; electric current, $678.33; heat, $1,230; repairs, etc., $614.41; 

P Wael, SOZ, PAU, «Hee Lie at iiatn sol ae Ue | Siete I BOO RE OMO TT Tutte Ag 5, 20622 
Seaforth, Post Office:—Caretaker, T. A. Beattie, $960 (quarters $300, not in- 

cluded); care of clock, $50; heat, $217.29; light, $70.70; repairs, $379; sundries, 


DOULA ats Kips RRA. aeRO. RIN) SOV IONG EL, ALE SOU EEL ad! raped Ui 1,759 00 
Shelburne, Public Building:-—Caretaker, J. C. Stoddart, $1,080 (quarters $300, 

not included); care of clock, $50; heat, $438.58; light, $112.20; sundries, $155.80. 1,836 58 
Simcoe, Post Office:—Caretaker, W. Layland, $1,260; heat, $373.20; light, $111.63; 

REDAICS, PLOS 258 SUNOTI OS, WPS: L4G ogc ave a4 did Hia.eh hires hee ae Lads a ool WON Be 1,976 21 


Smith’s Falls, Public Building:—Caretaker, R. W. Lewis, $1,080 (quarters $300, 
not included), care of clock, $50; heat, $379.66; light, $246.43; water, $106.25; 


PIIOT 108 LOL oreted, tath is! Spctevies APTA DLE, a, RU Le asses Seema WwitaGl, sex 2,065 26 
Stouffville, Post Office:—Caretaker, G. H. Saunders, $240 (quarters $300, not 

included) ; heat, $273; light, $77.99; repairs, $755.75; sundries, $28.45.......... 1,375 19 
Stratford, Labour Department:—Furniture, $200; rent, $600.............000000, 800 00 


Strathroy, Public Building:—Caretaker, N. Leitch, $1,080 (quarters $300, not 
included); care of clock, $50; heat, $284.78; light, $120.88; repairs, $706.97; 
euNnarics, S2ROata sa cure. 200E Le eh, RLS. wtoteelitc U. oD el UR. wey 2.300 6h 
Sturgeon Falls, Post Office:—Caretaker, W. E. Clark, June 16-Mar. 31, $237.50 
(quarters $237.50, not included); heat, $446.08; light, $67.94; water, $52.47; 
RO IOS BOLGOOG. Loe RS WARE yi Bh hasata te) ee CR ea AS ORE eu tae 994 35 


Sturgeon Falls, Old Post Office:—Rent, April 1-May 31, $200, less $54.81 paid by 
POM SCH as tieent ? eUnA LIES KSOG/L0 er es ies SRG Lure eis MOU ual daa dy 211 34 


Sudbury, Public Building:—Caretaker, P. Loiselle, $1,080 (quarters $300, not 
included), care of clock, $50; char service, $576; labourer, $264; electric current, 


$3,907.39; heat, $1,255.19; repairs, etc., $405.40; supplies, $427; water, $269.88. . 8,234 86 
Sydenham, Post Office:—Caretaker, C. Knapp, April 11-Mar. 31, $291.67; heat, 

w1LE0205) lightyesSes.82 iistindriess G48 438. J2Y RAL OB Aay lets OA el eevee bal i: hoe 17 
Thorold, Post Office:—Rent, $1,140, less $575 paid by P.O. Department......../. 565 00 
Tilbury, Post Office:—Caretaker, J. L. Bourdeau, $900 (quarters $300, not in- 

cluded), care of clock, $50; heat, $295.35; light, $96.91; repairs, etc., $275.94.... 1,618 20 
Tillsonburg, Public Building:—Caretaker, K. Rouse, $1,080 (quarters $300, not 

included); care of clock, $50; heat, $337.30; light, $119.92; sundries, $150.45... 13737 67 
Timmins, Post Office:—Caretaker, O. Chenier, $930 (quarters $300, not included) ; 

heat, $995.76; light, $499.60; repairs, $273.80; sundries, $155.52................ 2,854 68 
Toronto, Agriculture Department, Seed Branch:—Furniture, $213.29; heat, 

$554.31; light, $541.71; repairs, etc., $1,821.30; water, $89.48..........0....06. 3,220 09 


Toronto, Custom House:—Caretaker, W. Stringer, $1,295, less $305 charged to 
Station “D” (quarters $25, not included); cleaners and helpers, G. B. Andrews. 
$1,095, C. E. Attwells, Feb. 4-Mar. 31, $142.24, H. A. Cope, $1,125, J. Cresswell, 
Feb. 26-Mar. 31, $85.34, W. Dow, Feb. 9-Mar. 31, $129.31, C. Duly, Feb. 9-- 
Mar. 31, $129.31, J. L. James. Dee. 30-Mar. 31. $229.84, A. McComish, $1,200, 
P. Ryan, Feb. 9-Mar. 31, $129.31, A. D. T. Thornington, Mar. 7-31, $60.48; 
elevator operators, J. Allen, Mar. 4-31, $81.29, J. Bews, Mar. 4-31, $81.29, P. C. 
Cussack, $1,080, R. F. Duncan, Mar. 4-31, $81.29, C. S. Duthie, Mar. 4-31, $81.29, 
W. Hill, $1,095, W. Holden, Mar. 4-31, $81.29, D. Kennedy, Mar. 4-31, $81.29, 
D. Sutherland, Mar. 4-31, $81.29, EH. F. Tooze. $1.264.80; engineer, F. Crump, 
$1,440; firemen-labourers, A. Innes, $1,260, arrears, $60, B. Marando, $1,320; 
watchman, J. W. Andrew, $1,200, J. W. Barr (retired), April 1-Jan. 2, $770.48; 
char service, foreman, J. McCarron, $1,260, sundry, $2,373.02; labourers, J. 
Haworth, $1,248, J. Oman, $676, C. Pearce, $1.219.93; light and power, $2,417.95; 
heat, $5,962.31; repairs, etc., $2,366.12; supplies, $1,374.29; uniforms, $110.40; 
water, $205.71. Less $4,058.20, salaries charged to Temporary Examining Ware- 


TOURE LY HCKONGIL Eri ral Te ie.’ ic cstneksehaeitaante’ s.'.d. lata. er eea ls aehalatalallale, a's) alae’) « She 30,530 67 
Toronto Temporary Custom House:—Light and power, $1,616.23; rent, April 1- 
Dec. 31, Peters Estate, Ltd., $20,250; repairs, etc., $248.03; water, $237.86.... DANS Hs al Ws 


Toronto, Drill Hall:—Elevator operator, J. A. McCormick, $1,200; engineer, J. 
Moffat, $1,380; heat, $1,733.78; light, $1,246.49; repairs, $554.10; supplies, $136.76; 
Ree er ON Ta re het ees 2 Pinte tik ot OBA ABI ah ee ae talcle ce baa scene ae 6,511 87 
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Toronto Ordnance Stores:—Light and power, $757.23; heat, $1,213.78; rent, Wag- 
man, Wagman and Weinstock, $19,432.46; taxes, $4,158.20; water, $73.31; sun- 
dries; $23:10.43. 2832. sivrom dads. E8286 sloole da-ot ed dee. aly. Mae dd eee 

Toronto, Temporary Examining Warehouse, Eckardt Building:—Salaries detailed 
with Toronto Custom House, $4,058.20; furniture, $918.75; heat, $172.48; light 
and power, $465.81; rent, Apr. 1-June 13, $5,272.21; repairs, etc., $177.86; water, 
$86.38.02, ...chierhesakee Abe aa beat oc MY OUE .2dodh tS SS ee Meas. o: dela a laetetn. fener 

Toronto, Inland Revenue Building, Assistant Receiver General:—Heat, $1,240.16; 
light and power, $556.36; repairs, $2,159.54; sundries, $230.50................. 

Toronto, Insurance Department, Lumsden Building:—Furniture, $35.36; rent, $900. 

Toronto, Marine Department, Meteorological Rciay Aerodrome:-—Rent......... 

Toronto, Meteorological Observatory:—Repalrs.....cececgaccdececccetersscacuices 

eee National ‘Revenue, Mail Building: Phe $79. 40: rent, $1,822.26; sun- 

ries, 50c. .. 225g he. ceeds 2 84. DOOR chlinsk: PA UTREY daoet diees ani. to cenit ed 

Toronto, Justice Department:—Light, $1.50; rent, April, $55. .....000.000000ebhs 

Toronto, York Piper Building:—Light, $21.72; rent, $1,585.12.........0. eee seeee 

Toronto, Commerce and Transportation Building:—Rents, Commerce and Trans- 
See Building, Ltd., $25,593, F. T. Pender and F, Fox, $17,008; sundries, 

17.60) sus .. Cheliew he Oe OLE aeadog tend. GR ead oath . Host, de dade yee tne 

Toronto, Post Office:-—— 

Cleaners and helpers: T. W. Allen, $1,140; A. S. Andrade, $930;W. Cleverdon, 
$1,200; J. Dempsey, 4 m. to July 31 (deceased), $360; S. Larkin, $142.24; 
R. Massey, $1,200; J. McGivern, $1,140; G. A. Parker, $1,140; D. Reid, $1,140; 
W. Simpson, $1,140; J. Stanton, $1,140; J. E. Tapp, $1,200; R. A. Warren, 


$900; A. White, $960; W. Wager, Oct. 27-Mar. 31, $387.10................ 
‘Elevatormen: C. G. Dable, $1,200; J. H. Doak, $1,080; W. Dunn, $1,200; A. 
Ofetnnesi1$1 200) A. wlio Bs Nekson, ($1,200 ssics acncac es oooh pain emmon wench Otaus 
oe. M. McCartney, $1,380; W. R. Pearce, $1,380; W. D. Wallace, 
ESAGE. 4) raAeS aha iabdda lain abve bisoaid eee GO Coat » deeiaidt p abe eadetiece: ob gute Neots nodach Rn ENe Oo gabe Rats Fhe Detcuets 
Firemen: J. Higgins, $95; H. McGall, a [dee (04036 FE. see Nee ender tee Mee. HEI 


Firemen labourers: G. L. Beecham. $1. 280; J. Burns. $1,320; C. Smith, $1,260. 
Char service: W. F. Hudson, $1,215; T. * Rusecll $1,200; sundry, $5,235.73. 
Care of clock, $125; furniture, $1,641.88; heat, $5, 509. 74; light and power, 
$6,011.07; telephone, $616.50; repairs, $6,765.72; supplies, $1,560.59; taxes, 
$8;844.22 > “uniforms, + $90.405 ewater; 1 $4,016 :G2: 2022. cced. Ud, [hota Blew aed 
Toronto, Postal Station “A ”:— 
Caretaiser:. GC. (Cmnkies cutee satrlamnts te: hth BOR etans fsa MACE anaak «itl aces seine 
Cleaners and helpers: T. Allum, $1, 140: J. Angus, $1,080; T. M. Armstrong, 
$1,080; H. R. Bunn, $1,140; W. W. Connolly, $1,080; H. E, Cooper, $1,140; 
J. Cotton, $1)200::5 dew, Doig, $1,065; C. H. Farley, $1,200; W. Graham, 
$1,140; A. E, Hale, $1,260; H. F. Hart, $960; C. Holyday, $1,020; W. Hurst, 
April 1-Mar. 2 less 6 d., $1,031.46; R. J. Irvine, $1,140; J. Jolly, $1,140; F. W. 
Knight, $1,125; W. Martin, $1,140; W. McLeod-Moon, $1,140; F. A. Minshall, 
$1,200; J. T. Morris, $1,140; R. M. Patterson, $1,200; A. Petti, $1,200; H. G. 
Plow, $1,140; D. Sardella. $1,200; EK. W. Snvarks, $1,140; E. Stevenson, $1,200; 
T. W. Stocks, $1,020; A. Taylor, $960; L. Watton, $1,065; T. Wyers, $1,140.. 
Elevatormen: W. P. Barbe, $1,200; A. Blair, #1260: D. M. Cochrane, $1,200; 
T. Collis, $1,260; R.,. Cox, $1,200; J. M. Gormaly, $1,264.80; J. E. Hart, 
$1,200; S. G. Janes, $1,080; O. E. Johnson, $1.080; W. A. L. King, $1,200; 
A. McCabe, $1,200; J. B. McCulla, $1,200; R. J. McLean, $105; A. Morrice, 
$1,260; F. G. Parsons, $1.080; M. J. Patton, $1,200; J. I. Powell, $1,200; A. A. 
Robotham,):$},200 5 .F. Wa sSinelair, $1,260 ;23.08mith, $1,200 ot ae. ste. delay 
Ghar Services ual of WOUGN COSOIL. « arab acids Blade aim acea ver ain © Re caiete SeeeRCO Re ste 5 nea eae 
Furniture, $461.98; heat, $110; light and power, $20,177.35; rent, $2,636.09; 
repairs, $4,365.03; supplies. $2,089; taxes, $9,409.75; uniforms, $454; water, 
$1,986.56; accounts paid to Toronto Terminal Rly Co., maintenance of elevators, 
$5,295.25, rent, $71,949.50, steam heat, $12,003.31, taxes, $588.73, sundries, 
$94.59" . . saath Oe Peters meewrat eles ocxeh BO biel an Baueinee sc ort Ree ues ee eee 
Toronto, Postal Station “B”:—Char service, $1,092; light, $286.11; rent, $5,000; 
GUMMPLAM, DLS 00 co ade eo cue xq chile ca's ore eile De On cee TG ate Sten ene ee ae Smee 
Toronto, Postal Station “C”:—Heat, $394.43; light, $267.39; repairs, etc., $642.22; 
water, B33.50 2 tee. COUtee midieles os Bin BLESS eee. tke en A ne ee eee 
Toronto, shee Station “D”:—Caretaker detailed with Toronto Custom House, 


$305; fireman labourer, J. Veal, $1,260; heat, $337.40; light, $310.56; repairs, 


Gee PES0.515 Water, DIUic0 sec esa ceca ee Pkt ae ee ele A tee een Cet ereeren ee 


25,658 
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Toronto, Postal Station “F”:—Caretaker, J. Lynch, $1,260; char service, $570; 
peat, (Rileldeig light, $503.82; repairs, $357.04; water, $167.56; sundries, 


ECDRIFG (tee cpa RUNES, SO0S00 PUK Lh ae a ago dds veemede do we se, eee 4,710 24 
Toronto, Postal Station “H”;—Cleaner and helper, F. Tugnutt, $1,200, less $600 

charged to Station “J”; light, $125.28; rent, $3,120; sundries, $183.55: ....... 4,028 83 
Toronto, Postal Station “J ”:—Cleaner and helper detailed with Station Ma ae 

7600} light, $200.52% rent,’ $5,400* sundries, $160.40" 0 Oe eee? 20 oes 6,360 92 


SCCM Re te, Er ae TT ap. re tees ee Me OT oe ee OU BTNE 5) 1,805 65 
Toronto, Postal Station “I”:—Cleaners and helpers detailed with Station “E”, 
570, Station “F”, $570; light, $238.59; rent, $6,000; sundries, $198.36........ 7,076 95 


Lorentos North? Christie: Street “oiding;--henteee es, Pe Rl 04, sPOLRNTE (9OtNs fare 195 00 
Toronto, Terminal Warehouse Building:—Rent, April 1-Dec. 31, $14,128.11; sun- 

MEISE) SEIS Cae ae Re eee ror en ee EHO Tay 5 SUEY CMe sd SELL LED eo ra | 14,1382 29 
Torontos University: = -Renvred in) eae meee! ORRE ities Ses QDT ha beset 2,375 00 


Toronto, Buildings Generally:—Employees paid prevailing rates, carpenters, 


power, $249.47; repairs, $490.77; water, $73.80; sundries, $396.77.......00... 4,152 81 
Wardsville, Post Office: —Heat, $76.50; rent, $200 less $50 paid by P.O. Department; 
meres 1 S20 90 ae.. als oe lek ose POOR. Cerny . ES BCR So cin ee) es 250 40 


LM Viel P Rokgs Pom ete agmen. 2. ight ee a ANAL, <1. 9b. te Sacre See ae Ge 1,995 07 
West Lorne, Post Office:—Rent, $500, less $150 paid by P.O. Department.......... 350 00 
Weston, Post Office:—Rent, $1,800, less $1,175 paid by P.O. Department; repairs, | Digett 

res ol40.O8s tice te eke Lee ees ee, Semel TR WA ete R, SABO: 765 58 
West Toronto, Customs Examining Warehouse:—Char service, $240; furniture, 

CLG, D1ls.09 eeFentee Sl SOS 6 STOR OLD. AOS eh. Seenrbath wa PeNeede, . 2,153 69 


SUMALICS,, SOOO Ls? cee Pees OC Te, VOM LS er AUS .igeh8.S: 855 26 
Windsor, Park Building, Labour Department:—Light, $8.54; rent, $480.......... 488 54 
Windsor, Temporary Custom House:—Furniture, $378.31; rent,‘ Jan. 7-Mar. 31, 

wijoue.d4; -sundries,* $44.03 sys 5 Abs Meee 2 eas das thc FAY i OR Be le ieee 1,815 78 
Windsor, Canada Building, Marine Department:—Light, $17.82; rent, $1,080..... 1,097 82 
Windsor, Marine Department, Radio Inspector’s Car Garage:—Rent............ 140 00 
Windsor, Metropolitan Building:—Rent, $1,500, sundries, $24.81.......c..ceeecees 1,524 81 


Windsor, Post Office:—Caretaker, W. E, Bethell, $996.93 (quarters $233.06, not 
included) ; cleaner and helper, W. House, $1,140; fireman-labourer, ‘E. Gormley, 
$1,260; labourer, $400.86; heat, $704.87; light and: power, $283.53; repairs, ie 
$420:00; water’, -$113.67;* sundries? $81 4On ence OL), 21 peek ee ae 5,406 95 
50399—4v 
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Windsor, Temporary Post Office, Star Annex Building:—Furniture, $716.37; rent, 

Nov. 24-Mar\"31; $15058.335 ‘suridries) S647 90. PT PIE. AO ee eran afb doy alate he's 1,839 49 
Windsor, Postal Station “A”:—Fireman, E. W. Green (dismissed), April, Oct. 11- 

Feb. 20, $509.87; fireman-labourer, J. McGuire, $1,320; labourers, $1,202.58; heat, 

$517.37; light and power, $420.27; rent, Fox Bros. Co., Ltd., $10,000; sundries, 

ULL, Sn oe een PL RM r eek HRM NC IR orien chit PRM Cay ay webs, 14,067 13 
Windsor, Post Office Department, Air Mail Accommodation:—Rent............. 120 00 
Wingham, Post Office:—Caretaker, Miss M. S. Fisher, $300 (quarters $300, not 

included), care of clock, $50; heat, $329.98; light, $143.31; water, $46.92; sundries, 

BOB BB ai Wk ce dace REM AB o\ alee gl RPA em neraNsd & Ck ce atten MOR CE er Met@le arc clecr ma iaate 963 59 
Woodstock, Public Building:—Caretaker, R. Kerr, $1.080 (quarters $300, not 

included), care of clock, $50; char service, $403.20; heat, $720.20; light, $200.82; 

repairs, $250,153" Sondri6E,) O19 1 92. eiwcss iepepepe np = oe ourcanes VAP rene <A cine epee 2,896 29 
Minor Offices:—Furniture, etc., Belleville, Agriculture, $77.90, Belleville, Parasite 

Laboratory, $853.01, Brockville Agriculture, $223.70, Brockville, R.C.M.P., $207.38, 

Caradoc, Indian Agent, $100.29, Christian Island, Indian Agent, $46.90, Cochrane, 

Post Office, $3.75, Cornwall, Agriculture, $465.25, Fort Erie, Customs Office, $4.50, 

Hagersville, Post Office, $26.50, Keewatin, Water Power, $1.50, Oshweken, 

R.C.M.P., $49, Parry Sound, Post Office, $42, Penetang, Indian Agent, $3.12, Port 

Weller, Canal Office, $144.64, Toronto, Exhibition Post Office, $12.14, Toronto, 

Gooderham and Worts Warehouse, $3; painting mail boxes at 20 towns, $69.... 2,333 58 
National Defence Department, Rents, etc.:—Rent, Birch Chiff, $400, Bowmanville, 

$360,. Brantford, $4,700, Brighton, $225, Caledonia, $300, Campbellford, $120, 

(Clinton, $60, Collingwood, $240, Cornwall, $400, Dorchester, $27, Fort William, 

$2,700, Goderich, $300, Grimsby, $354, Hamilton Armoury, $2,499.99, Hamilton, 

R.C.N.V.B., $1,200, Kenora, $600, Kitchener, $6,000, London, $1,650, Lucan, $100, 

New Toronto, $480, Oakville, $480, Orangeville, $500, Owen Sound, $1,085, Perth, 

$500, Port Credit, $500, Powassan, $300, Sault Ste. Marie, Armoury, $1,920, 

Sault Ste. Marie, N.D.D., $780, St. Marys, $550, Tara, $180, Toronto, Battery 

Park, $2,730, Torcnto, R.C.N.V.R., $1,500, Toronto, St. Paul’s Hall, $2,499.99, 

Toronto, Mount St. Dennis, $540, Toronto, Old Knox College, $50,017.53, Toronto, 

Women’s College Hospital, $600, Toronto, Airways Inspector, $600, Trenton, $300, 

Welland, $249.99, Winona, $301.79; sundries, Brantford, $2.73, Collingwood, 30c., 

Fort William, 23c., Kenora, 30c., Kitchener, 98c., London, $3.48, Milton, $14.24, 

New Toronto, 30c., Orangeville, 30c., Owen Sound, 30c., Sault Ste. Marie, 30c., 

Stratford, $77.22, Toronto, Airways Inspector, $44; express on electric lamps at 

Sh0military buildings, S27 26s his sheers. Que OT Bese ewer Gee geae RRMA nk) omeets 89,022 23 
Ontario, Buildings Generally:—Travelling expenses, T. Bridger, $215.35, W. Cor- 

rigan, $281.35, R. Winter, $706.21, sundry, $224.03; advertising, $633.50; 

architect’s services, $676.20; electric lamps, $3,730.30; King’s Printer, printing, 

$187.25, supplies, $76.10; telegrams and telephone tolls, $278.72; upkeep of car, 

$455.16; “sundries, SS4ShOS MOT ERO . ae OT, TIL, TRIO LISS, a a's eae eta 7,945 20 

1,138,983 16 


MANITOBA 
Brandon, Examining Warehouse:—Heat, $76.70; light, $15.50; rent, $1,875....... 1,967 20 
Brandon, Experimental Farm:—Heat, $1,349.98; light, $398.11................... 1,748 09 


Brandon, New Post Otfice:—Caretaker, J. Quackenbush, $1,080 (quarters $300, not 

included); cleaner, J. Redman, June 26-Mar. 31, $687.50; char service, $300; 

furniture, $587.97; heat, $1,199.92; light, $613.10; repairs, $348.53; water, 

$195.70; sumdries, $192.62... .saae oee atk. SHE «LRAT teal RR dite 25 nen 5,205 34 
Brandon, Old Post Office:—Caretaker, HE. Stratiord, May 8-Mar. 31, $1,077.42; 

heat, $1,222.85; light, $312.73; repairs, $113.60; water, $173.25; sundries, $124.60. 3,024 45 
Carman, Post Office:—Caretaker, W. 8S. McCullough, $1,080 (quarters $300, not 

included), care of clock, $50; heat, $228.03; light, $152.60; repairs, $329.20; 

BUNGeICS, | S30 1S pee taes Or ad's peda Se Le Oaie Chas = al ae eles Cee a cee ten eae 1,876 98 
Dauphin, Public Building:—Caretaker, F. W. L. Little, $960 (quarters $300, not 

included); heat, $646; light, $329.49; repairs, $101.68; water, $50.40; sundries, 


BOOTO oes ssceccses a Wilsa.. 0 16 2. Saeed ISIS oe Shwe eR ee ceetetoeeee® 2ylSl QZ 
Deloraine, Post Office:—Caretaker, J. E. MacDonald, May 25-Mar. 31, $298.39 
(quarters $212.90, not included); heat, $213.40; light, $89.17; sundries, $55.09... 656 05 


merson, Customs-Immigration Building:—Caretaker, W. Watson, $600; heat, 
$198.29; light, $865.43; repairs, $420.48; sundries, $104.89..........c0ccceeeees 2,189 09 
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included); heat, $641.81; light, $313.25;, sundries, $110.61.... 0... 000 cccc cc ceeee 2,145 67 
Gilbert Plains, Post Office:—-Heat, $103.80; light, $44.06; rent, $227............. 374 86 
Gimli, Post Office:—Rent, $240, less $188 paid by P.O. Department............... 52 00 
Glenella, Post Office:—Rent, $114, less $99.30 paid by P.O. Department........... 14 70 
Gretna, Post Office:—Caretaker, C. L. Hayward, $300; heat, $161.25; light, $160.88; 

BIL 1GS) Se SasOMiai.. LOR Leth Be ¢ ode trokl ois Vike iat Os 1 era « ¢ Bll o clinlowrene. ce aay 704 79 
Melita, Post Office:—Heat, $111.50; light, $27.08; rent, $400, less $375 paid by 

i SIC RUCI ICH. tse MAM, Chula c) oy Nit DMM gre nas ahs nia ible. «ancl Ute Be! bie da lid Lie dociaty 163 58 


Morden, Public Building:—Caretaker, F. Simmons, $930 (quarters $300, not in- 
cluded); care of clock, $50; heat, $736.05; hight, $279.31; repairs, $675.90; 


Bere MAN SUC ae eR Mt ek wale ae MCG Ik Mle a Nib Ry hae PU. lk ti 2,772 06 

eepawa, Public Building:—Caretaker, W. H. Worrall, $1,260; heat, $329.95; 

eet .p200.99), water), $00 ds ieuhdmes, SISO0EH iki bos cl Jo. luouites fags 2,100 09 

orwood Grove, Post Oilice:—Heat, $222.03; light, $51.12; rent, $150; repairs, 

PuerUlos Watem, $28,282 +. .cundiaes) Abk6.50:, £) tars dla Us sSoieis Mee luylMya che lye, 1,994 73 
Oak Lake, Post Office:-—-Caretaker, W. Cochrane, May 18-Mar. 381, $261.29 

(quarters $261.29, not included); heat, $330.93; light, $75.45; sundries, $74.95... ° 742 62 


Portage la Prairie, Armoury Building:—Caretaker, T. C. Jackson, $540 (quarters 

$300, not included) ; heat, $685.06; light, $144.30; water, $94.10; sundries, $189.62, 1,653 08 
Portage la Prairie, Post Office: —Caretaker, J. Titchener, $1,080 (quarters $300, 

not included); fireman, W. Radford, $494; labourer, $120; heat, $1,431.54; light 


and power, $753.89; repairs, etc., $563.92; Water, "S57 2a) Heir.) ste mat cuca a Wan 4,500 60 
St. Boniface, Post Office: —Caretaker, T. Bouchard, $1,080 (quarters $300, not in- 

cluded) ; heat, $718.64; light, $130.66; BUNAT Tess SEDI PRAT a ELS i 2,052 48 
Selkirk, Post Office:—Caretaker, J. Massey, $1,200; heat, $464.77; light, $80.24; 

Pumrles mga c WOutLn itr nieg neni. Reereeeine Meme! AMM, Nm lveg Ml KN id Ie) lotr 1,802 07 
Shoal Lake, Post Office: —Rent, $480, less $375 paid by P.O. Department. toe 105 00 
Souris, Public Building:—Caretaker, T. E. Llowarch, $960 (quarters $300, not 

included); heat, $412.26; light, $134.10: water, $40.10; sundries, $126.60........ 1,673 06 
Stonewall, Post Office:—Caretaker, ©. S. Vincent, $499.92, care of clock, $50; Peat im 

212.005) Vaght, 4962.17; (mumdinies; SIORBS TIE ONE OO AIRE | URL Teeter iad 989 67 
Sra Venton econ nOlace = —-Renksr, «ip ee) hice CET OUR ERAT AL 70 00 
The Pas, Post Office:—Heat, $275.20; lento o ees Teng oS) 8006. atime 2,137 54 


hee IEE EE a aR 1 al RR OR am CEDAR ENS SMW GN Matte 41,369 69 


$1,235.64; telephones, $383; repairs, $543.99; water, $180.25; sundries, $280.10.. 13,988 04 
Winnipeg, Examining Warehouse:—Cleaners and helpers, T. Crewe, $1.140, M. 

Poppit, $990; elevatorman. H. S. Cox (deceased), April 1-Feb. 29 iS 155,) td. 

Knott, $1,260, A. McTear, $1,260, R. C. Yuill, $1,200; fireman-labourer, J.. Wat- 

terson, $1,260; char service, $1,312.85; heat, $5,935.50; light, $1,234.79; repairs, 

$1,183.52 ; Wanker, £674. 85s) sundries) 4 $415.97 ..be Se. seen caNM wlocla to! a2pp. 19,021 28 
Winnipeg, Grain Exchange Building, Meteorological Service:—Light, $16.73; rent, 

$1,440; Pepaltes G2 02). ..CL UGE EE sui OUBne eI ana tel coma e 1,669 75 


3384 miata terre tae MNarere BF. AMMO Us TERED y Se SALA, GO be RNG SILL 7,846 68 
Winnipeg, Old Custom House and Lands Office:—Water.....s0.cee. -ccbouac cel. 8 00 
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Winnipeg, Post Office:—Caretaker, W. Hubbard: $960 (quarters $300, not in- 
cluded); cleaner and helper, G. C. Stewart, $1, 125; elevatormen, G. Bilton, 
$1,102. 50: P.. C. Devey, $1,260; E. Hood, $1, 260; H. D. Pickering (retired), 
April 1-Dee. 16, $851.61; A: Stewart, less 16 d., $1, 148, 28; R. B. Warren, Oct. 17- 
Mar. 31, $493. 55; engineer, W. Clark, $1, 500; firemen-labourers, J. Kennedy, 
$1,380, A Sabine, $1, 380; ‘watchman, R. Tnall, $975; char service, $2,599.84; 
labourer, $111.30; furniture, $959.06; heat, $9, 303. 47; light, $4,022. 36; repairs, 


$2,279. 78; water, $7462; sundries, $916.78 Pea ith sede So rE APR ote so se Dit is 
Winnipeg, "Postal "Station “A”: —Furniture, $825.81: light and power, $711.66; 
rent, Canadian Pacific Railway Co., $11,100; repairs, etc., $51.49.............. 


Winnipeg g, Postal Station “B”: —Caretaker, R. S. Fraser, $960 (quarters $300 not 
included); fireman labourer, F. Burns, $1,380; furniture, $487.66: heat, 
$1,149.41; light and power, $186.78; repairs, etc., $708.87; water, $61.03...... 

Winnipeg, "Postal Station “C’ :—Licht, $123.65; rent, $1, 895: sundries, $62.20. 

‘Winnipeg, Postal Station “D”: — Heat, $188.74; light and power, $77.80; rent, 
SO2OM sundries, : B71. 7 Fees Mees Ot) MEN VS ee Oi iat aa Gaia os Gli wm bag oars 

Winnipeg, Postal Station “F”: —Char service, $166. 20; rent, $960; sundries, $51.65. 

Winnpeg, Postal Station oR: —Furniture, $146. 34;> rent, $9.026.50 tPA Sat 

Sages Postal Station “K”:—Char — service, $192: rent, $1,010; sundries, 

‘Winnipeg, Postal Station Te: —Char service, $192; light, $121.52; rent, $1,220; 
putidries; S777Al EES as re OEE OSS. ett PE ORES a ¢ {eee ieee Oe: 

Winnipeg, Postal Station “R ”:—Char service, $191.49; heat, $290.26; rent, $955; 
sundries; $67459: paeeme i URE Sie, he rriee bai 2k 4 RO Seed ts bE 

Winnipeg, Marine Department, Radio Branch:—Light ..........0-..0.. 0000s 

Winnipeg, Meterological Service, Stevenson Field Airport: aR GIN) Swe everett oe Oe 

Winnipeg, Wood-Vallance Building, Preventive Service:—Rent............-0008- 

Winnipeg, Weights and’ Measures Office: —Renti........ cece eee cece eee teeee neces, 

Winnipes; Wricht Building:—Repairs aaa, Shae c)< 6.5 oe) aoe Oe « wef tink fh oie ee 

Winnipeg, Buildings Generally: ——Carpenter, G. Keele, $2,347.14; electricians, J. 
Newton, $2,355. 14; J. Scott, $2,355.14; repairs, $581.25; sundries, $49.59........ 

Minor Offices: —Birtle, Indian Agent, travel, H. EH. Matthews, $17.75; Treesbank, 
Entomological Laboratory, furniture, $16.79; Winnipeg Airport, furniture, 
$58.13; Winnipeg, Unemployment Relief, furniture, $14.16 .................. 

National Defence Department, Rents, ete.:—Rent, Altamont, $240, Dauphin, 
$1,320, Grandview, $320, Gunton, $180, Manitou, $300, Portage la _ Prairie, 
$851.50, Selkirk, $300, Souris, $420, Winnipeg, R.C.A.F., $8,125, Winnipeg, 
R.C.N.V.R., $916.66. Winnipeg, University of Manitoba, $475, Winnipeg, 
R.C.A.F., water, $1.40;: express on lamps to 5 military buildings, $3.25.......... 

Manitoba, Buildings Generally:—Travelling expenses, J. Ducksbury, $23.50; H. E. 


Matthews, $302.70; light, $803.70; repairs, $226.62; sundries, $126.71.......... 
SASKATCHEWAN 

Assiniboia, Post Office:—Light, $75.90; rent, $1,150 less $656 paid by P.O. Depart- 

ment: |. sundries, Seer au: aateee Cie’ uk Rete), & <e dutt~ cab Gee © Spieben ae + «ae 


Battleford, Post Office: —Caretaker, A. R. Vine, $960 (quarters $300 not included) ; 
care of clock, $50; heat, $657.08; light, $710. 23; repairs, $490.60; water, $76.77; 
sundries.) S150 1S tear te ee ee SI Ne Sn et asp tie one gee py et oe BEe cos eae 

Canora, Post Office:—Caretaker, H. T. Richardson, $300 (quarters $300 not in- 
cluded); heat, $187.68; light, $118.17; repairs, etc., $234.74; water, $34...... 

Estevan, ‘Agriculture Department: ai 7 CL Te Re SR 

Estevan, Post Office:—Caretaker, J. Clark, $1,080 (quarters $300 not included) ; 
heat, $264. 82; light, $196.59; repairs, $616. 83; water, $79.77; sundries, $125.64. 

Gravelbourg, Public Building: -—Caretaker, R. M. Northrup, $915 (quarters $300 
aa soe heat, $621. 08; light, $261. 52; repairs, etc., $140.16; water, 

Humboldt, Public Building:—Caretaker, N. Kingsley, $1,080 (quarters $300 not 
included) ; care of clock, $50; heat, $577.85; light, $277.55; repairs, $306.35; 
water, $122; sundries, $71. SO08-. wii : basins ei Gakebs. oociinisel .eRce aor ooo 

Indian Head, ‘Experimental Farm:—eat,, $758.05; light; $1,330.15... .03..\ 25a 

Indian Head, Forest Nursery Station: — Caretaker, G. R. Coleman, $300; heat, 
$1,579.29; light, $104.75:. repairs, $440; water. $213.95 joc. suy - Quek . eee 
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12,688 96 
4,933 75. 
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1,286 73 
1,611.23 
1,504 34 
3 

153 33 
2,100 00 

900 00 

147 97 


7,688 26 


106 83 


13,452 $1 


1,483 23 
225,738 21 


570 80 


3,095 02 


874 59 
600 00 


2.363 65 
2,027 23 
2,484 59 


2,088 20 
2,637 99 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
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Dominion Public Buildings—Con. — Kdifices publics du Dominion-Suite 
SASKATCHEWAN—-Con Suite 


Kamsack, Post Office:—Caretaker, EH. Cox, Oct. 1-Mar. 31, $150 (quarters $150 not 


included) ; heat, $288; light, yon 28; . sundries, $8745. TORE. eke aeaseyy.s Oe oe 
Lloydminster, National Revenue Depar tment: —Light, $lLQ5serent,. $25) pees ew 
Lloydminister, Temporary “Post'{Ofice:—-Rent! 6.02. Sgn Wrasse La RL de 


Lloydminister, Public Building:—Caretaker, G. H. Bramhall, $1,080 (quarters 
$300 not included); fireman, J. W. Nithsdale, Dec. 8-Mar. 31, $358.55; labourer, 


$140.50; heat, $529, 50; light, ST aoO4hirvepaire Metts SQBaBA ws aiee MG « wove sert ane 
Lumsden, Post Office: —Caretaker, A. Jamieson, Oct. 8-Mar. 31, $288.71; heat, 
pens o0s)” ligker S60, 852" sumdivies,, $G2.18...\. sigh eerie wee A dg 4 toave bi cane abgggs 


Maple Creek, Public Building: —Caretaker, Mrs. M. E. Graham, $324.96 (quarters 


$300 not included) ; heat, $399.75; light, $337; repairs, ete., $291.41; weteed 


Cn ee, an ee ee Te. a cee eee ee eT eee Te 
Melfort, Post Office:—Caretaker, J. W. Drewery, $960 (quarters $300 not in- 
cluded) ; one, ey clock, $50; heat, $957.46; light, $145.61; repairs, $161. 255 
sundries, ? $OO15 Goa. Pct hag Bhat podelel» setae ii Re ei doi al. 6 «anal dee: = Ae amin. 
Melville, Dublic Buildin: "Caretaker, W. E. Dove, $930° (quarters $300 not in- 
eluded); furniture, $523.90; heat, $380.31; light, mate 95; repairs, $1,640.47; 


water, $7 5.01; sundries, SBIR Soi sleet, «ll ake palate lee Pe oh os ll BS ihe ot aie 
Moose Jaw, C. PR. Station, Maal - Room: “Rent! seh ois eu Re aed y La 
Moose Jaw, Marine Department, Radio Branch: “Light: bade Looney sige sce oi, on She sage 
Moose Jaw, Marine Department, Radio Inspector’s car storage: ent . ama 


Moose Jaw, Public Building:-—Caretaker, D. Oliver, $1,479.96; cleaner, R. Gada 
(retired), April 1-Nov. 11, $545.88: elevatorman, 4 BC alk Irvin, $1, 260; firemen 
labourers, D. Jones, $1,260, D. Tivnann, $1,260; fireman, K, Stewart, $665; care 
of clock, $75; labourer, $743.50; heat, $2, 125.82 light and power, $2,052.68; 
repairs, $962.01; water, $253.31: sundries, £988.16 Sisley. AACR. fabs, eae eth 

North Battleford, Immigration Building:—Heat, $227.30; repairs, $707.51; sun- 
EV TOS, HO2 2 ON PME, Serie OR PLE Be GAIA ates «oc COST ie Bee | cha lS, PS hg 

North Battleford, Public Building:—-Caretaker, J. R. Hope, $960 (quarters $300 
not included); care of clock, $50; heat, $899.49; light, $852.46; repairs, $923.81; 
sundries, $328.95 3+ waters S40" 215i eS MS ond as 8 ae ed UTE are od RS TS 

Prince Albert, Immigration Building:—Heat, $654.40; light, $129.20; water, $153.67. 

Prince Albert, Interior Department, Forestry Garage: —Heat, $296. 21% Rent, $780. 

Prince Albert, Public Building:—Caretaker, A. R. Mills, $1, 080 (ouaiteré $300 
not included) : firemen labourers, J. Johnston, $1,260, arrears, $60, S. Parkinson, 
$1,260; char service, $840; furniture, $273.65; heat, $1,948.76; light and power, 
SLi lore YeDaIres rele 8 olan walters Pl TO sae Lee APO IS LE O 

Prince Albert, Soldier Settlement Board: SRLS 5 AO Ue AOR COLE Ti aL 

Regina, Assistant Receiver General’s Office:—Caretaker, A. Bannister, ea 1 to 
Dec. 31, $1,035; heat, $594.40; light and power, $332. 91: sundries, 8907. OadlS tothe 

Regina, Customs ‘Examining Warehouse: —Caretaker, P. E. Jones, $960 (quarters 
$300 not included); heat, $533.75; light and power, $150.40; repairs, $599.89; 
SIDAELCS SL os OU liek eet be see TAU Rr ch ot Sree ONe wvstlile. & o bua etaigeabeala ts. < staal 

Regina, Canada Life Building, Indian Affairs:—Rent, 9 m. to Jan. 31.......... 

Regina, Marine Department, Meteorological Service, Airdrome:—-Furniture, 
$68.64; remt,) S385" . ws Rei aS ee eR ae Aiea a AR ISLS Seto pose ch Selb Ome Jk 

Regina, Modern Motors Garage, Storage of Radio Inspector’s Car:—Rent.... 

Regina Parcel Post, Simpson Building:—Rent, y. to July 1, 1981.............. 

Regina, Department Pensions and National Health:—Light and power, $468.11; 
TENS bs OMe aTE Sur tae OSG oe, he at, Bienen ge TE AEA Rae ON RE gee Scie 

Regina, Post Office:—Caretaker, G. J. Milne, $1,247.50 (quarters $12.50 not in- 
cluded); cleaners, A. W. Cooke, Aug. 1-Mar. 31, $600, H. McCarty, Oct. 1-Mar. 
31, $450, A. E. Payne, April 1-July 31, $299.99, R. Stewart, Oct: 1-Mar. 31, $450, 
D. T. Wilkie, $990; elevatormen, R. C. Burton, $1,200, R. Hogg, $990.05; 
engineer, P. S. Marsh, $1,455; fireman, A. Silzer, Oct. 2-Mar. 31, $566.94; firemen 
labourers, F. August; April, $95,.F. W. Cafe, $1,140, A. G... Draper, $1,260, 
W. F. Gascoigne, $1,380; char service, $540; labourers, $1,301.15; care of clock, 
$100; furniture, $1,097.88; heat, $2,773.56; ‘light and power, $2,491.93; repairs, 
$724. 69; supplies, $729.36; water, $246.67; sundries, $114.66; investigation under 
Inquiries Act, W. P. Atton, $681.02 co ae em ve ae Ys ee Rate th toto oe Sa es TOR LOGI 

Regina, Postal Station “A ”:—Cleaner, H. Shubrook, $317.11; labourer, $143.91; 
ener $3,082.66; rent, Canadian Pacific Railway Co., $22,582.17; sundries, 
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Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
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Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
SASKATCHEWAN—Cone—Fin 


Regina, McCallum-Hill Building:—Light, $158.24; rent, McCallum-Hill Building 

Lids ‘$13,427.50; nepaire;s ete. S887 .50 UL. Ae abel, Cee ohh, eee eee 
Regina, Buildings: Genetalty = —Sinidrias lettin be ua seat! coe ae, nate. 
Rosthern, Post Office:—Caretaker, Mrs. M. A. Ballantine, $300 (quarters $300 not 


included); heat, $325.73; light. $142.40: repairs, etc., $161.20.............; 
Rosthern, Experimental Farm:—Heat, $1,001.70; light, $153.68.................. 
Saskatoon, Connaught Building:—Rent. $1,862.33; sundries, $37.45.............. 
Saskatoon, Customs and Excise, York Building:—Sundries..................00006 
Saskatoon, Bank of. Montreal Building:—Sundries 2.0.3... 0c... eee ecg cece ecus 
Saskatoon, Marine Department, Meteorological Service:—Heat, $31.10; rent, $350. 
Saskatoon, Marine Department, Radio Car Garage:—Rent...............0000008 
Saskatoon,’ Canada ‘Building:—Light, . $18.08; . rent, $576:75...........ccuesnatene 


Saskatoon, New Post Office:—Caretaker, W. Arthur, $1,260; engineer-caretaker, 
W. J. Robinson, $1,440; cleaners and helpers, F. Brophy, Dec. 7-Mar. 81, 
$285.48, J. Cooper, April 16-Mar. 31, $862.50, L. Craig, April 16-Dec. 7, $579.44, 
P. Dustan, April 16-Jan. 17, $677.42, G. Hardie, Dec. 7-Mar. 31, $285.48; W. 
J. Philips, Feb. 1-Mar. 31. $150, W. Rivett, $1,140, M. W. Smith, Jan. 8-Mar. 16, 
less 5 d., $134.27; D. Taylor, April 16-Mar. 31, less 45 d., $748.80; elevator oper- 
ators, C. Campbell, Nov. 23-Mar. 31, 8384, W. F. Baxter, Sept. 1-Mar. 31, less 
113 d., $596.62; EK. Holmes, April 16-Mar. 31. less 79 d., $787.35, J. McCall, 
April 16-Mar. 31, less 1 m., $945; fireman, W. J. Malyon, April, Oct. 5-Mar. 
31, $652.74; firemen labourers, F. L. Currie, $1.135, D. G. Gillot (suspended) 
Aug. 1-Dec. 31, $475; watchman, H. Phillips, Oct. 16-Mar. 31, $412.50: char 
service, $603.80; labourers, $1,976.69; furniture, $916.68; heat, $6,403.28; light and 
hee $3,207.22; repairs, $1,717.97; supplies, $947.26; uniforms, $79.32; water, 
AAD Es), Sena sielveltek sb 4 bles ole Ge siculedt RUM © Ot th ad bts ss thale BE OR aie ee oe ee 
Saskatoon, Old Post Office:—(Salaries, $1,891 detailed with Saskatoon New Post 
Office); heat, $667.46; light and power, $235.90; repairs, $640.53; supplies, 
SOS OOS Watery SHB: BG) yes VMN Conca REE Rd nee a ye aE Ogee, Baal 


Saskatoon, Ross Block:—-Light, $5.15; rent, $1,125; repairs, $1,563.30........ 
Saskatoon, Weights and Measures Office, Commercial Building:—Rent.......... 
Neott) (Experimental FarmesaH eat $989.96" helt. 48516-65350 0 rit cic rosea Siem « 


Sutherland, Forest Nursery Station:—Heat, $747.24; light, $90.96; repairs, $60.81. 
Swift Current, Experimental Farm:—Heat, $984.44; light and power, $963.86..... 
Swift Current, Post Office:—Caretaker, D. Bridge, $900 (quarters $300, not 
included); heat, $776.21; light, $407.49; repairs, $1,257.46; sundries, $198.76.... 
Tisdale, Post Office:—Caretaker, G. Mallan, $300 (quarters $300, not included) ; 
héaey 19452.81s) lieht; $162. 25% nepairss ete., SiS2s0). a Ree oe ere eee 
Weyburn, Public Building:—Caretaker, J. Ross (retired) April 1-Sept. 16, $558.48, 
E. J. Weath, July 1-Mar. 31, $474.20 less 82 d. (quarters $225, not included), 
. care of clock, $50; labourer, $350.50; heat, $521.38; light, $478.36; repairs, etc., 
SLOLRO 1 2S wa BOO. OOuR Ue o HRY Rs DEAR Aa eh eels ois Dk nee Se one ee ea 
Wilkie, Post Office:—Caretaker, W. G. Silver, $930 (quarters $300, not included) ; 
heat, ($556.05; light, $249,013, repairs,rete,,$784.643, water, $75. sacsiecicchle wnhede ode 
Yorkton, Public Building:—Caretaker, C. EK. Arnsby, $1,080 (quarters $300, not 
included); labourer, $255; furniture, $451.10; heat, $689.23; light, $282.20; 
repairs. ebenie dl2g84 3 water) posh did Wit teet | Od. buchen cueetie Picea (e., GU ak a Ieee fe ee 
Minor Offices:—Furniture, Battleford R.C.M.P., $13.75, Duck Lake Indian Office, 
$103.19, Moose Jaw Airport, $97.96, Moose Jaw Stockyards, $2.48, Prince Albert 
R.C.M.P., $53.71, Saskatoon Agriculture, $14.42, Turtleford R.C.M.P., $66.97; heat, 
West Poplar, $25.50; supplies, Moose Jaw Airport, $3.00; painting mail boxes 
Bin 6 TOWNS) 6 EBB. ded rted en wth Eo Lat Baa eet sce Ces a ei cet Ge en geen Eee ane 
National Defence Department, Rents, etc.:—Rent, Aneroid, N.D.D., $416.66, Biggar, 
N.D.D., $240, Broadview, N.D.D., $120, Estevan, Armoury, $600, Fort Qu’Appelle, 
N.D.D., $180, Kelvington, N.D.D., $104.50, Kerrobert, Armoury, $200, Lashburn, 
Armoury, $120, Qu’ Appelle, Armoury, $360, Regina. Ordnance, $6,000, Rosetown, 
N.D.D., $240, Saltcoats, N.D.D., $180, Saskatoon, R.C.N.V.R., $1,500, Saskatoon 
University, $370, Shaunavon, $450, Swift Current, Armoury, $600, Weyburn, 
Armoury, $600; sundries, Melfort Armoury, $33.30, Moose Jaw, Armoury, 60c., 
Regimay AtmouryjHoSstsatte os cela ek his onde ad se Oe ER EEE, AMER EEL. Ceeee os eee 
Saskatchewan, Buildings Generally:—Travelling expenses, G. J. Stephenson, 
$1,618.85; electric lamps, $728.20; postage, $115; King’s Printer, printing, $24.55, 
supplies, $194.43; telegrams and telephone tolls, $155.99; sundries, $86.92........ 
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Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


ALBERTA 


Athabaska, Immigration Building:—Heat, $96.33; rent, $15...................00-. 
Athabaska, Post Office:—Heat, $101.67; light, $55.75; rent, $360, less $281, paid by 
IE Ra a ee ee eg ok See eee ee ee es ahs ie opie ccaraiers wat asl pvar acm Set 


Bassano, Public Building:—Caretaker, W. Bramley, $1,080 (quarters $300, not 


included) : heat, $178. 26; light and power, $102.30; sundries, $60.45............ 
Beaver Lodge, Esperimental Hairy ay. ceeieine te ayer’. x; Oa «cho ai, « Gs, « Oa a waters 
Calgary, Assistant Receiver General’s Office:—Caretaker, E. F.. Trigg, $1,380; 


furniture, $25.42; heat, $237.80; light, $192.54; sundries, $266.24................ 


Calgary, Customs Examining Warehouse:—Engineer caretaker, J. E. Halsall, $1,560; 
elevator operators, J. R. Jones, $1,200, J. Love, $1,200; firemen-labourers, T. 
Andrews, $1,320, A. J. Doyle, $1,260, A. Gonrlay) $1,260; char service, $900; 
watchman, $1,035; heat, $2,871.44; light and power, $1, 330.01; repairs, etc., 
$2,221.77; water, $288.37; sundries, $83.62 ak eee Te 1. IS. Sse hRA lo dhe 

Calgary, Immigration Building:—Caretaker, A. McCaull, $1,260; fireman, F. W. 
Hardie, $574; char service, $420; heat, $358.35; light and power, $317.57; water, 
So 207 > Isunedmes Sa Khee : en ee TOTO eae. SORA ca eo SEE, 

Caleary;.Maclean . Building:—Rent, $850; sundries, $85.26... 00.50. .0e80cceeeceens 

Calgary, Marine Department, Meteorological Service:—Rent, $180; sundries, $62.59. 

Calgary, Bank of Toronto Building:—Heat, $369.60; light, $69.71; rent, $4,800; 
ALOT OO aie ae MMe Te Peers eee Mla te Sete ete eS PORTA SON eID Ie Cr” fh 

tery low 2a) atte ICH, Od OEE TAT LOM wale «legs Skctaye 4 diciesal c.¥ Oa ekisieiens ibs ees 

Calgary, Post Office:—Cleaners and helpers, R. J. Borley, $1,050, R. Buckingham, 
iAug. 22-Mar. 31, $549.19, T. G. Healey, Feb. 23-Mar. 31, $93.10, A. Henderson, 
$1,140, P. Kearns, Feb. 12-Mar. 31, $121.55, J. P. Longhurst, $962.10, W. Malkin- 
son, Oct. 1-Jan. 19, $246.77, A. Ward, $990; elevator operators, T. Clark, Mar., 
$90, J. J. Crowe, Jan. 14-Mar. 31, $232.26, P. J. Hopkins, Mar., $90, D. Smith, 
$1,200, W. Strath, Feb. 14-Mar. 31, $139.65; engineer-caretaker, J. M. Cosgrove, 
$1,560; engineers, W. Harris, Feb. 1-Mar. 31, $210, J. Sargent, Feb. 1-Mar. 31 
$210, A. Smith, Feb. 1-Mar. 31, $210; firemen, EH. E. Breakenridge, $231.16, R. 
Kennedy, $228; firemen-labourers, T. Gall, $1,236.29, H. Huddleston, $1,260; 
labourers, $1,559.72; char service, $676.29; elevator service charge, $696; furni- 
ture, $339; heat, $3,743.75; light and power, $1,185.20; uniforms, $81.34; water, 
$274.78; sundries, $132.08. Less salaries $9,245.14 charged to Calgary Southam 
LIU oe ecu tet od Ral aetaen arent He toe LOR Cet Ser RE ebte ci DPA AY $805 hte c. deduer a Mie Mokena 

Calgary, Postal Station “A”:—Rent, $6,854.17; repairs, etc., $48.51.....:.......... 

Calgary, Southam Building:—Salaries, $9.245.14, detailed with Calgary Post Office; 
furniture, $282.61; heat, $1,640.64; light and power, $2,101.33; rent, The Calgary 
Herald, April 1-Jan. 31, $58,333.34; repairs, etc., $219.63; water, $498.82........ 

COhsaty te bh AUKO AC amiaGrarage =~ Eyom tas. act rg mccnd 2 DER IR no veyayipracs> bigpsie shy pele tule e ageceekp oe 

Calgary, Buildings Generally:—Caretaker’s supplies, $614.18; sundries, $32.50..... 

Camrose, Post Office:—Caretaker, T. Veal, April 8-Mar. 31, $882.50 (quarters 
$294.17, not included) ; furniture, $432.90; heat, $428.77; light, $190.50; water, 
$44.54; sundries, $229.46 te. a eas LANE. ewe eer sa Se ha cease a cla cane Pein 

Cardstone, Interior Department:—Rent, Aug. 1-Mar. 31......- eR RTA SAOEG ch LE OPARGMUEE 

Coutts, Immigration Building :—Rent, $1; sundries, ae ODE as SOUS eee BAEC dv aR RS 

Delia, Post Office:—Heat, $173.78; light and power, $128.42; repairs, $65.05...... 

Drumheller, Old Post Office:—Rent, April 1-Jan. 31, $916.67, less $875.32 paid by 
DOME IO CI Mie Me SUEKAGT ESP yr3c. foerints «tte Ge es bs cose ahaha tensa rps ccambet kedner atinede Voeéetetws 

Drumheller, New Post Office:—Caretaker, A. Nicol, Nov. 4-Mar. 31, $365 (quarters 
$121.67, not included)’; “heat, $327.59; ‘ight, $130.57 >" sundries; $89.40... 0.00.0... 4. 

Edmonton, Barry Building, Pensions and National Health:—Heat, $113.81; light 
POM CRN OSL Es aU Gp POOU aiken cho ean yd. Fs CA Rist oC Oe akevetade Weel whe che 

Edmonton, Blowey-Henry Building:—Cleaners and helpers, E. Meakin, $1,140, A. 
Slaymaker, $1,140; elevator operator, J. Turner, April-June 30, $300; firemen, 
T. Bull, $95; char service, $420; labourers, $123; elevator service charge, $716.25; 
furniture, $887.48; light and power, $748.56; rent, Blowey-Henry Co. Ltd., 


Soi .04. Cepaiys SL O.O Us BUNITICR SPOT ITO. tte hoe cee eS ae ats a Dees 
Bdnrnton, /Canadian® Parm Loan: Board =++Furnitures ore ee eee ee 
Edmonton, Empire Building:—Light, $4.43; rent, $60..........5 ccc cece eee 


Edmonton, New Immigration Building: -—Heat, $498.22: light and power, $126.79: 
Wael OLD, Lome CEU UGIE Bone PPD): SRA Ie Nt ORS ah LO RRAID Por pom ae, PRN, 
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Part V—56 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 
Dominion Public Buildings-Con. — Edifices publics du Dominion-Suite 
ALBERTA—Uon.—Suite 


Kidmonton, Iyamigration Hall:—Renthofi site... 2 hed vidas dh.t hee, wee 
Edmonton, Labour Department:—Rent, $225; sundries, $3.25...............e005. 


HLdmoenten,:. Mortiake Block? Uieht..."s. cases «edhe. eee ae ee eee 
Edmonton, Northern Building, Marine Department, Radio Inspector :—Light, $5.50; 
TONG PEOO . tA Oa ea Tye Sede Lk Ro ee? ne ee 


Edmonton, Postal Station “ A ”:—Furniture, $75.38; rent, $7,597; sundries, $5.65.. 
Kdmonton; Radio Car iGaragets-Rentits..’ 2 io ai oda thn «ee sh ee ee ee 


$248.75; repairs, $192.94; water, $47.33: sundries, $85.53..... Sep caetetetinee Pan eee yc. 
Edmonton, Williamson Block, Parks Branch:—Rent, $420; sundries, $34.06........ 
Halher, ‘lmmivration ilding ce edt. soc. oops iy. teck: pasa «sho eam ee Ee Oe 


MacLeod, Custom House:—Heat, $119.80; light and power, $70.62; repairs, $47.55; 
waters $40.80). . eee ve Sen cies ee Bae RR MOD ty BE Aa ese At ok TRE 
MacLeod, Post Office:—Light and power, $138.11; rent, $1,091.67, less $563 paid 


by P.O; Departments water, $2860" ‘sundries $101 47 20 oe ay ee 
Manyberrié¢s,) Pield' Waboratory:—Heakt vs seeds hhh. whe RR ae 
Medicine Hat, C.P.R. Mailroom:—Furniture, $231.79; rent, $112.50............ 


ioe ae Hat, Marine Department, Meteorological Service:—Furniture, $10.27; 
PONE PALS 6th.’ Tal alos foe's de eels nf Me ee EAR decks SLs th eae aks AI Re ee om 
Medicine Hat, Public Building:—Caretaker, T. H. Tyler, $1,140 (quarters $300, 
not included); cleaner and helper, D. D. Thompson, $1,140; labourer, $250: 
heat, $499.33; light and power, $494.72; water, $185.77; sundries, $204.76...... 
Peace River, Immigration Building:—Heat, $247.95; rent, $5............e..0 
Peace River, Post Office:—Heat, $104.52; rent, $720, less $406 paid by P.O. 
Departinent eundritg, S75:00 oo. wie Mieke ee iake ahh alc tae) Wee eet ate 
Red Deer, Post Office:—Caretaker, A. H. Bearchell, $1,380; labourer, $279.36; 
heat, $339.75; light and power, $103.23: wator. $72; sundries, $107.81............ 
Spirit River, Immigration Building:—Heat, $185.75; rent, $5.......... pe ret 
Turner’ Valley, alnterior ‘Department: —Rent seark. ee ce ie ee 
Vegreville, Post Office:—Caretaker, W. Turner, $300 (quarters $300, not included) ; 
heat, $458.41; light and power, $209.94; repairs, etc., $673.09; water, $41.05.... 


Vermilion, Immigration Building :——Rent «.. watise netteadtie aah ogee eiaratt) ic uetees 
Wainwright, Post Office:—Caretaker, H. A. Wilson, $960 (quarters $300, not 
included); heat, $349.04; light, $99.25; repairs, etc., $462.05..........-..00cee 


Wetaskiwin, Post Oftice:—Caretaker, G. Graham, $1,080 (quarters $300, not 
included); heat, $218.68; light, $172.18; water, $46.07; sundries, $123.65...... 
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Part V-—57 


DETAILS OF EXPENDITURE-Con.—DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. —~Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Builditigs—Con. — Bdifices publics du Dominion-Suite 


ALBERTA—Cone—Fin 


Minor Offices:—Furniture, Banff, Parks Office, $229.88, Banff, R.C.M.P., $4.93, 
Fort Smith, Medical Office, $41.70; repairs, Edmonton Grain Exchange Building, 
$12.41, Lethbridge, C.P.R. Depot, $95.50, Twin Lakes, R.C.M.P., $36; painting 
Rypee a KOS Ue FEO WIDE tee linc. jane.so.,oy8 Kihueeobes, teln.,on01,0 0,00, n1, 0,000: Seekihtehy Mien enne epegempal api, « 

National Defence Department, Rents, etc.:—Rents, Banff, $187.50, Calgary, 
$12,732, Carstairs, $120, Chauvin, $260, Claresholm, $480, Edmonton, $1,224.81, 
Gleichen, $600, High River, Armoury, $300, High River, R.C.A.F., $540, Innisfail, 
$180, Lacombe, $100, Lethbridge, $1,800, Medicine Hat, $2,000, Westlock, $240, 
Wetaskiwin, $62.50; express on lamps to 7 military buildings, $4.86.......... 

Alberta, Buildings Generally:—Travelling expenses, C. Sellens, $772.35; electric 
lamps, $814,58 ;) sundries, , $273.21 so cis:21. . oe penis +o dle « €yleteietpinte ie mivke © alGleeuhle 9/ci a feted 


BRITISH COLUMBIA — COLOMBIE BRITANNIQUE 


Agassiz Experimental Farm:—-Heat, $989.34; light, $358.45...................--. 
‘Ashcroft Public Building:—Caretaker, A. HE. Lord, $1,200; heat, $355; light, 
$498.17;. water, $140; sundries: $260,290... oc. anne eee nie wee cea meierce se tees 
Atlin Public Building:—Caretaker, R. Nelson, part time (quarters $300 in lieu 
of salary); heat, $351.50; light, $274.50; water, $121; sundries, $272.55.......... 
Bamfield Public Building:—Clearing ground, $200; 2 furnaces, $478; heat, 
$392.50; light, $207.14; sundries, $58.11... 2... cnc cece ete eee eee ers e ere eee 
Chilliwack Public Building:—Labourer, L. B. Webb, $1,200; heat, $312.75; light, 
S50 12s, SUNAITICE, wea two - « s.ca one mens ae te she ce senpeieamnie te 25 Nes La 


Cloverdale Post Office:—Rent, $432 (paid by P.O. Department); sundries, $91.08.. 
Comox Public Building:—Caretaker, C. C. Piercy, part time, $349.92 (quarters 
$300, not included); heat, $75.63; light, $182.58; sundries, $122.28............. 
Courtenay Public Building:—Caretaker, P. McIntyre, $960 (quarters $300, not 
included); heat, $312.66; light, $107.47; sundries, $246.50................+.--. 
Cranbrook Public Building:—Caretaker, S. Fyles, $1,140 (quarters $300, not in- 
cluded); care of clock, $50; heat, $446.20; installing street lighting, $99.38; 
light, $316.76; water, $94.70; sundries, $279.81..........ssee seers eres seer eee 
Cumberland Public Building:—Caretaker, M. M. Brown, $1,080 (quarters $300, 
not included); heat, $232.07; light, $175.76; sundries, $245.64................ 
Digby Island:—R. G. Emmerson, supervision of quaratitine. property), ifn 2S nde 
Douglas Customs and Immigration Building:—Caretaker, part time, H. Hornby, 
y. less 31 d., $549.72, arrears, $10; heat, $320.97; light, $236.68; sundries, $186.79. 
Duncan, National Defence Department:—Rent......... 6... e cee e eee eee teenies 
Duncan Public Building:—Caretaker, N. J. Wilmott, $1,140 (quarters $300, not 
included) ; care of clock, $50; heat, $371.43; light, $247.03; repairing roof, $170; 
sundries, $419.56 ........° me ee so Be AMES, SaaS ARMA AE TL Ale. bo hel SPA AARNE Bele g aeons 
Fernie Public Building:—Caretaker, C. Hasketh, $1,260; heat, $559.75; light, 
$140.50; eundrice, SIOGUS 2 Fo. ye ee tet s diovan e seohape eld, oth LOUIS, AERA a ie Te a teel 
Grand Forks Public Building:—-Caretaker, N. Taylor, $900 (quarters $300, not 
aati care of clock, $50; heat, $536; light, $280.22; water, $75; sundries, 
TS Hee ts, gael ec AR he lata ce tate eames, Mate b arte: 5) alah wat of cae SM LAG ae Pore ak Mele ha falae egal Mirhbote 
Greenwood Public Building:—Caretaker, H. H. Summergill, part time, $360 
(quarters $300, not included); care of clock, $50; heat, $419.92; light, $133.93; 


WALCr toe LD BUNGLES! S49.20) 55. ple epoyepaie ois sot alee s siestie ova ololabetenadelane heii aeliel E121 
Hollyburn Post Office:—Rent, $240; table, etc., $65........ cece eee cee ee eee ee ole 
Huntingdon Immigration Building:—Rent, $240; water, $24..............+---.-. 
Invermere Experimental Farin 2— i cates cm cutie Oo, ee EA, TEI die ahcheraretelel etd ees 


Kamloops Interior Dept., Lansdowne Ave.:—Rent, $300, less $62.50 paid by B.C. 
CPT TAts Hh) ea tn tet ot este Nek hh ot MA) il RMA cas ol oieprnon eum oo AUR ami ea helt alam 5 Os NBR ec hs 
Kamloops Old Post Office:—Caretaker, E. W. Hodges, y. less 20 d., $906.09 
(quarters $300, not included); labour, $154; heat, $364.11; light, $176.50; water, 
SOG SUNAE TOs 2) LUONO iy ay . ct ome ee GOED AG ha. CRN LS De RAs fo «ithe 
Kamloops Public Building:—Caretaker, A. J. McRury, $960 (quarters $300, not 
included); char service, $300; labour. $63; heat, $633.41; light and power, 
$438.91; painting, repairing, etc., $1,868.50; water, $96; sundries, $157.80........ 
Kelowna Arnicury Rent] cit. to 0 Toe Sere See Ls fot: SALEEM «sluts 
Kimberley Public Building:—Caretaker, J. Pickthall, $930 (quarters $300, not 
included); electric clock. $450; heat, $356; light, $198.15; parcel post case, $76; 
Rye LOIRE L ESS! Ol SLO ne wien Sy > ae RON Fs cin Stet Ota athe Deiat e Meieiedt © aan se eeiats 


44] 


20,831 


1,860 
271,476 


1,347 7 


2,393 
1,019 
1,335 


2,499 
91 


730 
1,626 


2,426 
13788 
60 
1,304 
360 


2,398 
2,156 


2,000 


1,082 
305 
264 

1,428 


237 % 


1,908 


4.517 
300 


2,226 ; 


Part V—58 


PUBLIC WORKS—TRAVAUX PUBLICS 


Vote — Crédit 192 — Public Buildings — Edifices publics — Rents, Repairs, 
‘Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 
Dominion Public Buildings-Con. — Edifices publics du Dominion-Suite 
BRITISH COLUMPIA—Con.-— COLOMBIE BRITANNIQUE—Suite 


Ladysmith Public Building:—Caretaker, J. Twentyman, $960 (quarters $300, not 


included) ; -heat, $275.40) Vight,\$111 273) repairs, Sete!) 9$630;702% wool. Lealledé. . 
Merritt: Indian ‘Office: —“Heat,$575 ‘rent; $2402.00 vee OR RA. TL oem e 
Mission City Armoury: aT Band Bien yr 8 1,405 snc dan ae maak eR AR Ae ee 


Nanaimo Public Building:—Caretaker, H. N. AGkaituons $960 (quarters $300, not 
included); care of clock, $50; cleaner, M. Smith, $1. 140: labour, $110.70; travel, 
H. Ward, $33.45; end ena ete., $500; heat, $575. Oo; light, $507.68; sundries, 
ei! i.) rr nai eee Meine am ER URE US ole Or ie Raat Gee oy. 
Nelson, Engineer’s Office:—Caretaker, W. Cull, part time, $199.92; rent, $1,140; 

; telephone, Sl41* sundries WSs 207 SSeS Oy, BEREAN Soke hie ee tk 

Nelson Public Building: Caretaker, G. K. Ashby, $960 (quarters $300, not in- 


cluded); heat, $521.19; light, $1,353.75; water, $72; sundries? $773.39 4. VV. ie. 
New Westminster Indian and Fisheries Office:—Caretaker, A. H. Oakley, $1,380; 
heat $196.27: sundries, RIOBGS VST, SY Po eas, Minn Cine ee 


New Westminster Public Building:—Caretaker, J. Houston, $1,140 (quarters $300, 
not included); cleaner, H. EH. Smith, $990; elevator operator, A, Workman, 
$1,200; fireman-labourer, W. Carlyle, $1,140; see $820.59; light and power, 
$957.77; telephone, $231.60; water, $88.62: sundries, “$3849.11 oo eck ke 

North Vancouver Public Building:—Caretaker, E. Entwhistle, $1,140 (quarters 


$300, not included); heat, $386.50; light, $218.78; sundriés, $155.18. ....7..0.02. 
Pacific Highway Immigration Office:—Caretaker, J. C. Oxenham, part time, $600; 
heat, (S009 167. Hoht: S625/70., eumdaiess “Sea tein. We bak occ rea ok caerulea eae wares 
Penticton, National Defence Dept. :—Rent, PNBEWE, ESTOS ia Gta lart ce Me ae ate Nal «eee 
Penticton Post Office: —lLight, $196.97; “moving expenses, etc., $147.25; rent. 
52,040 "léss $5340 ‘paids bypbost Otmea, Dept. lanl wy. waclk eet se dee ck Rene 


Port Alberni Post Office:-—Caretaker, R. G. Venables, $1,080 (quarters $300, not 
Ta ee care of clock, $50; labour, $347; heat, $408; light, $260.42; sundries, 
TRIES Pe sich oie Sates gis ik a oie SSrepegall OLN Ch a Le ane reE On, ee eae a eee 
Prince Rupett,<lmmicnation.. building piste Went. oo kw ccbvicncty Co csiert ene ete 
Prince Rupert, National Defence Dept., Ordnance Stores:—Rent..............00. 
Prince Rupert Post Office. Black Building: —Caretaker, P. C. Miller, $1,260; light, 
170.003 Ten 50.0403 (sundries S200 OU Ltr: ta. cee. oa, Guy ae oe. eee eee ane eek 
Revelstoke Public Building:—Caretaker, J. Hamill, $960 (quarters $300, not in- 
cluded): heat, $443.35; light, $374.20; painting, etc., $982.50; sundries, $257.60. 
Rossland Public Building:—Caretaker, R. W. Timms, $960 (quarters $300, not ne 
cluded): fence, ete., $200; heat, $355.96; light, $170.98; sundries, $207.67........ 
Salmon Ara. Borestry  Branen --Rent. . a>...) cheett cae Veimpobiaeudts Chetan mee Eee 
Salmon Arm,) National -Defence) Department:—-Rents |. 0... cae cent c oe uch eects oe 
Sidney Experimental ,Farm:-—Heat. '$1:273:75;) Licht. $501.56. 0.6 canes sesh 4a eee 
Summerland Fixnerimental Farm:—Heat, $3,006.27; light and power. $3,352.84.... 
Trail Public Building:—Caretaker, G. McKenzie. Avr. 1-July 164. $262.50 (quarters 
$87.50, not included), H. Severn, Jan.-Mar., $225 (quarters $75, not included) ; 
labour, $540: furniture, $765: heat, $647.06; light and power, $627.39; repairs, 
ete. STV T5S iis weber VOW lie! OCU S hey ib meee ag oy <a! 1 ata) | Clee ee ea ee aren 
Union Bay Public Building:—Caretaker, F. Brown, part time, $240 (quarters 


$300, not included); heat, $204.75; light, $156.86; sundries, SIG TSA here. ta eat . 


Vancouver Armoury, 29th Ave. and ‘Mali’ Séiee-teut) 44. ahd Oyen oe eae es 
Vancotiver’ Armoury, 1259 Pender | St):-—Rent 2000) 205 55.40 ee eee bali 
Vancouver, British Columbia Mining Building:—Wight, $279.28; rent. Civil 
Aviation, Dec., 1930-Feb.. 1932, $1.850, Food and Drue Laboratory, a eas, 
Mar. 20. 1932. ” $5. 322.85, Labour Dept., Feb., Mar., $268.40, Pensions Tribunal, 
$1,800, Pilotage Board, $960; repairs, $431, Bd: sundries, $248.70 ache ebiead Bc mek tenthie 
Vancouver, GP Re Bagerge! Room :—-Rent... Rae, eee ae Renee © 
Vancouver Examining Warehouse:—Caretaker, H. A. Benbow, $1.260; cleaners, 
F. W. Clarke, $990, A. E. Holmes, $1,140. J. Love, $1,005; elevator operators, 
A. Beveridge, y. less 4 d., $1,186.67, S. March, $1,260, 7 M. Mowat, $1,260, 
Wis Or Williams, $1.080; engineers. A. G. Austin, $1.560, W. G. Hulbert, $1,530; 
fireman, M. W. MeLiean, Apr.. Oct. 84Mar. 31, $643. 54: fireman-labourer, F. 
- Townshend, $1,260, overpaid $60: temporary labour, $499, 51; window cleaning; 
$105; flooring. $4,598: fuel. coal. $354. 80, gas, $706.61, oi], $4, 435.99; light and 
power, $2,052.33; repairs. $976.30; three doors, $675; ‘uniforms, $110. 80; water, 
$156.35; sundries, BOOTGEN Lraiaap st BOL Bio hteatds .BRLS Seo dae ey af RRR i ents 


10,660 
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Part V—-59 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 
Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 
BRITISH COLUMBIA—Con. — COLOMBIE BRITANNIQUE-Suite 


Vancouver Exchange Building:—Rent, Meteorological Office, 11 m., $990, Steam- 


ship Office, $2,400; sundries, $103.92......... ccc eee eee eee eee eens wees eee: 3,493 92 
Vancouver Immigration Building:—Fuel oil, $1,084.94; gas heat, $339.96; light and 

power, $1,283.48; water, $753.45......... cece cece teen eee eee eee e eee nnees 3,461 83 
Vancouver, Indian Agent’s Office: —Rent......... ec cece cece cece reece cece eras 1,992 00 
Vancouver Letter Carriers’ Depot, Kerrisdale’ P.O.:—Rent...f. 00.2... ee 2,400 00 
Vancouver, London Building:—Reut, Labour Dept., 10 m. to Jan. 31, 1932, $900; 

aoa eo cee er eect ta? UNee eee AS lcreetei erg cite et esp tel bit 949 02 
Vancouver, Marine Dept.:—Garage rent for radio imspectors’ cars, A. P. Gal- 

braith, $60,-T; M, Ramesay; ‘9 “m, “to ‘Dev. '31, 1982. Siete ewan kes 132 00 
Vancouver, Marine Dept., Radio Branch:—Rent, $1,140; sundries, $46.50......... 1,186 50 


Vancouver, National Defence Dept.:—Rents, Empire Bldg., $660, Holland Block, 
$3,480, Horse Show Bldg., $9,000; Navy League Auditorium, $4,800, arrears, 


TA A0eR 0 O095- WATT. SEA Gh PRCSL. B00 ee, eee ee ee te a. 19,965 00 
Vancouver, Pensions and National Health Dept., Vetcraft Shop:—Rent, July-Jan. 700 00 
Vancouver Postal Station “.A’’*—-Rent, $2,607; sundries, $132:15...° oe ees erat Py tad IE) 
Vancouver Postal Station “B”:—Caretaker and engineer, R. McLennan, $1,500; 

Fient SL0O ee rele t0s SUNOTTCRY GOULZO es mons se me wien * ain one ragien ns. Goses ot ace eiaae 6,076 68 
Vancouver Postal Station “ C”:—Caretaker, F. Connolly, $960 (quarters $300, not 

included); care of clock, $50; heat, $572; light, $151.60; sundries, $385.79....... 2,119 39 
Vancouver Postal Station “ D”:—Cleaner, A. Ainsworth, $1,140; heat, $118.60; 

Hens, oroorr Or ree ce UU.) SUITE er OL U 0 re ee ee scribe ts os pp Ri Sy Dun one ioe a a, oalgke 5,169 66 
Vancouver Postal Station “EK ”:—Cleaner, W. M. James, part time, $480; light, 

STON SIR TEES? ah GRR S55 SII Be er gl lh AA AR a et so ecm ah Re 602 59 
Vancouver Postal Station “ F ”’:—Caretaker, A. S. Shergold, part time, $600; heat, 

Soh) erent wo leeOs menracrem.” Bai «folk Ot Soh Te ee ened tec oe 0 ae Sere bc 3,069 52 
Vancouver Postal Station “ G’”’:—Rent,' $720; sundries, $173.68..... 20... ,0...0 0+ 893 68 


Vancouver Public Building:—Caretaker, W. Hunt, $960 (quarters $300, not in- 
cluded); care of clock, $50; cleaners, A. J. Bowles, Dec.-Mar., $365, A. W. 
Cooper, $1,020, H. W. Fawcett, $900, J. Ferrie, $1.005, J. Gow, $930, H. A. 
Kington, $1,200, G: S. Lowes, Oct. 26-Mar. 31, $389.50, J. McCourt, Apr. 1- 
Jan. 14, $708.90 (retired), C. Moore. $1,200, J. R. Nixon, $1,200, R. W. Odlum, 
$900, J. Sarginson, $1,200: elevator operators, R_ Allen. $1.260, J. Griffin, $1,200, 
(. W. Ross, $1,200, A. R. Sangster, $1,200, W. G. Sanky, $1,200; watchmen, 
J. Dunsmuir, Apr. 1-Nov. 164, $787.50 (retired), IKK. Myron, Oct.-Mar. less 3 d., 
$501.80, W. W. Pickles, $900; labour, $605.63; window cleaning, $105; heat, 
$189.52; light and power, $4,260.97; painting letter boxes, $1,523.50; rent of 
space for Christmas mail, $560.71; repairs, $2.255.82; telephone, $85.20; uni- 


forms, $166.60; awater 2:$610:50;;, sundries.» §2;203 0G). tore}. .tabald beet a TLR GR os 32,844 21 
Vancouver, R.C.N.V.R.:—Rent, in fina! settlement of claims, $500; sundries. $20.65. 520 65 
Vancouver, Soldier Settlement, 780 Beatty St.:—Rent, 12 m. to Mar. 15, 1932..... 1,800 00 
Vancouver, University of British Columbia:—Allowance for Officers’ Training 

Gara LOS Wel CS!. ca tas. or Phiabd. «in epahsnel tc a tithe BR oped.» 4 2 PRT DE does cael. 551.18 


Vancouver, Winch Building:—Foreman, char service, J. F. Regan, $1.320; cleaners, 
J. Craig, $1,140, W. G. Goldney, $1.200, A. EH. Kennedy, y. less 2 d., $1,133.87, 
L. McEwan, $1,020, T. H. Martin, $1,020, J. Mullins, $1.020, K. Myron, Apr.-Sept., 
$510, E. Shimmin, $1,005, H. C. Taylor, $1,200; elevator operators, 8S. R. 
Golton, $1.200, J. Henderson, y. less 189 d., $575.93; labour, $716.26; filing 
cabinets, $230: light and power, $2,890.60; moving partitions, $630; painting and 
cleaning. $2.201.80; rent, sidewalk area and tunnel, $165.20; repairs to furnace 


linings, $1.475: telephone, $133.20: water, $165.15; sundries, $3,406.77........... 24,358 78 
Vancouver Buildings Generally:—Electrician, E. O. Moores, $2,251.92; lamps, 
CeO nee OSE NS Ok. POR LS sie cee el ieee val otal orate lanas) dh ke ch 2,838 85 


Vernon Public Building:—Caretaker, S. H. Kaufman. $1,140 (quarters $300. not 

included): care of clock, $50; heat, $425.64; light, $450.71; sundries, $721.33.... 2,787 68 
Vernony Soldieeimatthement— Rents tre eid 2 Gt oe fy usin PS Rea ss oolouhe 825 00 
Victoria Astrophysical Laboratory:—Caretaker, J. Gray, $945 (quarters $300, not 

included), H. Little, part time, $720; gardeners, J. A. Dobbie, July 8-Mar. 31, 

$789.68, W. J. Jewell, Apr. 1-Aug. 7, $507.10 (retired); labour, $138.88; heat, 

SL.119.42> Nightvand. power! -615127.93,. sundries, $3.50 4. sss aaa cress cle RS 5301 51 
Victoria Custom House (old):—Caretaker, J. W. Young, $960 (quarters $300, 

not included); heat, $360.98; light, $142.40; sundries, $506.84...............0... 1,970 22 


Part —V—60 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion-Suite 


BRITISH COLUMBIA—Conc.— COLOMBIE BRITANNIQUE-Fin 


Victoria Examining Warehouse:—Caretaker, A. W. Ward, $1,380; heat, $142.36; 
light and power, $156.16; '‘rent, $4,200; sundries, $182:23...........0++sccceecn 
Vietoria Farm ‘Loan ‘Board: Rent oc icc. ake eiarcose ee ste cc cee, 


eeceeeececeere eee eee 
PTO LO1 O50) ONOYO 0. ©) OCFOTS © 016s Se Sle eig: © 'e oe) ee 'elety,c)e efetals ee ‘e\eie p01 6 0 © 0:0) eee 


SY SNS KO) 0, © ONO GO! OS elie heye, (0) 'e- 0.6 (6 16. le |p) 0 6) 9000) \6 0's} 0 0) elevebhebeol ere selie-egelevene 


eee eo eee eee eee 


O18 Te) 8 0) 0) 0) eV eer e ne: 6) O58 le fe essere (eo. 6) erje',6 @) 0. ef evet so elenedeviens 1s | ‘ote 


British Columbia Generally:—Travel, T. J. Arnall, $445.75, J. G. Brown, $145.83, 
C. F. Dawson, $1,521.13; electric lamps, $965.34; upkeep of ear, gasoline and oil, 
$220.28, repairs, $120.56; King’s Printer, printing, $69.80, supplies, $285.27; 
Hime: furniture, $588.83; postage, $292; telephone tolls, $135.72; sundries, 


0.0 (o OPeeyegeyege Oe eT eReue, eye Sie” ore 1 Nets se lle je) biel che (e's lorie etevere)e: eteilecelsedel oe leleitaiieite.e bagel el etoile reiieticee tole 


“CANADA BUILDING,” LONDON, ENGLAND — LONDRES, ANGLETERRE 


Salaries and_Wages—Traitements et salaires:—Janitor, G. Cope, $1,345.63; 
engineers, F. H. Babcock, $938.13, N. W. Sheppard, $1,005.85; liftman, W. T. 
Halton, $921.33: cleaners, $3,859.78; care of elocks, $33.45...........00 000000 ee 

Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, etc.:— 
Alterations and repairs, $8,443.16; electrical goods. $419.83: elevator inspection 
and_ repairs, $247.17; flood lights, installed, $290.68: fuel oil, $532.29; furniture, 
$595.41; janitor supplies, $351.11; window cleaning, $306.60; sundries, $193.33... 

Miscellaneous — Divers :—Architect’s fees, $438: dictograph maintenance, $70.57; 

electric current, $3,073.40; gas heat, $602.23; insurance, fire, $164.25, unemploy- 

ment, $124.10; rent, $9,734.81; taxes, $8,313.91; uniforms, $146; water, $2,021.63. 


Hic 


GENERALLY — EN GENYERAL 


Northwest Territories:— 
Fort Smith, Engineer’s Office:—Rent, $1,440; sundries, $12.................005 
Dominion Buildings Generally:—Advertising. 887.82: furniture. $16.702.44; 
labourer, $402; sundries, $139.30; detailed with Ottawa Buildings Repairs 
(Page V—25), $34.40. 


oe oe) 8 efueiiie © le sites] 0 e 6,6 eee he “ew it 6%; 0 60a) ©. 0.16 0 cele je) Fie eo) 0) 0.10; 107.0 16) 0. etal). « a) Sia 


4,289,963 


Less—Charged to Dom. Public Buildings, Improvements, etc.— ' 
Vote 184—Maritime Provinces............0...cccewccccccccen (Page V—12)$ 42,915 19 
Viete: 185-—Quebee!t in wk ciliata, OREM Sak ee Bae (Page V—12) 98,438 13 
Vote :186—Ontariol Manet sagay) OLE ante AG sad eto tee (Page V—13) 119,782 14 
Vote 187—Manitobat.eful. iddilt: A. Gace sore ee (Page V—14) 11,619 31 
Vote, 188—Saskatehewan!.. .s.cei2!.. Si deesilcid Oh. Cn Rae (Page V—15) 19,978 69 
Note 189—A I bertasuces conn. cuiaecs en A Se resem, owe (Page V—16) 8,621 74 
Vote 190—British ‘Columbia: (isde.) e500. ee LL. ike tak (Page V—16) 35,386 12 
Vote 191—Public Buildings Generally..............00-0 00005. (Page V—19) 9,953 34 
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2,691 


1,290 


2,454 : 


2,923 


29,140 
4,153 


8,104 


11,379 


24,688 
44,172 


1,452 


18,165 
19,617 


67 


oi 


346,694 66 


AS a'h)s Siaueye one iyaia aes Sane tle are $ 3,943,268 88 


Part V—61 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


ee 


Vote — Crédit 192— Public Buildings — Kdifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 


Dominion Public Buildings-Con. — Edifices publics du Dominion-Suite 


Charged as follows—Imputées comme suit:-— 


Fittings, geagoabisuppliesiand furniture’) 12 7WeHee ow. 2 0E AI PP AZ AUTOR. 86,396 79 
PCR CINE 5 GATT RARE IAAGA LIE AUR EAA ES 55g PUTNAM BOS LLL OS, SE EAR 394,893 42 
iG oh ME ing tO WERE oo. Gt hiete At era coo «teh ecu RT OE DUIS a 0 itierd exie,s dbo tS oan vc wwe 300,180 27 
RANE Pin., f GPSO RTs ROM oP RGU ce RUE ene IROL. Lee oo) Jem 1,850,010 52 
Salaries, of. caretakers, firemen, ete s).i sph e. aecreyelotelote Helote oe ee eek Bills ose 1,177,087 00 
Weupplies: ior caretakers, ete i). 1182s thee. oe es Oe PP OM 58,652 74 
a OR NE AW ti. duly aes. et oe 76,048 14 
Totenrey tak ieee nosy. ae ROARS A Seieddactinra «oy $3,943,268 88 
Classified as follows — Classifiées comme suit:— 
PLM EOOMMUNENVNIADOS SUR occ. 5 bec oe sine « «Of e se cL TARR Ae 11705732. 41 
(SSW hog a a EP lathe capa fey lee lle eh hale age 36 5 
Materia, oupiics.” hensiire (general, ....accecae . otk ee eee 489,333 39 
Vien ALiOner ys oe tat on fs ts. ere a 14 O01 
eee COON, ert en ne Se eS nt Lene) sere See ee Rie ee ya he hs ag 


$3,943,268 88 


DOMINION IMMIGRATION BUILDINGS: REPAIRS, IMPROVEMENTS, ETC. 
EDIFICES DE L°IMMIGRATION: REPARATIONS, AMELIORATIONS, ETC. 


Nova Scotia:—Halifax Ocean Terminals, painting, etc., $900; Sydney, sundries, 


eee i cites «. Ceaac PNP ER Abe. PPE WET <4 devtoue sig eve, Mor S te Oly» la? oostcnteh cle io-a aie as 4 Ne 944 
Now Brunswick:—St. John, plumbing, $1,980.34, repairs and alterations, $3,057.50, 
eimdries, $2 lor “\Woodstacks* linoleuni,? $52 Say.. Soe ce. Fs ROR Gs lee fas 5,304 
Quebec:—Armstrong, repairs, $48; Montreal, boiler, $1,768, repairs, alterations, ete., 
$2,000-07 1 uenec,. general repairs $1803.62 6: «.20y OR a eel RR 6,308 
Ontarig:--riveon River "bridge, repatraecs. ss betes os dee ee ees eae 17 
Manitoba:—Winnipeg, repairs, etc.: No. 1, $1,044.12; No. 2, $356.14; No. 3, 920.002, 1,420 
Daskatciewanl.-—. Prince Albert, paintmme., Cte)... et. ele oe cae coe Oe A poe 252 
Alberta:—Coutts, new fence, etc., $491.90; Edmonton, repairs, $128.32; Grande 
Mraivien paimting, 020) #Opirit, iver. Tepairs (£5.00. of. 0 ete Th. eee 833 
British Columbia:—Vancouver, repairs, $1,558.14; Victoria, repairs, $629.03........ 2,187 
Total (see Summary — voir Sommaire, page V—111).................. $ 17,268 
Classified as follows — Classifiées comme suit:— 
Materialia, Supplies, Repairs cteme. asic e. oo kh iid oe Pe 17,242 40 
PECGLLANCOUS. 2. a OS dar es ME ee eed 26 08 


$ 17,268 48 


DOMINION QUARANTINE STATIONS: MAINTENANCE 
STATIONS DE LA QUARANTAINE DE L’ETAT: ENTRETIEN 


New Brunswick:—Chatham, repairs, $250; Tracadie, supplies and repairs, $1,036.15. 1,286 
Quebec:—Father Point, repairs, $920.52; Quebec; Savard Park, repairs, $958.43.... 1,878 
British Columbia:—Williams Head, repairs and alterations, $3,281, sundries, 


$3,605.23; Vancouver Food and Drug Laboratory, fittings. ete. $683) <5. eae. 7,569 
Total (see Summary — voir Sommaire, page V—111)..............000- $ 10,734 
Classified as follows — Classifiées comme suit:— 
Materiales Supplies, Repairs;® etex. i javrdels. . dose ieolcec els 10,707 68 
Miscellancorisee paren We fbb Gs. sole tes ORL) PIPL EL” 26 65 


$ 10,734 33 


Part V—62 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 192— Public Buildings — Edifices publics — Rents, Repairs, 
Furniture, Heating, etc. — Loyers, réparations, ameublement, chauffage, etc. 
Dominion Public Buildings—Conc. — Kdifices publics du Dominion-Fin 
VICTORIA, B.C., ASTROPHYSICAL OBSERVATORY (LITTLE SAANICH MOUNTAIN): MAIN- 
TENANCE, REPAIRS AND IMPROVEMENTS — OBSERVATOIRE ASTROPHYSIQUE DE VICTORIA 
(LITTLE SAANICH MOUNTAIN): ENTRETIEN, REPARATIONS ET AMELIORATIONS. 


Balance contract for general repairs, $246.35; sundry supplies and _ repairs, 


PEDO fo UD. been suns Sale ba SE PO eae er Ee ee: DR Ore: 7 an ee $ 


(See Summary —voir Sommaire, page V—111) 


YUKON PUBLIC BUILDINGS —- EDIFICES PUBLICS DU YUKON—RENTS, REPAIRS, FUEL, 
LIGHT, WATER SERVICE AND CARETAKERS’ SALARIES—LOYERS, REPARATIONS, 
CHAUFFAGE, ECLAIRAGE, SERVICE D’EAU ET SALAIRES DE GARDIENS. 


Caréross:—Supplies, $78.76: wood, $240: 7water; $5,007, 92. Sei sk ee oe 
Dawson Administration Building:—-Caretakers, C. Corbeil, $2,280, J. Wyness, 
$2,280; sundry labour, $4,023.92; repairs, $895.83; wood, $3,575.28; light, $1,274.39; 
telephone, $285: arater, $1836; sundries, Bos 40sAn. Ve, Wee eek ie, Ree 
Dawson Buildings Generally:—Labour, $381.09; water, $1,272; sundries, $386.82.... 
Mayo'——Eabour, $1053 rents: $660: sundries, $592. 7000. . idle, SS. ee 
Whitehorse:—-Caretaker, J. Porter, $1,980 (quarters $300 not included) ; firemen, 
ete., $200; wood;°$624" light, $328.25%' sundries, ($549.84 0 Via. 2s... .. +. os. dee 


324 


16.503 


2,039 


1,357 
3,682 


Total (see Summary-——voir Sommaire, page V—Ill)................. 
Classified as follows — Classifiées comme suit:— 
POLAIMeS MATE Ny ees :,.. tc Bal. Misia ya Zio -e ath'sid ai Bly Wu ue me colar) 11,282 82 
Materials, Supplies, Repairs, etc............... oh RE TRS (A 6,303 64 
Misoellaiveous: oy yices ein OAOE les ON wits s REG Baa iss ews eels pal ee 6521.82 


$ 23,907 78 


Votes — Crédits 193 & 418 — Harbours and Rivers — Ports et rivieres 


Nova Scotia — Nouvelle Ecosse 


Advocate, wharf repairs:—Labour, $2,323.23; supplies, $1,933.39................ aed 
Anderson’s Cove, repairs to breakwater:—Labour, $842.25; supplies, $658.66...... 
Annapolis Royal, wharf repairs and improvements:—-Labour, $3,140.13; supplies, 

PL, L0S.oL6 Sundries.’ e150.) Wh. . <5 % sao ase eee e vee ee ee eee 


Bay St. Lawrence, breakwater extension and repairs:—-Labour, $111;80; rsupplies, 
BU AUS 57 TE SRI CLs ex cobanaeorah Hebe tL oke eureuees 


oe fe eh ate abt: ofate see ale isle is 0 6 


$) 950) of RU OLR OTe 6 feo) lL eiiel pel qe (0161/6 26 teks ip tel well'e. le: :eue-tee lo 
[eaves te) oY 8 ce 
9) ele) Che O76 Rete le ¢ @ je teheks 10% « 


Cow Bay (Port Morien), breakwater repairs:—Labour, $1,768.80: supplies, $1,240.80 
batt a uae breakwater extension and repairs:—Labour, $1,877.05; supplies, 


SO SSS 819 Oe: fel 6 9 % 16 Kote Ta tere, ane veneer nina! (aes elie! elon at wy eho 


Digby, harbour. improvements:—Inspection, $434; labour, $6,642.35; balance, 
supplying and installing elevators, Otis-Fensom Elevator Co. Ltd., $4,430; balance 


@ 9 O S 0 Uw ia Tee" © ie. 0 ate dy 'o ee te) ak 9 ® ete ele ca a le 


62 
91 
55 
72 
22 
56 
33 


00 


25 
10 
44 
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00 
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60 


65 
92 
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Part V—63 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 193 & 418 — Harbours and Rivers — Ports et riviéres 


Nova Scotia-Con. — Nouvelle Ecosse-Suite 


Dingwall (Aspy Bay), breakwater repairs:—Labour, $3,766.55; supplies, $10,140.17. 
East Berlin, breakwater repairs:—-Labour, $1,128.25; supplies, $871.65............. 
Eastern Passage, repairs to harbour works:—Labour, $2,330.27; supplies, $1,659.10.. 
East Ferry, wharf:—-On account contract H. B. Bigelow, $3,120; sundries, $116.09. 
East Jordan wharf repairs:—Labour, $794.19; supplies, $705.14.................. 
East Port Medway, wharf extension:—Labour, $508.40; supplies, $584.83........ 
East Sandy Cove, wharf improvements:—Labour, $937.01; supplies, $649.65...... 
Englishtown, wharf repairs:—Labour, $1,226.07; supplies, $1,259.36.............. 
Fall’s Point, wharf repairs:—Labour, $663.80: supplies, $835.60...............00. 
Feltzen South, breakwater repairs:—-Labour, $672.30; supplies, $828.32............ 
Freeport, breakwater repairs:—Labour, $4,926.15; supplies, $6.532.12............ 
Friar’s Head, harbour improvements:—Labour, $1,529.35; supplies, $895.02....... 
Gabarus, breakwater repairs:—Labour, $1,287.75; supplies, $2,711.40............ 
Goose Bay, wharf repairs:—Labour, $1,658.62; supplies, $1,338.83:....:........... 
Graff Beach, harbour protection work and breakwater repairs:—Labour, $1,116.80; 
ELE INES 60 lea 4/0 a ae Al se ean a eg iM ti i seed: eR ih ar Penal ae Lai in ae 
Grand Desert, harbour protection work:—Labour, $1,840.41; supplies, $1,543.67.... 
Grand Etang, repairs to piers:—-Labour, $2.835.45; supplies, $3,362.02............ 
Granville Centre, wharf reconstruction:—Labour, $1.493.97; supplies, $1,505.47.... 
Grosses Coques, repairs to harbour works:—Labour, $3,009.44; supplies, $1,490.56. 
Gunning Cove, wharf repairs:—Labour, $539.70; sunplies, $651.05............ 
ae wharf improvement and dredging:—Labour, $2,701.29; supplies, 
Ba es Cove, reconstruction of harbour works:—Labour, $1,920.20; supplies, 
Herring Cove, breakwater repairs:—Labour, $4,030.56; supplies, $2,953.71.... 
Inverness, repairs to harbour works:—Labour, $3,870.45; supplies, $4,128.45.... 
Irish Cove, wharf repairs:—-Labour, $95.70; supplies, $2,299.30..............-- 
Joggins, repairs to breakwater wharf:—Labour, $2,565.01; supplies, $1,407.40.. 
Kelley’s Cove, wharf repairs:—-Labour, $1,271.39; supplies, $714.39.............. 
Ketch Harbour, wharf extension:—Labour, $630.21; supplies, $582.93............ 
L’Ardoise Beach breakwater extension:—Labour, $1,332.06; supplies, $1,067.91.... 
Litchfield, breakwater repairs:—Labour, $1,378.24; supplies, $821.61.......... 
Little Anse, breakwater repairs:—lInspection, $981; labour, $566.16; balance con- 
Breuction, Vamos. Dy “Morrison, ($12,754.98: sundries, $297. 8ls so. 2......60ss 
Little Brook, breakwater repairs:—Labour, $6,408.63; supplies, $3,563.40...... 
Little Caribou, dredging:—-Inspection, $109.50; on account contract, Beacon Dredg- 
Ta Neorg ee, PGE BAO SUDO LIOS iB O D2 «iia crassa Boys -c cheteuciaise 6 aldol sh olaeoeiorudoort ai Blas 
Little Harbour, breakwater repairs:—Labour, $870.59; supplies, $729.13...... 
Little Judique, extension and repairs to harbour works:—Labour, $1,590.82; 
SADE er meal 2 thea sob. es Sie Nee, SA VAL. Sass che © es ym egpausie Vie ddeumareiguuck ee bees 
rea Cove, breakwater repairs and improvements:—-Labour, $1,742.55; supplies, 
REG EM Ce ote a AR toc, RAR ual, citi oF Wie ae Ska Lipwosd c,h susie cs, dues’ heoin cal sssiebedalo Sin 
Louisburg, wharf:—Inspection, $745; balance, construction of wharf, Colin R. Mc- 
DGN OE. OU Lat LED ALLey Rel OU sue BUTT Ys «(pO RAG “ais be tedetere L ccm cuniFane veces ofiaee 
Lower Sandy Point, breakwater repairs:—Labour, $1,137.40; supplies, $859.18.. 
McKay’s Point (Judique), breakwater extension:—Labour, $1,602.88; supplies, 
Pr eae oh ee Ase BNE shad ink suciectioae) HE SITLL | carnal ds tuoretarta ase « Mae aed aesned i 
Mabou Harbour, repairs to groynes:—lLabour, $704.08; supplies, $781.41...... 
Margaree Harbour, repairs to harbour works:—Labour, $3,803.08; supplies 
SE OOO wcactals loses tem ett A ed Bs ead vin devote sboadiets, «re a RRR dicta codes si fiah, sR Phew!) 
Magaretville, breakwater repairs:—-Labour, $6,337.16; supplies, $3,661.77........ 
Meteghan, breakwater repairs:—Labour, $1,637; supplies, $1,336.30.............. 
Murphy’s Pond, harbour improvements:—Labour, $1,027.25; supplies, $1,472.64.... 
Musquodoboit Harbour (Pleasant Point), dredging:——Inspection, $110; balance 
contract dredging and brushing channel, Halifax Dredging Co., Ltd., $9,547.96; 
SUMOPICS Gelb OO re Tee Le ROS) IN Fed ees TO Inet CRIME SM TW EG, OEY 
Neill’s Harbour, breakwater repairs:—Labour, $2,519.20; supplies, $2,278.04.. 
North East Point, Cape Sable Island wharf:—Purchase of wharf and site, Pro- 
vincial Government of Nova’ Scotia...... nes Senet Sree ae be S)? 6 £8 ete ee 
Northport, wharf construction:—Labour, $1,848.90; sundries, $766.36; less $115.26 
fetavied with Northport, D nemplovyment Keller. se. lee ee ee 
Parker’s Cove, breakwater repairs:—Labour, $1,238.14; supplies, $759.87........ 
Parrsboro, improvements to Riverside Pier:—Labour, $4,413.35; supplies, $3,499.77. 
ne rebuilding harbour protection work:—Labour, $2,899.10; supplies, 
Pe nna Re em, cata ut aeRG Ric ys tues huts 0: af DOA rEa © ace. 0.2.6 Ae.° 
Pea’s Brook, wharf repairs:—Labour, $793.20; supplies, $1,004.87.............. 


13,906 
1,999 
3,989 
3,236 
1,499 
1,093 
1,586 
2,485 
1,499 


Part V—64 . 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 193 & 418 — Harbours and Rivers — Ports et riviéres 


Nova Scotia—Con. — Nouvelle Eeosse-Suite 


Petit de Grat, wharf:—Inspection, $463.50; balance construction, T. D. Morrison, 

Doyle & Doyle, $7,497) 0 sundries stG36.75 025). A0. oMeniidds aati a iaehn ees j 
Phinney’s Cove, breakwater repairs:—Labour, $1,264.91; supplies, $1,139.73...... 
Pictou, dredging: —Dredging, Halifax Dredging Co., Ltd., $7,111.64; sundries, $72. 
$3,318. ‘83; supplies, $2, 088.51; repairs, 


90 
Pitten Island, wharf extension: eT ehour S1 o2det SUPDIIGE. ASO bare ore ta alae e aape> 
Pictou Landing, completion of breakwater: —Labour, $594.33; supplies, $1,205.18. . 
Port George breakwater repairs:—Labour, $3,326. 41; supplies,y $1,598.32... sd ar. 
Port Greville, wharf repairs:—Labour, $588.83: supplies, 0 Oe: Se ae: © a 
Port Lorne, breakwater repairs: —labour, $5,654.20; supplies, $3,845.34......... 
Port Williams, extension to vessel bed and whart improvements:—Inspection, 
$230; labour, $1,171.98; balance construction, H. B. Bigelow, $4,512.50; sun- 
dries, $793.63 scele ce ce 0 eck 6 0 Bip eidiiee Ripe cle roe Ce oe ta eee 
Poulamon, wharf extension and repairs:—Labour, $1,359.20; supplies, $2,199.15. 
Saco prebelte to departmental railway wharf: —Labour, $2,130.95; supplies, 
TAL OT | as km been: ha. of AEE. outs amurioe dea eihe dolsars che, Get aE ere re, Se ee 
Ray’s Creek, wharf:—Construction, Parsons & Parsons, $5,319.55; sundries, 
5360 


Red_ Island, breakwater repairs:—Labour, $3,129.50; supplies, “$2,872.17... 2.27. 
St. Francis "Harbour, breakwater repairs: —TLabour, 2.060. 69; supplies $2,438.17. 
Sandford, breakwater repairs:—Labour, $1,585 40; Stlupiies ee re 2 le, ee 
Scott’s Bay, repairs to harbour works: —_Labour, $905. 49; a $594,506... 
Seaside, wharf extension:—Labour, $5,639.54; supplies, PO eam ele fo 
Sheet Harbour East, wharf repairs:—Labour, SZ 541.2: aes $1,758.46. 
Skinner’s Cove, repairs to piers:—Labour, $730.57; supplies, $769.33.......... 
Smiley’s Point, breakwater repairs and shed:—Labour, $982.15; supplies. $1,014.88. 
South Cove, wharf repairs:—Labour, $574.90; supplies, $921.30................ 
Spencer’s Island, wharf repairs:—Labour, $791.90; supplies, $969.73..... A a Noses. 
Swim’s Point, wharf repairs:—Labour, $1,526.50; supplies, $1,420.80............ 
Sydney (Whitney Pier), wharf repairs: —Tabour, $2,244.26; PUDEMSS: $3, LA vail 
Tangier, wharf repairs:—-Labour, $2,365.37; supplies, $1, DL AO Tet ati. ¢. ate o's .«s 
mo Ponds (Pleasant Bay), harbour improvements: —Lahbour, $3,486.66; supplies, 
De DOOD Sie ate ctets gate | eee apm rare oohat 2 Caen mee ee ie on ae ee ee Mees a eB 
Three Fathom Harbour, repairs to harbour works:—Labour, $4,401.44; supplies, 


+ Pe be I ey tne ets” Rabi ARE ween: f= > lists nota teary as Go 4 od Se ee ae 
Tommy’ s Beach, hoisting. engine and skidway:—Labour, $1,020.84; ah $917.66. 
Toney River, repairs to plers:—Labour, $1,159.12; supplies, SSO teal. ss ates 


Trenton, wharf extension and repairs: —TLabour, $585. 40; supplies, $712.42.....° 
Trout Cove (Centreville), repairs to breakwater: —Labour, $3,569.72; supplies, 


i D7 Re a UT LEE ae ee ANN yal eek - 
Upper Prospect, breakwater repairs:—Labour, $1,137. 45: satolies: SL OOL nee 
Upper Woods Harbour, wharf repairs: —TLabour, $717.72: supplies, $770.15.%.%.. 


Vogler’s Cove, wharf repairs:—Labour, $431. 93; supplies, LOS dial ye > cue cone 
Walker’s Cove, wharf :—Labour, $3,358.92: supplies, $5,068.43; ae? $726: 65. 

Wallace, wharf, repairs:—Labour, $1,327.10; supplies, $1,875.81. -70........... 
Watt’s Settlement, wharf repairs:—Labour, $877.50; supplies, $990.05 oe, owns 
West Advocate, breakwater improvements: —Labour, $607.26; supplies, $479.25. 
West Arichat, breakwater repairs: —Labour, $1,601. 85; supplies, $898.41........ 
West Baccaro, breakwater repairs:—lLabour, $3,221.94; supplies, $1,677.84........ 
West Dover, wharf repairs:—Labour, $1, 813. 43; supplies, $1,183.52 eR aS 


West Head, Cape Sable Island, breakwater - repairs:—Labour, $1,918.53; supplies, 


SLOG ET crs ss eee beeegk e veste SIEGE, MUL Cat hem meres lena armen CE, sce uth Wk sentC. 
Brews Point (Scotch Cove), breakwater repairs:—Labour, $1,156.68; supplies, 
OOO ie, £9. GON Fe telerocise ISG, [EO te. se OU ie eeree eiaenieas eae. ir 
Winikor, wharf extension:—Labour, $3,366.32; supplies, $6.698.05; sundries, 
OTT SL OMME ERR. SOL oe nln Garde lady GE os RNG etd SaaS PRE GM SERIE. Rotarcss Sexeysind joys 
Yarmouth Bar, breakwater repairs:—Labour, $3,212.19; supplies, $1,685.59.... 
Harbours and_Rivers, generally:— 
Barrington Passage, ice piers: inspection, $39; labour, $39.25; supplies, $2,123.09; 
MIA VTESA STIS00 98 oo sis os oe ss 0 0b 0% w ole Ne ee MeOMMRs Spam MMMM ob ok lai ca.'s Cay of arses 45:3 s0r6 
Bass River, wharf repairs: labour, $676. 90: “supplies, “fill ee. 1 
Battery Point, south breakwater: labour, $510.90; supplies, SCROLL AO ays nigtal «uke ize 
Baxter’s Harbour, wharf approach: labour, $423; GE DD LL Cea Ok 2 wueceiese aus «ns 
Bear Cove, (Halifax Co.), skidway repairs: labour, $509.35; supplies, $142.34. 
Big’ Bras d’Or, wharf repairs: labour.........-...+..-seesee eee eee re eeeeeee 
Blanche, breakwater repairs: labour, $689.47; supplies, $98.73...........cue-ae 
Bull’s Head, Stoney Island breakwater: labour, $434.01; supplies, $465.94...... 
Canada Creek,. breakwater repairs: labour, $455.95; stipplies, $350.02........ 6 


7,997 25 
2,404 64 
7,183 64 


6,997 34 
5,000 00 
1,799.51 
4,924 73 
2,066 27 
9,499 54 


6,638 11 
3,558 35 
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Part V—65 

DETAILS OF -EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 

Votes — Crédits 193 & 418 — Harbours and Rivers — Ports et riviéres 

Nova Scotia—Con. — Nouvelle Ecosse-Suite 
Harbours and Rivers, generally—COon. } 

Cap Auget, fish shed, etc., repairs: labour, $352.10; supplies, $247.90........ 600 00 
Cape Negro Island, breakwater repairs: labour, $521.99; supplies, $477.31.. 999 30 
Cap Rouge, breakwater repairs: labour, $497.12; supplies, $303.37.......... 800 49 
Cape St. Mary’s, breakwater, wharf repairs: labour, $634.81; supplies, $361. 995 81 
Carr’s Brook, wharf repairs: labour, $353.85; supplies, $445.38............ 799 23 
Central Grove, hoisting engine: labour, $240.85; supplies, $537.53............ 778 38 
Chapel Cove, shore protection: labour, $589.20; supplies, $359.91............ 949 11 
Chester, wharf repairs: labour, $255.62; Suppiacsiy SS48.26 7 aiek c,h PEON 603 88 
Chipman Brook, wharf repairs: labour, $505.70; supplies, $94.30.............. 600 00 
Chris Cove, breakwater repairs: labour, $463.70; supplies, $331.95.......... 795 65 
Church Point, wharf repairs: labour, $701.51; supplies, $287.35.............. 988 86 
Coffin Island, protection work repairs: labour, $442.55; supplies, $554.45... 997 00 
Cripple Creek, east and west breakwater repairs: labour, $916.34; supplies, 

OG i, ORF I Sle, «6 Rik Ns ei AAA PT Me SLID AA BOSS 2 gd AAs 2 Atl siele oes’ « ERietde onde ld 1,320 00 
Ecum Secum, wharf repairs: labour, $582.40; sundries, SD TAO obraite « Selanddnelem « 957 08 
Five Islands, wharf repairs: labour, $374.83; supplies, $611.27.............. 986 10 
Fourchu (Cape Breton), wharf repairs: labour, $177.10; supplies, $372.03..... 549 13 
Fox Island, breakwater repairs: labour, $540.22; supplies, $456.............. 996 22 
Halfway Cove, brush dam: labour, $655.35: SUBOCISS ALS OG ALE. «oid tla -te 673 35 
Hall’s Harbour, wharf repairs: labour, $499.43; supplies, $300.57.......... 800 00 
Hampton, breakwater repairs: labour, $618.50; supplies, $290.37............ 908 87 
Harbourville, wharf repairs: labour, $596.44; supplies, SEOs atin eel « cae 799 79 
Hunt’s Point, wharf reconstruction: labour, $580.72; supplies, $306.08........ 886 80 
Isaac’s Harbour, wharf repairs: labour, $266.80; supplies, Ds iiais clea hcdet alte 600 00 
Johnston’s Harbour, wharf and shed repairs: labour, $437; supplies, $124.60.. 561 60 
Kelly’s Cove, breakwater and wharf repairs: labour, $743. 92; supplies, $255.22.. 999 14 
Ketch Harbour, breakwater repairs: labour, $1, 293. 90; supplies, $305.94...... 1,599 84 
Kraut Point, wharf repairs: labour, $513. 65: supplies, Bato HM oy Mala bualets 985 46 
Little Tancook, breakwater repairs: labour, $381.05; SUNALICS er PONG clan cle « ad aioe 734 77 
Lloyd’s Cove, inner end breakwater: labour, $1,503.42; supplies, $227.35...... 1,730 77 
Eel ae Kingsburg, (Gripps Cove), breakwater repairs: labour, $379.08; supplies, ; 

ee eS wean A RRR SAP «at BAIN aad Slclievcia s, sob age eis ele ei sLel ators eis fe. etd 00 40 
Lower Selina, wharf repairs: labour, $273.15; supplies, $226.85.............. 500 00 
Maitland, ferry wharf: labour, $394.99; supplies, Beets tite oe calle en eu one an ute 541 62 
Malignant Cove, wharf repairs: labour, $573.35; BUDDLIBS, | POLLO me oe on 0 Synindin « 897 13 
Marble Mountain, wharf repairs: labour, $510. 25; cake) aN or a Jo eR ER 739 58 
Margaree Island, wharf repairs: labour, $411.82; sundries, $558.39............ 970 21 
Martin’s Brook (Youngs Landing), wharf repairs: labour, $244.95; supplies, 

SOTTO Or ce ee eee chsh oaks ohaie tae ihn we 50 ae eo ieeie ? Bit ee ye ee ofesrele seo sree eS eho 586 28 
Meteghan River, breakwater and wharf repairs: labour, $802.83; supplies, 

SSE GE TE lgnafeem: al ae geadalelerntearer teria aan Reblabytd tgs Paleahin Gi angling g Segre roster an aw a Be ea PSs 1,190 89 
Middlewest Pubnico, wharf repairs: labour, $441.89; supplies, $440.40.......... 882 29 
Necum Teuch, beach protection and repairs to warehouse: labour, $411.70; 

SUG eA cil 2: ib ge ach al ae bis 2) mPa eae RSPR RIOR cir cae Pra ares 536 42 
New Glasgow, wharf repairs: labour, $224.30; supplies, $324.51.................. 548 81 
New Harbour, breakwater repairs: labour, $680.15; supplies, $345.48.......... 1,025 63 
New Haven, rape Breton, breakwater and wharf repairs: labour, $695.84; 

sundries, $87. OP ee aT ee ae he a Se ee taeda S Saba oferta a hermes 783 63 
Nyanza, wharf repairs: labour, $703.50; BUDDIES,” S200 O42. Fae PM. . seen Meee 999 34 
Owl’s Head, wharf repairs: labour, $717.64; supplies, S1S2 D2 PR ete? 900 16 
Pembroke wharf and breakwater repairs: labour, $272.10; supplies, niet 577 86 
Petite Riviére, breakwater repairs: labour, $567.75; supplies, $4382.24........ 999 99 
Petpeswick Harbour, wharf repairs: labour, $386. 19; supplies, $313. 60. Ry GAL 699 49 
Pleasant Harbour, roadway and wharf repairs: labour, $601.98; supplies, 

RAPA Mt act gehts a ys 0 5 ics, ord Me raroialay) y Since So ther stsha Wie laid aimaleig of #9 sieie s 786 78 
Port au Pique, wharf repairs: labour, $405 .027 suppltés;: $504.95 tn ws, Sete). 8s 999 97 
Port Hood, wharf repairs: labour, "$821 BS sHSUDUUMCS, - OG OM. at. eer es. <<s:s 1,499 77 
Port Joli, ‘wharf repairs: labour, $533.79; ‘supplies, S366:2 bog lian) ae Ae 900 00 
Port Medway, breakwater repairs: about: $504.10; supplies, $396.46.......... 900 56 
Port Mouton, wharf repairs: labour, $475. 20: SUP plies, .DOLS:00 v0 van HoEo Kare 993 50 
Portuguese Cove, repairs: labour, $877, AD: supp lbesyeyP 282.44), 2% Jaen de crohans optGee 1,159 93 
St. Joseph du Moine, road repairs: labour, $718.75; supplies, SSOG3 we. se 799 58 
ee River, Digby County, breakwater. repairs: labour, $524.93; supplies, Lea 

pee lee ee 3 er ee res err ee ee eee | 0 0 
Salmon ha Cape Breton, wharf repairs: labour, $307.75; supplies, F286. 02. 593 77 
Sampson’s Cove, shore protection: labour, $335. 50; SUD UGS, 4 S2OS.40 yin gas ce 598 95 
Sandy Cove, breakwater repairs: labour, $838. 20): "supplies, BOLO EO sa. & oleae ove EGpa) le 
Ship Harbour West, wharf repairs: labour, $406.40; supplies, $292.08 .......% «5 698 48 


Part V—66 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 193 & 418— Harbours and Rivers— Ports et riviéres 


Nova Scotia—Conc. — Nouvelle Ecosse-Fin 


Harbours and Rivers, generally—Cone. 
South Bar (Sydney Harbour), shore protection: labour, $730.02; supplies, 


SR7963 25 SECS ete AS PRED. oo eT BE eigen eee rae, gua soc ae oe 
South Ingonish, reconstructing breakwater: labour, $513.32; supplies, $489.49.. 
Tenecape, wharf repairs: labour, $456.82; supplies. SOAOHG A es cobtsnue a hel caer 


Terence Bay, wharf repairs: labour, $428.89; supplies wSBFL ble lecciny < lnets odie 
Walton, wharf repairs: labour, $443.32; supplies, SOOVELU swies ates « salad Riek. anna 
West Berlin, repairs to protection work: labour, $674.83; supplies, $320.60.... 
Western Shore, wharf. repairs: labour, $305.15; supplies, $494.74.............. 
Westmount (Syduey), wharf construction: labour, $265.96; supplies, $728.23... 
Whycocomagh, wharf repairs: labour, $451.70; supplies, $347.25............... 
Young’s Cove, breakwater repairs: labour, $299.60; supplies, $341.63.......... 
Sundry harbour works: Baker’s Point, wharf repairs, $306.75; Baleine, com- 
pletion of engine house, $318.95; Ballantyne’s Cove, breakwater wharf exten- 
sion, $440.07; Bear. Cove, Dieby County, breakwater repairs, $97.84; Beaver 
Harbour, wharf and shed, $67.60; Black Point, wharf repairs, $499. 95: Black 
Rock, ferry dock repairs, $49.65; Blandford, breakwater repairs, $300.02; 
Boularderie Centre, breakwater repairs, $399. 86; Breton Cove, wharf and 
warehouse repairs, $449.95; Bridgewater, wharf repairs, $175.18; Broad Cove, 
breakwater repairs, $449.52; Chebogue Harbour, harbour works, $300.49; 
Chegoggin, repairs south breakwater, $347.10; Chezzetcook Head, wharf, $20.60; 
Chimney Corner, breakwater repairs, $459. 57; Dartmouth, pier, $121. 88; 
Delap’s Cove, breakwater repairs, $499.82; D’Escousse, wharf, $27; Dover, 
wharf repairs, $49.77; Drum Head, repairs breakwater approach, $499 ; Eagle 
Head, breakwater repairs, $498.28; East Port Medway, wharf repairs, $399.93; 
Finlay Point, repairs to groyne, $499, 75; Fourechu, breakwater repairs, $490.72; 
Israel’s Cove, breakwater, balance contract. Comeau, Gaudet & Comeau, $50.01; 
Kempt Head, fencing roadway, $340; Kingsport, shed on wharf, 8143. 44; 
La Have Ferry, wharf repairs, $20 00.03; Leonard’s Cove, engine ae hoist, 
$79.80; Little Judique Ponds, breakwater repairs, $499. 40: Livingstone’s 
Cove, wharf repairs, $24; Long Cove (Port Medway), construction of skid- 
way, $349.95; Lunenburg, removal of scow, $23.88; Mahou Bridge, repairs, 
$306.46; Meat Cove, breakwater repairs, $352. 97: Mill Cove, breakwater repairs, 
$382.43: North Gut, wharf repairs, $119.79; North Sydney, ballast grounds, 
$300; Ogilvie’s, wharf repairs, $142.87; Osborne’s, breakwater repairs, $355.37; 
Point Edward, wharf repairs, $277.68; Port Wade, ramp of wharf, $499.11; 
River Bourgeois, wharf repairs, $25.05; River John, wharf repairs, $24.63; 
Rocko’s Point. wharf repairs, $250.03; Ross Ferry, wharf repairs, $299.35; 
Seal Island, skidway repairs, $394.50; Shad Bay, wharf repairs, $223.11; Sheet 
Harbour Bay (Western Shore), wharf construction, $482.30; Shelburne, derrick 
repairs, $119.54; Ship Harbour, shed, $19.40; Short Beach, ‘breakwater repairs, 
$242.47; Sinithville, breakwater repairs, $247; Sober Island, fright-of-way 
provincial gate, $26.04; Soldier’s Cove, road and wharf repairs, $449.88 ; 
South Gut, “breakwater repairs, $201.13; South Ingonish Beach, road repairs, 
$200.19; Spry Bay (Josie), wharf repairs, $399.99; ‘Summerville, wharf repairs, 
$99.38; Sydney wharf, renairs warehouse on wharf, $455.90; Tatamagouche, 
wharf repairs, $296.93; Webb’s Cove, ballast beach protection, $385; West 
Advocate, repairs to eroyne, $88. 24; West Arichat, wharf repairs. $499.53; 
West Chezzetcook, wharf repairs, "$147 13; West Pubnico, wharf repairs, 
$308.31; Wolfville, shed repairs, $24.94; Wreck Cove, repairs shear dam, 
SOOO QO . Lek b A. Lots Reenter Ohlis WE UERs Cou Syd heiedl eile nine bopie'e dovetail Seis aot 
Generally: travelling expenses, $144.50; supplies and repairs, $2,949.49; tele- 
grams, $1,012.54; telephone service, $1,360.83; sundries, $1.013.16............. 


Total (see. Summary — voir Sommaire, page V—lll).................. 


909 65 
1,002 81 
997 76 
800 00 
1,000 52 
995 43 
799 89 
994 19 
798 95 
641 23 


18,426 61 


6,480 52 
96,380 8&8 


Classified as follows — Classifiées comme suit:— 


palaries (and, Wares. Qk Meke, Agana eo LRele. aa cha eeeeaeere 260,140 51 
Travelling. Hxpensesie.as 2. We Hldse pean og OS RLS + ae es 357 68 
Materials, Supplies, Repairs, eteGéneralance. 2208 OOM. % eateiee 289,235 61 
Materials, Supplies,“ Repairs, etoy A tos hy To. SoU On. See. Bia 1,057 03 
Printing ands Station Rais Peek. PSP ee DO a tae 1,086 75 
Wiseellancous.’ + 2 Aaken saa. tote Tats oS Se CORN Deen US weit ote 12,938 36 


Other Outlay <9. PSP ae Pe Ro £6 3 AE Aa HOR YR LIC tole 1B 23722751 


Part. V—67 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suiic 


Votes — Crédits 194 & 419 — Harbours and Rivers — Ports et riviéres 


Prince Edward Island — ile du Prince Edouard 


Annandale, warehouse on wharf:—Lalhour, $503.82; supplies, $1,148.19: sundries, 


Detiammpe Ratha y te mueue Ales Sirah Ways BOE ee PEW ES ID 210) i MOP TO Reo hoe Se 2,010 O1 
Belle River Harbour, breakwater repairs:—Labour, $498.90; supplies, $891.12.... 1,390 02 
China Point, wharf repairs:—Labour, $1,331.80; supplies, $2,714.89; sundries, 

Sasa cs ete tak Oe hits Ge Rng eee Whee ar) We. 1g ARs RESIS ARR Se LAD TEN Oy ERE 4.173 74 
Cranberry, wharf repairs:—Labour, $926.83; supplies, $1,410.15; sundries, $61.62.. 2,398 60 
Graham’s Pond, breakwater repairs: —Labour, $1,362.27: - supplies, SINSO6SIC FS 2,512 90 
Grand River (North), wharf repairs: —Labour, $1,161.50; supplies, $989.02. 22005 2, 85052 
Hickey’s, wharf repairs:—-Labour, $536.20; supplies, $1, 360. 57; sundries, $93.55...- 1,990 32 
Lambert’s -(Montague), wharf repairs: —Supplies ROS PSS EUS 1 BT, 1,256 28 
Little Sands, breakwater repairs: -—Labour, $905.56; sundries, $1,003.94........... 1,909 50 
Miminigash Harbour, breakwater repairs: - Tabour, $191.40; supplies, $579.02. 770 42 
North Lake Harbour, breakwater repairs: —tLabour, $1,382. 35; supplies, $1,476. 56. 2,858 91 
Poplar Point, wharf repairs:—Labour, $774.80; supplies. 8919. O2 ris Saree Tee eee 1,693 82 
Pownal, wharf repairs:—Labour, $1,007.50; supplies, MPU ROR Oa 50/7 OSs Oy ie eer 2A9213 
Rustico Harbour, breakwater repairs: Labour, $1,503.64;° supplies, $1,993.69.... 3,497 33 
Sturgeon, wharf repairs: Lepour, $1 ,095:82>"suppliies SP. oot ot. 28 ONS Aime 2,430 13 
Summerside, wharf repairs: Inspection, $240; sundries, $57.15; contract for 

repairs, H. M. LEGO BINED eed A] cto FIR Arg MAN AMR i NN ee Ng My og AN 7,992 45 
Tignish Harbour, repairs to breakwater:—Labour, $2,218.56; supplies, $2,776.76. 4,995 32 
Victoria, wharf repairs:—Inspection, $90; sundries, $50.46; on account contract, 

Webster ten WEL et a att M4 gag gene ph aaa Ai Uekienng Dl ee Woe eas Railing larg SE lb hg 1,190 46 
Harbours and Rivers, generally :— 

Bonshaw Warehouse: purchase price of land, $750; sundries, $25.............. 775 00 

Charlottetown, pile driving plant: labour, $301. 20; supplies, $277. RW on cet 4 certbb 578 53 

Charlottetown. warehouse on railway wharf: labour, $280.40; supplies, $339.98. . 620 38 

Naufrage Harbour, north breakwater: labour, $326.15; supplies, S202 eo. Goes 728 60 

Point Prim, constructing shed on wharf: labour, $175; balance on building con- 

roach). A. Macdonald, Poda.80. .SUDDI ES ouhG44 Gd «« «m0 6 ta.ciese tegen vapares ssevem rece 858 72 

Souris. repairs to wharf approach: labour, $257.57; supplies, $612.64............ 870 21 

Tracadie. breakwater repairs: labour, $4.46. 40; supplies, LDA DW Ale! andi ectlely aae Randeg8 709 34 


Sundry harbour works: Annandale, west end pier head, repairs, $453.18. Bay 
Fortune (South), wharf repairs, $406.85, Belfast, wharf repairs, $226.10, 
Cape Traverse, wharf repairs, $49.30, Franklyn Point, wharf repairs, $348.13, 
Georgetown, railway wharf repairs, $257.53, McAuley’s Shore, wharf repairs, 
$75, Mink River, construction of shed, $395.18, Skinner’s Pond, boat harbour, 
$45, Souris, chemical engine, $375, South Rustico, railway repairs, $114.90, 


Serene Watt Penalrs (SoD BO oon die ORE cae ahs Cae eee: el AN obo ZA 9 13 

Generally:—King’s Printer, printing, $33.11, supplies, $252.17; sundries, $164.64. 449 92 

8,569 83 

Total (see Summary —voir Sominaire, page V—111)................. $ 55,982 69 

Classified as follows —— Classifiées comme suit:— 

Saiecics ana WVareses ioe osolene, SEVER . eitedel . sation takes 18,810 42 
Matenals,.supplies,, Repairs, ete.0ed . woifaqe2< Ie. RULe «sawed at... 34,526 48 
Priming and .otatiener yoningus. /ON Seng. aovodal. c avis Jlenueive. 3 287 71 
TEGecllaneoue ss 9 Pelee, wel leas . SOR DSTA. . icilel. sak ats 3 919 -23 
Diner Ontlayi nate dens. wary bins, (CRI .geadal «seus. ae? bere . 1,438 85 
$ 55,982 69 


Votes — Crédits 195 & 420 — Harbours and Rivers — Ports et riviéres 


New Brunswick — Nouveau Brunswick 


Alma, breakwater extension and dredging:—Labour, $2.366.04; supplies, $2,625.60... 4,991 64 
Bedford, i 1 pipplicaioSWIGs 92K BIB E. oles ie 2,494 02 
Beresford, breakwater:—Inspection, $698.40; balance construction, J. E. & D. P. 

Connell yo xtyaoe lL Beasts tes S704 as tate ¢ eh. -< rd Bs ca ltiidoesnd Sadler, eat 40,463 02 


Buctouche, dredging: “Inspection, $565.25; labour, $364.60; balance deepening 


channel across outer bar, Beacon Dredging Company Ltd., $16,109.48; sundries, 
WO Aic RAH ree LNG ae OUOR STIRRING OY AOE DEL Beed,. ie. sith 17,105 40 


Campbellton, repairs to market wharf:—Labour, $2,063.05; supplies, $2,934.53. 4,997 58 
50399—54v 


Part V—68 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 195 & 420 — Harbours and Rivers — Ports et rivieres 


New Brunswick—-Con. — Nouveau Brunswick-Suite 


Cape Bald, breakwater repairs:—Labour, $3,241; supplies, $1,774.40............ 
Chatham, extension and repairs to railway wharf:—Sundries-.......-..eeeeeee 
Cocagne, wharf repairs:—Labour, $846.80; supplies, $612.89...............s00-s 
Cumming’s Cove, wharf repairs: —Labour, $1,551.20: supplies; $3,469.55. .4....4.. 
Dalhousie, repairs to ferry wharf: ~—Labour, $669. 15: SUppINeS. S1.247 51 Zann obits 2s 
Grandique, wharf repairs:—lLabour, $637 42: supplies, BR ODN pullin hn xd eleraeeee so eee 
Hopewell Cape, wharf repairs:—Labour, $1,199.55; supplies, $797.76...........-. 
Lower Caraquet, wharf repairs:—Labour, $1,108; supplies, $1,391.51.......... 


Maugerville,. wharf repairs:—labour, $625.81; supplies, $873.60................ 
Northhead, breakwater extension:—Inspection, $1,216; labour, mere balance con- 
struction work, Thos.» P.» Charleson,. $102,078.26; sundries, $344.55. ......0000ds 
Point du Chene, repairs to wharf and breakwater: —Labour, $2, 681. 50; supplies, 
$2714 9:69:;. ;eundriess: (S202. Ls 's as tare. Sane ne Elieeee diene ec ab ceio kale Okita 


Point Sapin, breakwater repairs:—Labour, $703.60; supplies, $814.11............ 
Portage River, repairs to breakwater and _ breastworks:—Labour, $625.05; 

suppises,: $34.70 79) tated see wid sl pave cagh & edoee PRR RUE Date eunaliee h Siebeae le va bans co tcite alee ese cadet renee ui eae es 
Richibucto Cape, breakwater repairs:—Labour, $2,910.77; supplies, $589.55...... 
St. Andrew’s, harbour improvements:—Labour, $562.47; sundries, $688.22......... 
St. George, wharf repairs:—Labour, $820.57; supplies, $1,176.67.............0.- 
St. John River, dredging:—Inspection, $304.50; labour, $733.40; balance dredging, 

Federal Dredging, Co., .Limited, $13;649108;) sundriess,$549 67). 0... .» » sicis cies sds» 
St. Stephen wharf repairs:—Labour, $1,974.86; supplies, $2,936.95............ 


Scotchtown, wharf repairs:—Labour, $2,080.30; supplies, OL GGHDO, 4 a «\s eka’ 
Shippigan Gully, repairs to breakwaters and breastworks: —Inspection, $528; 
labour, $2,824.22; supplies $2,118.21; balance construction work, John S. Parker, 
$10,569.60; sundries, SBS EO costa cette hele oc a dtra Mika Bile > out eeeincnes Seach tote ans, sa ier emits 
Stuarttown, wharf:—Inspection, $764; balance contract, John S. Parker, $18,264.89; 
SUMALICS, BELO ola c acs ory « adits Siecece 8 MNS eae © ReeRGhebaie cere elise. FS egnanes ee cares Tee een ete 
Tracadie Harbour, breastworks and breakwater:—Imspection, $656; on account con- 
struction, Waldo )/Bosca, -$73,045;. sundries. o096.00¢..~ . syouieiee aliments cs eae eee 
Upper Maugerville, wharf repairs:—Labour, $1,094.40; supplies, $1,887.98...... 
eee wharf improvements:—Labour, $1,123.05; supplies, $951.58; sundries, 
Lak hits, ws Bec eatdbnae ls oe act ca eo teehe hem od, Chm aor ink ese Rte ene cn te Raat? Ee tee ee en ease ee 


Welchpool, wharf repairs:—Labour, $1,017.33; supplies, $1,340.77.............. 
Westfield, wharf repairs:—Labour, $1,610.50; supplies, $1,010.15.............. 
White’s Bluff, wharf repairs:—Labour, $2,569.30; supplies, $2, cae OD. ae nn ten ain 


Wilmot’s, wharf repairs:—Labour, $1,433.78; supplies, SLOSS IDO, ens Pees ase 

Wilson’s Beach, breakwater and wharf repairs:—Labour, 33, 512.20; supplies, 
BATE 1S he hee TUE TR Pat 8 As olan hetatel erin shal at aiatic elie ie Ed De ace Reena MnO tee: meee 

Harbours and Rivers, generally:— 
Buctouche, wharf repairs: labour, $407.30; SUODICR SOOO gee tees ae ero 
Campbellton, wharf and ferry slip repairs: labour, $438.60; supplies, $490.78.. 
Cocagne Cape, raising wharf: labour,. $465; supplies, $98.79...............06. 
Cocagne Church, wharf repairs: labour, $448. 103!" stip Pen IS00-00-. Cees a ek 
Cocagne Island, wharf: balance construction work: AsiAcs Golberead hs < 27a 
Dipper Harbour, breakwater repairs:. labour, . $595; supplies, $510.36........ 
Evandale, wharf repairs: labour, $493.30; supplies, SOOTIST SU Gall : alae 
Gerow’s, moving shed and wharf repairs: labour, $532.40; supplies, age 38. 


Gooseberry Cove, repairs to pier: labour, $736. 203. supplies, (S161295 0. seams 
Kennebecasis River, ferry landing repairs: labour, $301. 45; sundries, ee 56. 
Lower Jemseg, pier and wharf repairs: labour, $607.05; sundries, $161.53........ 
slit Newcastle wharf and warehouse repairs: labour, $531.06; supplies, 
BSOA1 aa ie bi i Pad aks a eA. TO Bee a cae ee eee oc eee 
McAlpines;“whart repairs? labour; "$627.95; supplies S657 30255 sess ve hace ste etalers 
Negro Point, breakwater: caretaker, SD Ge ROT BIT Ain a etme tt eee eas) eared Fe 
Oak Point, wharf repairs: labour, $469. 65; sapp lies, 6322036 Ae ee enue cose nee 
Public Landing, wharf repairs: labour, $591.40; sundries, $575.45.......... 


Richibucto Beach, north breakwater repairs: labour, $226.75; supplies, $603.24. . 
St. Martins, wharf and breakwater repairs: labour, $376.73; supplies, $420.58.. 
Shippegan, wharf repairs: labour, $227.07; supplies, $368.94. ..........2.....006 
Young’s Cove, wharf repairs: labour, $550.40; supplies, $512.98.............. 
Generally: St. John, creosoted hardwood in storage, $1,764; repairs to con- 
crete mixer, etc., $1,846.27; Hardwicke, Burnt Church, and Escuminac, in- 
stalling ‘cranes, sGl4R. 00h. svaitow sans ode OR BOR, .eiaale wee eee 
Sundry harbour works:—Baie Ste. Anne, sundries, $133.34; Bathurst, wharf 
repairs, $128.58; Bay du Vin. wharf repairs, $98. 65; Beaver Harbour, in- 
stalling water pump, $65.25; Black’s Harbour, pontoon, $99.87; Blue Cove, 
reconstruction of’ road leading to breakwater, $396. 15; Brown’s Flats, wharf 
repairs, $181.48; Burns, wharf repairs, $139.10; Burnt Church, wharf repairs, 
$160.77; Cambridge, clearing wharf, $3.25; Caraquet, repairs to church wharf, 


5,015 

Li 
1,459 
5,020 
1.916 
1,498 
1,997 
2,499 
1,499 


104,003 


5,003 
1,517 


972 
3,500 
1,250 
To7 


15,246 
4,911 
3,757 


16,128 


19.043 


74,999 
2,982 


2,321 
2,358 
2,620 
4,727 
3,377 


8,486 
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Harbours and Rivers, generally-Cone. 
Sundry harbour works—Cone. 
$241.60; Caraquet, repairs to Young wharf, $98.93; Chockfish, breastworks and 
breakwaters, $473.10; Chocolate Cove, repair slip, $266.30; Cobes Point, vessel 
bed at wharf, $68.35; Douglas Harbour, removing shed, $11; Douglastown, 
warehouse, etc., $334.56; Dufferin, fill in breastwork, $392; Escuminac, break- 
water repairs, $495.60; Fairhaven, wharf repairs, $314.87; Fox’s (Royal), 
wharf repairs, $21; Gagetown, repairs to wharf, $498.75; Grand Anse, eastern 
pier, $94.57; Grand Harbour, wharf repairs, $149.26; Gunter’s, wharf repairs, 
$50.05; Harvey Bank, vessel bed, etc., $71.80; Ingall’s Head, roadway and 
breakwater repairs, $348.56; Iron Bound Cove, wharf repairs, $397.39; 
Lameque, wharf repairs, $417.61; Leonardville, pontoon, ete., repairs, $145.79; 
L’Etete, slip floating, $122.73; Little Aldouane, wharf repairs, $23.93; Little 
Black River, wharf repairs, $145.22; Little Lameque, wharf repairs, $455.44; 
Lord’s Cove, slip and wharf repairs, $296.52; Lorneville, breakwater repairs, 
$404; McAlister’s, wharf repairs, $444.74; Middle Caraquet, stone on wharf, 
$24; Millidgeville, ferry landing repairs, $92.97; Mills Point, wharf repairs, $450; 
Moncton, wharf repairs, $199.11; Mosher ,Brook, or West Quaco, repairs to 
dam, $16.42; Motts, wharf repairs, $464.97; Neguac, wharf repairs, $99.65; 
Newcastle, moving warehouse, $20; Oak Point, highwater wharf, $193.95; 
Partridge Island, Quarantine Station, low water landing, $100.07; Petit Rocher, 
breakwater repairs, $190.75; Richardson, wharf repairs and pontoon, $150.58; 
St. Nicholas River, wharf repairs, $82.99; Seal Cove, breakwater and berths 
repairs, $399.60; Seaview Beach, repairs, $6.60; Shediac, wharf repairs, 
$198.57; Shippigan Ferry Landings, repairs, $199.52; South Branch wharf, 
repairs, $165; South Branch, fence on right of way, $22.40; Stonehaven, 
breakwater repairs, $96.89; Tabusintac, wharf repairs, $199.49; Tooleton, 
_wharf repairs, $100.01; Whitehead, removing ledge, $276.52; Williams, wharf j 
PEPAITS, SOMOS MT es es RT oh OPT SE PRS CTR tah he ie 12,139 82 
Generally:—Auto repairs, $445.72; Ford sedan, $816.86, less sale of old car, 
$356.86; gasoline, oil, etc., $633.54; printing and stationery, $592.10; telephone 
Service, $700.44 sundries, S443!7800 (08.060. Se eT SS PRT. OBL E.G 3,284 58 
37,226 19 


iG 407,567 39 
Less—Charged to Unemployment Relief: Bay du Vin wharf, $452.99: Burnt 


Church, $352.5 Steen (iy ak, cytes S10 a LOR lange yl. RAUL Ged ccreusin Bea wero Burs gence 1,285 84 

Total (see Summary—voir Sommaire, page V—111)............00005. $ 406,281 55 

Glascified, asniollows —Classifices comme, suiti—-0., | .uebs) 2Ak | puaiee on one 
RO EATHCS ANC WW AGA she a ccotigeys in, SIN IR Pais id il SB) BNA Weald dara ald 6L522471 
Ceaveling Wxepcnseserg.o& . ata: ala tsinkictas « HOT le MBs. nubicd as pak 193 20 
Materials, “Supplies, Hepa resi C&C 5-4\ CWB dire accects, « dotbe oelere s'obd ake 101,111 50 
Materials, Supplies, Repairs, etc., New Auto, repairs, etc....... 1,395 O1 
Spb ricCmerier ta tONeR ys. Gy tele s . < anas «5 o kaat emo tect cds aks. 63/mké 
WE PeCe a COU CE EL TS oR Pea eee Ceca as ee te es ees 7,924 O01 
ORO yore Fee nen ce koe ee a nee. tne ty cee cece 234,783 79 
407,567 39 
Le Sse NC VO EEIVC TRE A RIES 8 Ered AR RNS TPR, ED oragnnly +o TAREE 1,285 84 


$ 406,281 55 


Votes — Crédits 196 & 421 — Harbours and Rivers — Ports et riviéres 


Quebec — Québec 


Anse a Beaufils, repairs to harbour works:—Labour, $1,495.30; materials, $1,003.13. 2,498 43 
Anse a Louise (Cap des Rosiers), wharf repairs and improvements:—lInspector, 


Nov., Dec.,, 1930;, $245: Jabour,.:$1,903.05; materials, ($1,131.045 046 bc esenis cece di 3,279 09 
Anse aux Canards, training piers:—Labour, $1,754.75; materials, etc., $2,445.24.... 4,199 99 
Aylmer, reconstruction of ice breakers:—Labour, $651; materials, $1,010.42...... 1,661 42 
Bagotville, wharf repairs and improvements:—Labour, $547.40; materials, etc., 

Pe ag pct telly vi I IOC Ahk Soles a Sal aN RGIS SE ny YBa | 1,179 78 


Batiscan River, dredging:—-Inspector, $81.52; dredging, St. Francis River Dredging 
Co. On accom ol,Ul2. 04> eundrieg, S110;02 2.05 cig bes os kms Os dnc co need hs on, ae 1,204 18 
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Beauharnois wharf, construction:—Inspector, $120; hardware, $6.30; contract work, 
Farley & Grant)’ on actount, $2,850.20"... a..002 2. SER. 2 eee ome darned 
Belle Anse, M.I., slipway:—-Labour, $1,036.53; gasoline engine, $657.10; sundries, 
$995.21, .. iss agaled- add 208 BOREL 4). 6 Tbe Re ddl asodi hy: MOE RUDE ane 
Bellevue. wharf reconstruction:—Labour, $2,371.40; materials, etc., $2,597.30...... 
Beloeil Station, repairs to guide booms:—Labour, $498.20; materials, $899.30...... 
Boischatel, wharf repairs:--Labour, $820.05; materials, $1,478.26................ 
Bonaventure, extension to protection works:-—Labour, $674.50; materials, $827.28. 
Bonaventure West (Route Forest), protection works:—Labour, $727.50; materials, 
$107559 (Dah co whept hank OB RBS MAL 2. ade eel Saline oldie Ra tie 
Bryan Island, M.I., sipway:—Labour, $1,178.20; gasoline engine, $651.90; sundries, 
$643.69... CON RETR ue (REO TL RAT RRO AONE: OTT PY ECROTE GENER © RN TS. erences SNe. 
Cap Chat. wharf repairs:—Labour, $801.40; materials, $298.75.................... 
Cap des Rosiers (Whalen River), repairs to harbour works:—Labour, $1,197.36; 
Mabel ales SOUS so cee cet teen ean ee ee ate GLa se ane Meee, 2 See ae 
Cap St. Ignace, wharf reconstruction:—-Inspector, $405; labour, $61.80: Dussault & 
Guay, contract complete, $17,951.99, less $15,070 paid in 1930-31, V—104 (paid 
Dussault & Guay, $67.21, to sundry persons,’ $2,814.78); J. P. Plamondon, on 
ACCOUML, CONtLAGEY G1 lsOLUs, SUMOPLCA. | Ska Oe fe. a gamit n cuieicls GMMR us Cece arm ca Gem 
Carleton, wharf extension:—Inspection, $685; advertising, $7.20; construction, 
Parley. «Grant. s0Mm aceount SLE 070 | a/c ia tires dueubin «ate Maneater bis cra ti: patel fee 
Clarke City, wharf repairs:-—Inspector, $455; Belley, Villeneuve & Lajoie, con- 
tract for repairs complete, $16,354.18, piles, $390; sundries, $163.85........<..... 
Colonie des Greves, wharf repairs:-—Labour, $586.10; materials, etc., $1,602.49...... 
Coteau Landing, wharf repairs:—Labour, $1,067.50; materials, etc., $831.26........ 
Desjardins, wharf repairs:—Labour, $189.12; materials, $1,210.60............ a ee 
Doucet’s Landing (St. Angele de Laval), harbour repairs and improvements:— 
' Inspectors, $570; labour, $1,315,60; dredging, National Dock & Dredge Co., 
$42,963.74, less $17,754.07 paid in 1930-31, V—104; materials, etc., $1,084.66.... 
Douglastown, wharf repairs:—Inspector, $245: Pelletier & Simard, contract work 
completes $6,485.89; sundries, $122.02. 001i. » oe. th > 8. Re eee. eee 
Father Point, wharf extension:—Inspector, $1,030; sundries, $327.07; U. Latouche, 
contract work -complete Jless:..$100 held, $55,392.81. 04 cin eu 55 te ane hee eee ee 
Father Point, wharf repairs as result of storm:—-Inspector, $885: Farley & Grant, 
contract work complete, $30,712.02 less $100 paid in 1932-3; sundries, $818.42.... 
Fleurant Point, wharf:—lInspector, $590; labour, $815.70; sundries, $366.52; con- 
striction complete; yd: ueclkere, SLM S435 0's. Sat Shere oc en. tumanie rata Laat 
Fort Coulonge, wharf reconstruction:—Labour, $1,363.95: materials, etec., $1,631.35. 
Grande Baie (St. Alexis), wharf repairs:—-Labour, $2,871.48; materials, etc., 
BEA O01 ee al ae SRO, BA ean aoe ROL 
Grand Entry, M.I., harbour improvements:—Uabour, $1,492.50; material, $953.70. . 
Grindstone, M.I., wharf repairs:—Labour, $5,167.60; materials, etc., $2,842.62...... 
Harricana West, construction of wharf:—Labour, $674.50; materials, etc., $494.46. 
Harrington, wharf repairs:—Labour, $5,131.63; stone, $1,100.74; board, $589; 


BULIMIA, OL SN OS litte, Raeles tam exceed A ek amass ie eens sip) RPT mS cial WR @ Rea ie tae eget 
Havre Aubert (Amherst), M.I., wharf repairs:—Labour, $1,181.10; material, 
BEOG AQ. wabnivs whan cuteaae «ebraets cig byte tis cyelae chutes ~ieleheny "see re abe bs ea anceeee ian et ae ote 
Havre St. Pierre, wharf repairs and improvements:—Labour.................... 
Isle Verte, wharf repairs:—Labour, $992.30; materials, $1,071.07.................. 


Lake St. Louis, dredging:—Inspectors, $790; labour, $725.40; dredging, Manseau 
Shipyards successor to J. P. Porter, $42,875.25, less $13,837.23 paid in 1929-30, 
V—100, and $10,712.07 paid in 1930-31, V—105, Manseau Shipyards successor to 
St. Lawrence & Great Lakes Dredging Co., $23,019.20 less $8,088.11 paid in 
1929-30, ‘V++100;,rent.of motorboat, $676" sundries, $503.45. 0... .dc. ke asicvee eee 

Laprairie, extension to dyke:—Inspector, $260; construction complete, A. Lacroix, 
$80,673.53 less $64770' paid in01030-31) VE—-1OBt ACA POR reek ee RUE 

Lavaltrie, wharf repairs:—Labour, $1,781; materials, etc., $2,225.27.............. 

Les Eboulements, wharf repairs:—Contract work, etc., complete, Cauchon, Charest, 
Lajoie & Rochette, $7,742.54, less $6,700 paid in 1930-31, V—105; sundries, $104.22. 

Les Escoumains, wharf repairs:——-Labour, $1,653.75; materials, $1,630.53.......... 

Levis, contribution towards cost of wharf:—City of Levis.......................5 

L’Islet, wharf repairs:-—Inspector, $180; contract work, Beaulieu & Journeault, 
$6,167.85, less $5,470 paid in 1930-31, V—105, Dumont & Damours, $3,789.68; 
sundries, SlOL LZ QieReis. Ales <atalt: JSR . ORAL eR Ra Bae ee. Cea 

Louiseville, dredging:—Inspector, $572; dredging, St. Francis River Dredging OCo., 
SIG020.51: sindries, "S677 ,00- f.0. 6 Cie ea ie oe iad See aT ee eLE Fee ce ee 


2,976 


1,978 
4,968 
1,397 
2,298 
1,501 


1,802 


2,473 
1,100 


1,505 


15,087 
22,702 


17,363 
2,188 
1,898 
1,399 


"28,179 


6,852 
56,749 
32,315 


21,615 
2,995 


3,716 
2.446 
8,010 
1,168 


7,736 


1,987 
499 


2,063 © 


35,951 


16,163 
4,006 


1,146 
3,284 
40,000 
4,768 


14,275 
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Manicouagan, wharf, one-third of cost to be contributed jointly by the Ontario 
Paper Co., Ltd., and the Anglo-Can. Pulp and Paper Co.:—Sundries, $356.88; 
Farley & Grant, Cummins & Robinson, contract for construction complete, 
$531,653.10, less $67,570 paid in 1929-30, V—100, and $434,060 in 1930-31, V——106. 


‘TeUalE $5057 0:08, less’ contribution, $10,692.49) rare Os OO, RDO PA 19,687 49 
Marsouins, wharf’ repairs:—Labour, $738.50; materials, etc., $475.01.............. 213761 
Matane, repairs to piers:—Labour, $2,316.90; materials, etc., $3,563.26............ 5,880 16 
Matane, extension to western gh shed agape ime oad etec., $505.12; A. Bouchard, 

on account contr act; S1,440s2 evasetacteadasseees Viva eee er eee aed eae ee wee es 1,945 12 


McInnes Cove, breakwater:-—Labour, $494.38; aieeridle. $1. 200 8 EARN APR ER: 1,695. 19 
Mechins (Dalibaire), wharf extension and repairs: —Tabour, $677.35; materials, 

$619.55; L. Lemieux, contract complete, $44,457.04, less $7,980 paid in 1929-30, 

V—100 and $35,477.04 1 P90 be VO ee ce EW | EPRI, bt 2,296 90 
Mont Louis, wharf extension and repairs:—Inspector, $520; labour, $887.96; con- 

struction, LeBlanc & Allard, contract complete, $26,901.08; materials, etce., 


As ee ae ee ee tae eet. ec ace nee ae te to Phe ee 29,347 07 
Montmagny, repairs to wharf:—Inner wharf, labour, $1, 148, 89, mater ial, $2, 217.52; 

outer wharf, labour, $626.96, materials, $1, ihe Se Pe aes sto Silat a te ied ag 7 a glk eg "1D 040. abe 
Natashquan wharf: —-Labour, $799. 70: materials, rh batt ss SUES: Sei ag lata li aaa 4,194 74 
New Carlisle, wharf repairs: : Labour, $3,460; materials, BEC. lh 4,041 ot ies ara th otahee 6,501 37 
Nicolet River, dredging :—Inspector, $570; labour, $85. 30; dredging, St. Francis 

River Dredging Co., $13,229.70; sundries, $101.44 2S SVR TR MND oe aR aan ae See 13,986 44 
Notre Dame de l’Isle Verte, extension to western wharf:—Inspector, etc., et 45; 

roneumetion suetourmesus dy Rena alt, ($8,035. (daas . ane ss oh dag a uieigs Mee pada so 8,226 20 
Noyan, wharf repairs:—Labour, $1,222.60; materials, $1,477.28...........2.....0.4. 2,699 88 
Paspebiac, wharf repairs and improvements:—Labour, 0) 691.65; materials, 

Se ene eC e AT ASP lea 8 De SS 9M Shs ara Sa aay VOB ey a iam AREER 0 tah 2,488 35 
Petit Cap, breakwater repairs: —ITabour, $1,981.29; materials, $1,517.56.......... 3,498 85 
Petite Riviere au Renard, repairs to har bour works: —-Labour, $3,372.30; materials, 

BUG TS EONS Re ee RIE Ree PEEP ee os EF a oe rie e ee LE ae oe hebben lode Rersrers 5,306 05 
Pointe aux Outardes, wharf:—Construction, Jos. Gagnon, contract complete, $18,801, 

less $5,100 paid in 1929-30, V—101 and $6180! paid in 11030-30) “VA 107 . enol endo 7,571 00 
Pointe au Pic (Murray Bay), wharf repairs:—-Labour, $2,665. oe materials, 

STOOL ee eee hes Werte ee Come Ne. Reo een on tesl Aa ater tne QA Mane AER 4,468 99 
Pointe Basse, M.I., wharf repairs and improvements: —Labour, $5,438.05; materials, 

ete... Os 1: ‘Arseneau, $2,813.26, accounts under $1,000, $1,705. 44 aires ab SAAR Moment 9,956 75 
Pointe Cavagnole, wharf repairs:—Labour, $734.55; materials, StL TIC.O0. fet es 1,493 40 
Pointe Claire, wharf reconstruction: —Labour, $2, 760. 10; mater ials, $1,631.49. 0... 4,391 59 
Pointe Fortune, wharf improvements: —TLabour, $543.85; material, $176. Spa. Means 120 "72 


Pointe St. Pierre, breakwater wharf replacement: Inspector, $480; construction, 

J. J. Leclere, contract complete, $20,758.92, less $4,630 paid in 1930-31, V—107; 

ROL CLL et Rotcoee APA se lose tunics ts « SRA capers ccmemnd cody + ager ad o ntgdticies oheteas aye Aes 16,621 92 
Port au Persil, wharf repairs:—Labour, $747.70; materials, ete., $1,120.08.......... 1,867 78 
Rimouski, harbour improvements-—The Foundation Maritime Ltd., to contribute 

one-third of the cost of pier extension:—Labour, $1,646.10; dredging, Foundation 

Maritime, Ltd., on account, $41,599.28, less contribution towards extension of 

pier, $7,335.82; materials, etc.,$168; construction, Farley & Grant, contract 

complete, $35, 009. 75, ‘less $27,130 ‘paid in 1930-31, V—107......Jc0.. 00030408 43,957 31 
Rimouski, wharf repairs:—Inspector, $295; labour, "$980. 80; repairs, lL. Lemieux 

Ltée, $13,446.80; reconstruction of lighting system, La Cie de Pouvoir du bas 


St. Laurent, $2,250.18; repairs to siding, $627.33; materials, etc., $1,171.80...... 18,771 91 
Rimouski River, breakwater repairs:—lLabour, $796.40; material, $992.07......... 1,788 47 
Riviere au Renard, wharf repairs:—Labour, $1,303.03; materials, etc., Nadeau & 

Naceause1Oel.07s taccounteunder eS 1000) (41743 ns ec. aes Wale aids ote Noe toe a ws 0s 3,702 43 


Riviere au Tonnerre, wharf:—Travelling expenses, etc., $399.75; construction, Jos. 
Gagnon, contract complete, $120,369.05, less $23,320 paid in 1929-30, $51,090 


hei s SOND RD OMe PUM Ek Op Ary crt re hey olla Ake ALE sp ee en ae aii RES eae Sa EHR STE TPR BSC HT arc 45,846 80 
Riviere Blanche ce Ulric), wharf improvement and repairs:—Labour, $1,639.44; 
MLAUCTIOt ME BE: Hi GCLOO sali e ls Mies Boe ERAN LC cahaer lech Mapebae. slice TMV GLS OS lela Eiaes ee 3,413 30 


Riviere du Lievre ae and dam, maintenance and repairs:—Lockmaster, E. St. 

Amour, $1,125; lockman, D. Vallier, $479.19; casual labour, $504.40; materials, 

ete., $1,818.50; repairs, V. HE. A. Belanger, contract complete, $20,824.58, less 

DION Hata) FP LU GU Ie LV LOT ig os is DERE ork Cae ce ahs Th Re are Ser let Nee 13,751 67 
Riviere du Loup (en bas), wharf repairs:—Labour, $3,950.61; materials, $1,580.23; 

AUIVEDS, SOOS tee ck cute. 3 Cd ee. sR HOE RA Sie Sale eae een 5,898 84 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 196 & 421 — Harbours and Rivers — Ports et riviéres 


Quebec-Con. — Québec-Suite 


Riviere Laguerre, contribution towards dredging, The Province of Quebec to: 


bear a like amount:—Inspection, etc., $5,492; dredging, Corp. of County of 
Huntingdon, on jaceount, | $35,550.31 so sundries, $154.54: tbe... mys pivtsysts he muck Vehanet 
Riviere Ouelle, wharf repairs:—-Labour, $1,885.20; materials, $983.52.............. 
Roberval, breakwater extension:—Labour, $2,877.95; stone, $1,407.50............6. 
Roberval, wharf repairs:—Labour, $424.08; materials, $841.81.............. ned 
Ruisseau a la Loutre, wharf extension:—Inspection. $565; labour, $584.75; 
materials, $784.98; advertising, $13; construction, Dussault & Guay, contract 


Compleve, Sd 921,20) 55 3 Grevcsque 4 -apnteneaatie texere sicaveteio.<uasal daiecaene : ee a Ls . 
Ste. Adelaide de Pabos, wharf repairs:—Labour, $2,926.45; materials, $1,538.58... 
St. Andre, wharf repairs:—Labour, $1,097.55; materials, ete., $974.25............. 


Ste. Anne de Beaupre, wharf repairs:—Labour, $1,066.62; materials, $1,736.78.... 
Ste. Anne de la Pocatiére, wharf repairs:—Labour, $1,538.94; materials, M. 
Tremblay, $3,600.64, accounts under $1,000, $803.42..........-...ccccevcceccece 
Ste. Anne des Monts, wharf repairs:—Inspector, $765: labour, $2,645.50; materials, 
J. L. Sasseville, $2,875, accounts under $1,000, $2,603.30; repairs, Fournier, 
diets his Dunn, contract complete, $31,748.24, less $11,900 paid in 1930-31, 
PLUS wily ie chelee aR ehh, atta Tae eh wee tie eo Sete Bae I ea or el ea ae Sa s 

St. Antoine de Tilly, wharf repairs:—Labour, $347.20; materials, etc., $1,233.17.... 
St. Antoine Station, wharf repairs:—Labour, $949.80; materials, etc., $1,349.55... 
St. Charles de Caplan, wharf extension:—-Inspector, $450; construction, A. & C. H. 


[Oe 6. OONS 16 Cte, © lie He, e 16 Tel te? so te | @ ‘a 10: fae 0 66 6 © 6/8. 6 6 6S 6 @ 86) @ be l6,'o 6 16) © elle Oe e616 6 ©. Ss "eee sake 


work complete, Belley & Villeneuve, $10,207.70; materials, etc., $884.06........ 
St, Simon, wharf repairs:—Labour, $1,327.05: materials, $168.30................ 
St. Sulpice, dredging and icebreakers:—Inspection, $578; dredging, Les Chantiers 

Matnseau, “$9;762:20: materials, te. *S1056000 20 1 Toe ee es Danie | 
St. Zotique, icebreaker:—Labour, $1,667.30; materials, ete., $3,097.98............. 
Sept Iles, wharf repairs:—Labour, $365.61; materials, $1,515.57..........0e0c000. 
Shawinigan Bay, protection work:—Sundries, $135.05; advertising, $408.82........ 


Robinson, $32,946.40, less $11,273.18 paid in 1930-31, V—109........-0ceiee0e.. 
Harbours and Rivers, generally:— 
nse 4,Elie: -gasvengine, $657.10 > sundried $322. 16.008. cee BAP Sd Hanis cae 
Anse au Griffon: Maloney & Maloney, detailed in 1930-31, V—-103.............. 
Anse du Cap, urgent repairs: labour, $478.40; materials, UC: 50 ae SR eae 
Anse St. Jean, repairs, etc.: labour, $522.40; Ma berial Snes OO ke oe a was ads 


Anse Tadoussac, repairs: labour, $204.65; materials, :ete. eO20.00 a2. ds sree ts.0 


ereereceee 
cee eee eo ee eee 


Ce er ry 


Bonaventure: repairs to wharf and protection work, labour, $898.50, materials, 
$655.89 ; breakwater wharf on route Henry. labour, $452, material, $500.25.... 
Cabano, movable slip and hoisting apparatus: labour, $517.50; materials, etc., 


0 (8/0662 6) £00 BT <6. p owe. ein) eT 6). «+ © 
6,6. "0 “S (O18 J6, (0,010 0 16 el ere © 
of ef em iel ote! icf iat ate! a 1a! eo! 0° a) eee 


Sie 6 (6 esp s 6 6 0 le 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 196 & 421 — Harbours and Rivers — Ports et riviéres 


Quebec—Con. — Québec-Suite 


Harbours and Rivers, generally—Con. 


Chateau Richer, wharf repairs: labour, $556.20; materials, $215.06.............. 771 26 
Cross Point, repairs to wharf: labour, $815.90; materials, $1,046.30............ 1,862 20 
Deslisle, iconstruction Wi litéighbishédes, aM Oh08 |wendel. worn 0 deidepadts wend 594 06 
Etang du Nord, completion of breakwater wharf: labour, $3,726.15; materials, 

$or.LO7 : slasse$3,727 25t paid? inh 1930-3 Usd Wain) 2). .ewadel. sonhls ban. ges 369 77 
Father Point: lighting, Mar. 26, 1931-Mar. 1, .19382,. $1,135» oe supplies, $56.64. 1,192 29 
Fauvel, repairs to wharf: labour, $254.60; material, S74) BOMEe. Jo. dons ga. ade 500 49 
Gascons West, Anse a la Barke, repairs: labour, "$293. Ge materials, $407.05; 

legal services, J. A. Dorais, $430 TOG ol ben eae eso dd is Bad osfelx. ree soleis cvcas blag 1,130 65 
Grande Riviere, breastwork: labour, $978; material, CEE RA Sh216 (Gla oasestele'e «vine Bore « 1,050 67 
Grosse Ile: repairing damage to southwest wharf, $387.87; repairs to Keating 

Pointspier tpaiditinyd 980345 \VetlOd,  S73B Sibecisl wade whet OO 0d s scepdrepnese Leeds Pare 387 87 
Hopetown, repairing road: labour, $578.80; material, $22.20..............c0e0es 601 00 
Hull, repairs to wharf: labour, $397.50; material, $286.83............c.ce0ccees 684 33 
Ile aux Coudres, wharf repairs: labour, $1,004.82; material, $337.67............. 1,342 49 
Ile Aux Grues, wharf repairs: labour, "$452. 8; material, $187. Be ee ie Ag ee 639 87 
Kamouraska, repairs to flooring: labour, $237.13; material, S409 AS ie eae. s Gilt. 646 31 
Laprairie, rebuilding culvert, ete.: labour, $494. 86; material, SS UDOS ofeae « arcvertig Mk « 799 94 
Le Fils, slipway, ete.: labour, $360. 60; materials ” $536.07 bbe farsi AA Ty Om teehee used d tee 896 67 
Levis shops, stores and yard: yhieiry etc., F. ‘Demers, $800, L. A. Desrosiers, 

$800, J. Gosselin, $960, T. Gosselin, $1, 236, An Laverdiere, OG Pee eee Rae a 4,756 00 
Levis, ‘deep water wharf: Gagnon & Gagné, repairs SPALSIW IE 01a 5p «Bb hee A alate © Sea veeleh 2,271 88 
Magog, repairs to wharf: labour, $430. 855 VEDAS bene OW be. a hd tabes + ingle ore 756 92 
Malbay, Gaspe Co., repairs to flooring: labour, $319.40; materials, $335.84...... 655 24 
McLennan’s Beach, repairs to wharf: labour, $264. 40; material, $385. TSS eae OB 649 45 
New Carlisle, wharf repairs: labour, $421. 30: materials, ete., $585. UGe i tien. «aa 1,006 36 
Newport, Riviere des Llots, revetment wall: labour, $889 45; material, $144.82. 1,034 27 
Nicolet, repairs to freight shed, ete.: labour, $349. 35; material, etc., $247, OF Noes 596 39 
Notre Dame du Lae, slip: labour, $106.60; ‘material, BOOGIE. OES BE en's ae 673 05 
Petite Riviere Est, repairs to br éakwater: ‘labour, $892. 25% eee STIGa es 1,008 25 
cna Riviere St. Francois, cribwork protection: labour, $396.80; materials, 3 

ORO Gy, orden dares pate bo ea baits oe RUINS 5 ahi ee he Ae Cet o> areas eee ae 802 32 
Petite Valice, repairs to wharf, etc.: labour, $760.23; aber al 6tC.£1S43930 2.5 605% USS ie 
Pierreville, repairs, ete.: labour, $107.9 Lk a material, SATUS eee Ce Me ata alae woes 519 59 
Pointe au Loup, wharf repairs: labour, ey Gis MALLET AP IAO 3 Sean less seas’ aides 897 05 
Pointe Bourg: labour, $80; material. $459. 2 Les Rpt ietke « Betas apts oke eer Pipa tele ge Ae PRO we 
Pointe Madeleine: watchman, CUE WV CRED EN Ong Merrie are Petey i oes eae eee 900 00 
Port Daniel East, harbour improvements: labour, $363. 40; material, $379.04. 642 44 
Rimouski Wharf: lighting, Mar. 5-Dee. 31, 1931, $1, 565.20; water, $500; sundries, 

$146.15; less refunded for ay etc., $54. DOG rans wast oe Wied warn ad aE 2,157 00 
Riviere Ouelle, construction of shed: labour, $318.10; material, $474.32......... 792 42 
Ruisseau LeBlanc, breakwater: labour, $788. 80; materials, $730. USO. BB as taties 1,519 58 
Ste. Anne de Bellevue, freight shed: ‘labour, $557. 65; material, Cee By SA eae 1,100 93 
St. Basile du Tableau, completion of breakwater: labour, $376. 90; material, 

Siete repens welt. vcaleter Thialen . Nake. Uetocur . loaeerahunt ain. L111 43 
St. Charles de Caplan, wharf repairs: labour, $281; material, $284.32.......... 565 32 
Stier Mimelic, wrepadires labours )$376,78smaterial) ($420.60002%... dns. o0. eamitrie. 797 43 
St. Fabien, wharf: labour, $2,363.10 ;.material,, $940:33. ies eres Pe. AW. 2,303 48 
Ste. Flavie, wharf: L. Lemieux, Ltee., contract complete, $10,866.87, less $10,030 

paid in 1930- SL FeV LOSS. ce TOR SR SUMO ST OS. POU 836 87 
St. George de Malbaie, erib labours? $902'86s material! "$97.27 ROAR Lae 1,000 18 
St. Irenée, wharf: labour, $25; Farley & Grant, balance of contract for recon- _ 

StrictiOneeGss. 04.08 von eel. eee ho PE RGR MEU) S.2 MIOL POE bre BO aR Th | 708 04 
St. Jean Deschaillons, repairs: labour, $525.60; materials, $44.30.............. 569 99 
St. Jean des Piles, repairs to wharf: labour, $820. 20) material; $97.43 22.202. 917 63 
St. Jean, 1.0., repairs to slip: labour, $1,100. “41; materials, $539.44 PERS, OR BAM 1,632 85 
St. Joseph de Vauvert, pontoon: labour, $492. 70: material, $340.40............. 833 10 
St. Juste du Lac: repairs to wharf at Route Centrale, labour, $117.35, material, 

$583.80; repairs to village wharf, labour, $240.60, materials, $580.44.......... ¥,522°19 
St. Maurice de l’Kchourie, repairs to wharf: labour, $1,216.15; ‘material, $811.86. 2,028 01 
St. Ours, repairs to wharf: labour, -$384.40; material, $417. OTe PO RL) OO 5a aE 802 27 
Ste. Pétronille, I.0., wharf repairs: labour, $389. 15; material, RISZHS. LOMA. 571 78 


St. Simeon: extension to cribwork, labour, $136.77, material, $378.14; extension 

to wharf at Henry’s Beach, labour, $454. 50, material, $528. 90; repairs to wharf 

at Poirier’s Beach, labour, $296, ‘material, S27O0T BEAD, £0, SPOLES Te. POE, 2,064 32 
Sabrevois, wharf repairs: labour, $302.20; contract work, Farley & Grant, $9,970, 

less $9,590 paid in 1930-31, V—112; material, BOOMS oti). etree SU Sit WR 708 39 
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PUBLIC WORKS —TRAVAUX PUBLICS 


Votes — Crédits | 196 & 421 — Harbours and Rivers — Ports et riviéres 


Quebec-Conc. — Québec-Fin 


Harbours and Rivers, generally—Cone. 


Shigawake, repairs. to breakwater: labour, $529.80; yak eae $240. 62. imaee i Sode 770 42 
Thurso, repairs to wharf: labour, $647; materials, 54020 abasisnd 7. oh atlegeted 690 25 
Trois Pistoles, repairs. to wharves: labour, $646. 70; materials.$341°98 ..cisenadan 988 68 
Vercheres, repairs to wharf, ete.: labour, $2, 100.85; materials, ete., $2,504.73. 4,605 58 
Yamaska lock and dam: labour, G. Guilbault, Oct. 14-Feb. ‘29, $272, vd Paul, 

Apr. 1-Sept. 13, $322 (dismissed) MRE RDA oh CEUs... CP es Pe oe 594 00 
Harbour works on each of which expenditure was less than $500.............. 14,105 61 
Engineers’ offices: — 

Superintending. engineer, Quebec: telephone tolls, $675.90; sundries, $397.79... 1,073 69 

Montreal office: blue prints, ete., $670.30; telephone exchange and tolls, 

$1,039.85; sundries, $450. FD FRR NSA CATER SS SEN PE EE 2,160 68 

Quebec office: telegrams. $242.23; telephone tolls, $484.65; sundries, $503.07. 1,229 95 


Rimouski office: travel, $25.30; blueprinting machine, $468. 50; board and room, 
J,’ P. Carriere; $750. 60. R. "A. Laferriere; $313. 40, FueP. Valiquet, $205.20; 
telephone tolls; «$1,640.67 "surid ries "" $549.02. 0.15 PO RRND tS RES ayers 3,952 69 
Trois Rivieres office: blueprinting. etc., $504.78; telephone tolls, etc., $514.96. 1,019 74 
Generally:—Salaries and wages: skilled labourer, Montreal, A. Dery, "Nov. -Jan., 
$270, H. Millier, $1,620. Printing and Stationery: King’s Printer, parlia- 
mentary publications, $2.50, printing, $198.57, supplies, $3,254.65. Miscellaneous: 
advertising, $51.30. Other outlay: fees, etc., of Major E. T. Paquet, commis- 
sioner of investigation of H. Paul, labourer, Yamaska, on charge of political 


DAT sans p, OL ET Boe ee ee sion enieut se ol 90 ieitalnh aledeis teeter heel ie rs re eens 5,514 90 

107,829 43 

Total (see Summary — voir Sommaire, page V—111).................. $1,112,309 00 

Cis eet ag’ ‘followe te Clasmiieds Cabmnine (Sie 21 Ovi avaaa, GADD. italy Omer a eae 
SSAELER ADC VV ALES vis ome othe «ee caeyeehs be pbteein aiale eles MALU a? supe oer 196,387 81 
‘Travelltae Hixpélisesy a. 4.4. 5c.. 0-5 welt = abe slut ® able teeuee cake 1,068 91 
Materials, USGDplies. IEDAIN Sage bGes acidic bis oie ieetm eupleauene = elas ambi Sener 635,366 99 
PRAIMEING AWG, Ca UOMEL Y vo wis woe ers us yee yajeincecen sian” © Sieteols ie > au bien © saps Pa te fo e474 
WMiieGehla ne Us. « ford sess sew’ te cupoue Mooedupey buinile PRES KEBLE She sain eis B pple + witha eieey conta 17,927 79 
MF nler: ALYULGEDY ates, suction ste ny pe us..s © pose nn Bate Gohan es Eo wales, yeas Oda toe yar ae niles 269,501 12 
1,123,835 84 
Depa JUBEMENL » vis ciye ds sia doping cet» Sas Ge Solera Mines TRE o> eens Sokal 11,526 84 


Votes — Crédits 197 & 422 — Harbours and Rivers — Ports et riviéres 


Ontario 
Belle Ewart, wharf repairs:—ULabour, $925.55; supplies, $1,167.41................ 2,092 96 
Boyd’s Bay (Cedar Beach), wharf:-—Labour, ‘$1, 669.05; sundries, $1,130.54....... -- 2,799 59 
Bracebridge, wharf improvement: —Labour, $4,047.90; ‘sundries, SOSZE LY... cence 4,700 01 
Burlington Channel, repairs to approach: — Inspection, $280; labour, $150.80; sun- 
dries, $279.49. Repair contract complete, Ontario Const. Co., $6,545.75 yy ee ae 7,256 04 


Byng Inlet, dredging:—Inspection, $1,029; labour, $1,125; " sundries, $688.26. 
Dredging, Randolph Macdonald Co., balance contracts 18092 and 15881, $13,545.23; 


Smaraccount contract sNosy 235404920, G40uas . Uieslad. ote iitek sak iae genes oil Ml ae 42,028 24 
Chatham, repairs to revetment walls:—Inspection, $240; sundries, $1,002.64. On 

account construction, Chatham Dredging & General Contracting Co., $4,000. 5,242 64 
Cobourg, harbour improvements:—Inspection, $396.75; sundries, $447.54, dredg- 

ing complete, Canadian aDredging..Co. $28:290.13.. ...f Odeo oaeale® se arose a 29,134 42 
Cockburn Island, breakwater wharf:—lInspection, $96; labour $389.40; sundries, 

$398.63; balance contract, McLartys, Harten & Wilber Lids, ‘SL1156, 7 PN ee 12,040 46 


Collingwood, harbour improvements:—Inspection, $3,067. 80; labour, $973.40; 
advertising, $464.98; sundries, $416.79. Dredging, Canadian Dredging Co., on 


account, $144. ODS. rd c pelea blots deh PORES hed-ey bucee | Oete Bi fine wer yalere ¢ eaeaemereec ete bre stead 149,875 97 
Collingwood, final settlement of claims:—R. G. Weddell, dredging contract No. 
UDOS 2 ici... AOR Logger bok + ter(ine > ohichree em irehrep re NE RORD = Fe eel ee nomaas - Seen 50,000 00 


French River ame, maintenance and repairs:—Damkeepers, D. Bergeron, $1,080, 
living allowance, $360, N. Pypher, $1,080, living allowance, ye labour, $547: 
sundries, $783. iy I pen RO Ge ne NESTE} ea eg Ey tng Zits ~ 6210.07 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suile 


Votes — Crédits 197 & 422 — Harbours and Rivers — Ports et riviéres 
Ontario—Con. — Suite 


Gananoque, repairs to approach:—-Labour, $385.70; materials, $693.20............ 1,078 90 


fenderaboomycum pleteyiG5078.63') liven i.) Satins: Ral y ho 2b.) oa RISE. SUL ON 33,807 67 
Grand Bend, pier repairs:—-Labour. $1,016; materials, $3,990.73...........0000. 5,006 73 


Ltd., $57,710.91. Total, $114,695.72 less $1,675.75 paid by Steel Co. of Canada. 113,019 97 


Dredging, C. 8. Boone Dredging & Construction Co., on account, $16,771.99.... 19,946 46 
Kincardine, harbour repairs and improvements:—Inspection, $215; sundries, $84.67. 
Balance reconstruction of north pier. Henry & Ross. $10,540.67.............. 10,840 34 


A A 2 SURE AIA. eclpce Sp paieus vob ssh Wedcueed ioheacdsves sess’ arhorsvons 1 ae oR Saw. Ch eR Ee 44,255 22 
Kingston, Dry Dock, repairs to shipways:—Labour, $584.20; materials, $1,067.02. 1,651,122 
Kingston, La Salle Causeway, reconstruction of guide pier:—Labour, $2,161.40; 

alee ee 2045 MUNA ries, B10. LB nce mayen ies wie s BO « REI RO reread. nl. 4,475 55 
Kingston, Little Cataraqui Bay, breakwater:-—Inspection, $1,480.62; labour, 


$313.45. On account construction, Canadian Dredging Co., $98,610.......... 102,450 77 
Kingston R.M.C., repairs and improvements:-—Labour, $1,582; materials, $1,918.23. 3,000 123 
Kingston, wharf reconstruction:—King’s Printer, $39.60; advertising, $192. On 

account reconstruction, Russell Construction Co., $4.490.....0......0..020000 4,721 60 
Kingsville, pier repairs:—Inspection, $534; labour, $579.80; sundries, $795.94. 

Repair contract complete, R. C. Huffman Construction Co., $26,085.64........ 27,995 38 


Little Current, dredging:—Inspection, $1,080; labour. $560; sundries, $1,090.40; 

Balance dredging, Randolph Macdonald Co., Ltd., $28.192.50, extras, $2,689.57. 33,612 47 
Michipicoten, dredging:—-Inspection, $906; sundries, $290.68. Dredging, A. B. 

McLean & Sons: on account contract, $63,576.50; berth at dock, $900...... 65.673 18 
Midland, harbour improvements:—-Inspection, $1,058.40; labour, $1,297.10; 

materials for twin shelters. $2,579.20; preparing base and laying surface at dock, 

$4,200; sundries, $19.26. Balance extension to wharf, Rayner Construction Co., 

Ne Me ee OE eee ee tie ans see ek AN AAG Oe Mere eigen 9 Mate eae 27,828 55 
Montreal River, dam at Latchford, maintenance and repairs:—Damkeeper, W. N. 

Michel, $1,170; water control supervisor, G. H. Schneider, $1,500; sundries, 

Shay Cn av onee cask 2. 9 VS eee Ai tet oii ks hear ae ah alo ea aaa, 2 > aaa ty atalino Aanaaiht. 2eyt Wes 3,835 38 
Oshawa, harbour improvements:—-Inspection, $795.25; labour, $4.825.53; sundries, 

$4,262.11. Construction of wall extension complete, T. A. Brown Co., Ltd., 

$33,852.73. Total, $43,735.62; less $1,800 paid by Pittsburg Coal Co........ 41,935 62 
Owen Sound, harbour improvements:—TInspection. $539; sundries, $319.44. Ex- 

tension to revetment wall, complete, Thunder Bay Harbour Improvement Co., 

Oe) oar rere Lohae sheer Mita aha NG AnH intel ava Mea Glo wal 2 pM RUei lena a bata RE aia rere G 27,142 79 
Parry Sound, wharf reconstruction:—TInspection, $1,008; labour, $269.80; sundries, 

$881.35. On account reconstruction of wharf, Chatham Dredging & General 


ED Nt MO ae hg os Bcd Vere a te Ge aon cles avalae 2 Sik Owe Ad deal Aged hsb Toe bale 25,019 15 
Pelee Island, pier repairs:—-Labour, $704.73; materials, $1,104.99.............. 1,809 72 
Penetanguishene, wharf repairs:—Paving dock, Rayner Construction Ltd...... 3,950 00 
Port Burwell, repairs to harbour works:—Labour, $1,108.35; sundries, $1,880.97. 

Total, $2,989.32; less $423.31 paid by Pennsylvania-Ontario Transport Co.... 2,566 01 
Port Colborne, repairs to harbour works:—Inspection, $300.60; sundries, $440.60. 

Repair contract complete, Ontario Construction Co., Ltd., $37,764.34.......... 38,505 54 


Port Hope, harbour improvements:—-Inspection, $336; sundries, $753.53. Recon- 
struction of wharf and dredging approach, complete, R. C. Huffman Construction 
Pie © igen Phan ul la laa abit we Uj i ea a a I es a a ee NE! 20,983 84 
Port Maitland, harbour improvements:—Inspection, $329.40; sundries, $396.98. 
Construction of wall on east side, complete, Wm. Bermingham & Son, $15,099.16; 


balance cost extension to wall on west side, Ontario Construction Co., $4,384.29. 20,209 83 
Port Stanley, harbour repairs and improvements:—Labour, $2,941.54; sundries, 

ae re eae Seer ta aN eo eke cs GEL LOGE GPEST) o's 4b na. scehamea MEME 5,109 95 
Providence Bay, wharf repairs:—Labour, $3,654.30; sundries, $2,183.67........... 5,837 97 
Rockport, wharf:—Labour,, $1,239.50: « sundries,’) $35,147 24. A. <recesbysteseaiess sodillele GH 6 axe 4,386 74 


Sarnia, harbour improvements:—Inspection, $624; labour, $495.25; sundries, $723.82. 
Balance cost construction of wharf, Detroit River Construction Co., $29,374.54; 
dgeaging complete, Lssex vy braneit.. CO. 22,2644 2 oft olvnsianedl @ olase.crovark mievetinvece isl’, oarhie 33,480 01 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 197 & 422 — Harbours and Rivers — Ports et riviéres 


Ontario—Conec — Fin 


Sault Ste. Marie, harbour improvements:—Inspection, $1,950.01; labour, $6,846.10; 

hire of dredge Isobel, $1,200; sundries, $5,319.69. Balance cost of contract work: 

reinforcing wharf, Bernardi Brown & Co., $94.58; dredging approach, C. S. 

Boone Dredging & Construction Co., $35,099 90; dredging slip, contract No. 

23175 (H. L. Penhorwood in liquidation), $15, 476 2. wetahastetes 1 aeOSSES teeth 65,987 20 
Telegraph Narrows and Point Anne, dredging :—Inspection, $600; labour, $298.25; 

sundries, $598.09. Balance dredging contract, Russell Construction Co., 


$45)569.51 | wise oes owGule -& 1 . SERMORRR etree ee ee eee. SEE 47,065 85 
Toronto, dredging and repairs to piers:—Inspection, $367.30; labour, $4,739.38; 

sundries, $8,572.78. Dredging complete, Canadian Dredging Oo SLUTTSZI A..F 25,454 68 
Windsor, harbour improvements:—Advertising, $458.31; sundries, $4109.10). ah) ba. 499 60 


Harbours and Rivers, Ontario, generally:— 

Harbour and river works: Bradford, $501.62; Brockville, $793.66; Bruce Mines, 

$527.50; Colpoy’s Bay, $692.72; Dyer’s Bay, $1,852.50; Keewatin, $1,887.13; 

Kingston Dry Dock, $750; Leamington, $3,499.65; Little Current, $941.31; 

Meaford, $917.77; Minaki, $845.38; Mortimer’s Point, $803; Point Edward, 

$1,000; Port Finlay, $626.68; Port Rowan, $900.20; Rosseau, $669.98; Silver- 

water, $749.90; West Bay, $949.76; Wheatley, $782.43; Whitby, $582.74; 

Windsor, :$1,900.27s)-minor: pworks,059,371 Dlnsiadevwin habe besa che chen 31,551 42 
London office and district: gasoline and oil, $859.39; maintenance of cars, $680; 

Tudor Ford, $612.88, less $228.88 allowed for old car; garage rent, $144; tele- 

nione.. tolls, .. $996i355, . SUNATICS, $265.99 » vom « Gaenomlapeises = seat k eee kc aie a hcLaeieeS § 2,929 73 
Ottawa office: garage rent, $120; gasoline and oil, $173.55; maintenance of cars, 

oe oe Willys club sedan, $980, less $375 allowed for old car; sundries, 

S2OISI vas cc. wo we LOBOS. ...00), .neeebhe id, cei baoe . memaberanee . inane a 1,068 31 
Port ati and Fort William offices: gasoline and oil, $181.40; maintenance 

of car, $129.20; Chevrolet sedan, $997, less $345 allowed. for old car; removal 

expenses of W. J. Fuller from Sault Ste. Marie to Fort William, $553.47; 


sundries, S276/00). ghia. SUR GR.. Wodal. cFoaM, . aoa Pew hee ae 1,792 68 
Sault Ste. Marie office: telegrams, $108.95; sundries, $147.24.................. 256 19 
Toronto office and district: clerk stenographer, $123; draughtsman, $150; tele- 

phore tolls; (61,237. 1557 sunderesl SSS4.57.3 026.2 . OOOO E NM... eee eee 2,344 72 
Generally: advertising, $50.30; King’s Printer, printing, $880.94; supplies, 

$2,961.55; sales tax on lumber purchased 1929, 1930 and 1931, $128.87...... 4,021 66 

43,964 71 

Total (see Summary — voir Sommaire, page V—111).................. $1,226,989 23 

Classified as follows — Classifiées comme suit:— 

a laad HOS LTC eV VN CS ele sre 2G une eae rite ae etek ee ae yaa eae aes ee 92,976 22 
PSV ERIS (hrpeneas.s Ais Bren Tie Bil 1 ek eee aie ee ee a 220 200) 
Materials, Supplies;,. Repairs—General’ .. 00000. 0 oe cae we eee 219,866 16 
Materials, Supplies, Repairs—New autos, etc...............00. 2,599 15 
Preatine ands Stationery 45 SOUT ek Co hae he. Mee eee 3,942 40 
Miscellancouee. of ere eee «See ee yi mete es One te ohio Caer eres 18,638 95 
Other Oublaye2, FR ReeT Oo 7G ots. PUA EE Cee, TIES. ae OD) sh 892, 639 46 
1,230,888 29 
Legs—-A djustmenta® ) WRONG SAS. ARTO, ENS ait 3,899 06 


$1,226,989 23 


Votes — Crédits 198 & 423 — Harbours and Rivers — Ports et riviéres 


Manitoba 
Gimli, repairs to pier:—Labour, $1,945.40; peste S21 300 Us Lae Mea ate. aa vane «a 4,315 80 
Lac du Bonnet, wharf extension: —Labour, $1,975.40; sundries, $1,103.63........ 3,079 03 
Red River, repairs to jetties:—lLabour, $4, 224.06; sundries, $3, Deore aes 6 ks. «eS 7,749 41 
Selkirk, wharf extension: —Labour, $3, 379. 3) Be sundries, $a) 100. 02 eee ee oe ee 7,140 32 


St. Andrews Rapids—-lock and dam—maintenance and repairs:—Superintendent, H. 

B. Johnston, $2,100; caretaker, J. H. Longbottom, $1,260; dynamo tender, N. 

Ross, $1,914. 60; lockmasters, $9, 095; labour, $9,628.30; lumber, $4,859.26; sun- 

dries, $3,405. 07. Total $25; 962 23; less $35 ‘paid by Canadian Indemnity Ga. Pina py ag ee 
Victoria Beach, breakwater: Labour, $1;126.45; ‘sundries, ‘$7,097.41 02.22. eS 2,223 86 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 198 & 423 — Harbours and Rivers — Ports et riviéres 


Manitoba—Conc. — Fin 


Harbours and Rivers, generally:— 
Grassy river, improvements, $1,402.09; Victoria Beach, pier repairs, $1,307.07; 
40 


Winnipegosis, wharf repairs, $922.51; minor works, $115.40..............6. 3,747 07 
Winnipeg office and district: gasoline and oil, $282.46; auto repairs, $211.85; 
Saudries, $919.26 B6b 18. keilaaua- » Las: sevindackeo tees glint -Magarbw + oma beta 1443 ST 
Generally: paymaster’s services, etc., $809.50; King’s Printer, printing, $2.30; 
BUN ese OU let ree Aa is cu ou saihgnday dewean fous oudyy ss uy hs ass ae 1,119 41 
6,280 05 
Total (see Summary — voir Sommaire, page V—I111).................. Se ,S601a. 20 
Classified as follows — Classifiées comme suit:— 
Deleries and Wages ses. sees axe Pi etme ds diese oats ble Oe tht 31,654 19 
ravelling eine nseat Ie. treet... GU. MO Lena halen 140s Toned 
wiaceriais; Supplies. Repairs— General pines: soos smedntewnn ok} Koos 21,139 08 
Materials, Supplies, Repairs—Auto repairs ...........ce ee eeeeeee 211 85 
PEACIN> Agi SEALIONGLY. 1 5 ieee oieads 2 ha cil hal sche n PRM aa our SAE A Lie 309 91 
MATSCEILSTIOOUS eich. ¢ Diet LB... clade aibhetein Qinsecetite be AyetesAdUNG al» lt Jota) flee oi 2,659 87 
56,050 20 
Pee IOC CUE Oty ana eas cutartine ae wacaaen ep 8 os < meceueed 35 00 


Vote — Crédit 199 — Harbours and Rivers — Ports et riviéres 


Saskatchewan & Alberta 


Harbours and Rivers, generally:— 
Cowan dam, $967.20; Craven dam, $13.75; Fort McMurray, floating wharves, $400. 1,380 95 


Generally: travelling expenses, $467.40; sundries, $77.11.............- se eeeeees 544 51 
Total (see Summary — voir Sommaire, page V—111)........ SESS $ 1,925 46 
Classified as follows — Classifiées comme suit:— 

DBalarics Alias ACCS on et? ohpobesce } «csqeigerieitts = (Lats Pee * wad emaira: § 923 75 
Travelling EXpeNSES - IT. HARE. slogan d+ odscpiledtt «AU se deacmesodl pf 467 40 
Materials, Supplies, Repairs—General..........c.ccseeee ee eeeees 469 12 
PrNUne Andiantalioner Vis 02+ - hdcdeucseiaa ade ee Gane soe ae 55 74 
Biiscellancowtasancdleh oh Taka s ceatac dS! ithng tassel seh pas «oe 9 45 
$ 1,925 46 


Votes — Crédits 200 & 424 — Harbours and Rivers — Ports et riviéres 


British Columbia — Colombie Britannique 


Celista, wharf reconstruction:—Labour, $747.30; sundries, $1,593.73.............4- 2,341 03 
Chemainus, renewal of float and approach:—Float renewal, Victoria Pile Driving 

ourpie ule 35s) INOPCCUINE PICS, 108s oo cies a4 <j she Sings sei os 8 90 sal mo he base 9 are 1,723 43 
Columbia River (below Burton), improvements to diversion work:—Labour, 

SHL0,70* SUnGrIcS 9 SOs0 9S AUT HI oes LOPS Ok Pad eae eed fava) j---« xenGldet 1,490 68 
Coquitlam River, contribution towards dredging, the province of B.C. to contribute 

MOA GOTO TTO CIR WHET! Ce Cet Ie cll os, Sue AMR het aiel os @ Riliele 0 RAGES. levels 9h area OEM e 3,000 00 
Eagle Bay, wharf:—Labour, $746.40; sundries, $1,143.12............ sees cee eeenee 1,889 52 
Fraser River, contribution towards protection work at Canoe Pass, the municipality 

Bre Delta toe cantibete a luke amount cals. Jie. . ae. aks ar. deh hind decor 1,937 35 


Fraser River, improvements:—Inspection, $2,580; engineer’s helpers, $1,300; labour, 

$46.25; purchase price of land required, $187.35; sundries, $1,903.72. On account 

contracts for additions to jetties at Steveston: north jetty, Coast Quarries Ltd., 

$166:770; {couth Jeb. RW. Jaynes Conv$227,180 2700. 20s . Pores oli. ee ier 399,917 32 
Fraser River (lower), operation of snagboat Sumson:—Master, J. W. Rogers, 

$2,160; crew, wages, $12,297.58, board, $4,113.25; operating expenses, $3,532.47; 

repairs, $2,389.90. Total $24,493.20, less $1,875 refunded for services of boat 

(Dept-af' Marine—51.,500-" Home: Oil” Distributors; "$375 ic diene... cect oenee nade 22,618 20 


Part V—78 


PUBLIC WORKS —TRAVAUX PUBLICS 


Votes — Crédits 200 & 424 — Harbours and Rivers — Ports et riviéres 


British Columbia—Conc. — Colombie Britannique-Fin 


Gerrard, wharf:—Labour, $1,050.10; sundries, $1,486.08.........cctueteei eevee ce 
Kaslo, wharf reconstruction:—Inspection, $277.17; sundries, $240.55. Balance cost 

construction: of. wharf, ;, LoHh Rawlings) S1938100 see: sal aeons aan. aE 
Magna Bay, wharf reconstruction:—Labour, $1,104.60; sundries, $2.646.91........ 
McDonald’s Landing, wharf replacement:—Labour. $502; supplies, $1,029.70...... 
Minnekhada, wharit reconstruction:—I nspection, $48; reconstruction, W. R. Jaynes 

COBNIS TL 23 BOs. coecreeanayat highatatio atest staat al at a¥ stint ott’ stil wit shat atin! al moter Uae Ghana ehbect actuation ieee 2k We 
Nanaimo, crib:—Advertising, $86.10; King’s Printer, $2.98..................000- 


Nanaimo, renewal of float at Farmer’s Landing:—Float renewal, etc., J. McDonald 
COneemOE DAL. IGT OC ATO SS PRUE Ces La aN ten Re. Oe ey ee 


Victoria Harbour, dredging:—Advertising, $26.10. Balance dredging contract, 


Pend? prints, $330,207" puldries | WSUS00 0) hla ttt Vet a: era 
New Westminster offce: gasoline and oil, $178.86; maintenance of cars, $146.20; 
telephone,.service.. $376,195 cundrigs -S002.09 0 a ee) eae ee eee 
Vancouver OUICE SUD D LIES save area 5 aie Soe esa RUT co ete Me asa ee a a 
tant, gasoline and oil, $269.47; maintenance of car, $391.75; sundries, 
Department of Printing and Stationery: King’s Printer, printing, $310.37, sup- 
ples, $1,134 Bo ch it: Ly Ak Ro 1 Lh A Oe ne 
Total (see Summary — voir Sommaire, page V—11l).........e.eeeeee 
Classified as follows — Classifiées comme suit:— 
Salaries and NWagess oe ..) oh 10, TID Ade pereha Th: aba wee ep 51,486 24 
Travelling Harpemses 6-31.40 si. SUMAN hades 190 55 
Materials, Supplies, Repairs—General.... 0.0.00. 0000 lo eee ees 80.797 20 
Materials, Supplies!) Repairs+New Auto, ete!. 0) 22004 Poros 1,878 89 
Printing and. Stetionerys siete Mena ee, 2,099 79 
Miscellaneotisiite’ “Opiate ye tid lun Bore he ORG Sil, cnlibniat tee 5,982 72 
Other *Outlayewwme Male Ak Eh, ie eeu eis hits (aioe! t end 435,972 33 
578,407 72 


Less—A.djustment(sMba ls EO eee Saad | Fongoriad 1,875 00 
. $ 576,532 72 


2,536 
19,898 
3,751 
1,531 


1,171 
89 


1,699 
943 
1,855 
2,561 
5,999 
1,183 
1,720 
2.332 
3,970 
2.438 
2620 
7,868 
19,529 


2,090 


13,612 


33,894 


2,789 


1,325 
145 


1,461 


2,094 
41,709 


28 


30 
ba 
05 
07 


70 
51 


72 


$ 576,532 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suiiec 


Vote — Crédit 201 — Harbours and Rivers — Ports et riviéres 


Yukon 
Stewart and Yukon Rivers, improvements:—British-Yukon Navigation Co. Ltd., 


removing rocks, etc., $6,727.90. Amount paid by Government...............005. $ 5,000 00 
(See Summary — voir Sommaire, page .V—111) 


Vote — Crédit 202 — Harbours and Rivers — Ports et riviéres 


Generally — En général 


Salaries and Wages — Traitements et salaires:—Test borings: foreman, T. P. Keane, 


$120; skilled labourer, A. Friend, $1,500; sundry labour, $1,132.21.............. vis ae A 
Travelling Hxpenses—- Frais de voyages:—Test boring staff...............ee eee 1,358 14 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Cement testing laboratory, sundries, $1,096.55. Test borings, sundries, $3,889.28. 

Generally: photographic work, $3,132.51; sundries, $251.55. aed Sai: aR as Bou etanks 8,369 89 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 9 05 
Miscellaneous — Divers:—Cement testing laboratory, sundries, $116.99. Test bor- 

ings, sundries, $1,427.01. Generally: expressage, $1,304.13; telegrams, $6,337.57; 

IMU an ae PN IRO SHR IM © al hese a cio oS a(n + Barna caned bogus € 4 Fda COLSIN Ge Ceca seaca st 9,378 99 

21.868 28 

Less— } 5 

‘Refunded by Dept. of Marine, re test borings at St. John, N.B..$ 441 96 
Refunded by City of Ottawa, ve test borings for relief sewer... 297 00 
Refunded by Quebec Streams Commission, re test borings at 
Caughnawaga. ........ Pi, OTS EA ae LIMO Ga so: 5 ROPE Teak), del: f2D0e02 
——---—— 1,464 28 
Total (see Summary — voir Sommaire, page V—111)................4. $ 20,404 00 
Votes — Crédits 203 & 425 — Dredging — Dragage 
SUMMARY — SOMMAIRE 
MAGED NIG me PO VEIN CO ued ark a, dick s2 oo Sieh opscbibioiiads REDS, SECU EP 3 rh tan a thi 6 MR (Page V—79) 393,543 51 
ORCACLA eG ile eid etre k Ty Sette cade A rin x Alay oth atthe «; ovis, Phdhehe Cook... ike (Page V—81) 424,985 51 
Manitoba Saskatchewan (and Alberta. 5s cantsetene(lkis osote se Bik. oreetecdie 2 (Page V—82) 70,688 54 
Bigai pete Orinda at peer ce stress bc Olay alvin aoe nicer, 9 LE (GRUB) babe tenes eo cvin' mtx (Page V-—82) 175,707 07 
(See Summary — voir Sommaire, page V—111)............cccceeeeeee $1,064,924 63 


DETAILS — DETAIL 


Maritime Provinces — Provinces Maritimes 


Dredge No. 1 and plant:—Master, C. F. Lewis, $2,280; crew, wages, $517.66, board, 

$131.75; operating expenses, $1,475.01; repairs and replacements, $15,242.12; 

RO AECL ICC FORO oo ci eaten ee heehee AA ede f dey aekociaht eens 19,672 00 
Dredge No. 2 and plant:—Master, L. A. Hains, $1,677.53, extra pay 1930-31, $130; 

crew, wages, $9,761.04, board, $2,443.50; operating expenses, $11,069.06; repairs 

PATER Ey FMCG) oy SR oo JB ne ee ules Se ae rR ee a 58,463 11 
Dredge Pownal No. 2 and plant:-—Engineer-master, 8. D. Murchison, $1,740; crew, 

wages, $215.20, board, $68; operating expenses, $770.51; repairs and replace- 

AIAG, oh A ol ERT oe ce a).e keen Na taeceng OL cAI meiun eon antics ae, AL heen Sib eore a RIED 11,189 09 
Dredge No. 4 and plant:—-Engineer-master, G. Mcleod, $1,880; crew, wages, 

$4,537.35, board, $1,542.25: operating expenses, $5,206.39; repairs and replace- 

ments, $5,724.25; less refunded for services of dredge, $539.45................ 18,350 79 


Part V—80 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 203 & 425 — Dredging — Dragage | 


Maritime Provinces—Conc. — Provinces Maritimes—Fin 


Dredge No. 5 and plant:—Engineer-master, A. G. MacDonald, $2,100; crew, wages, 
$11,538.76, board, $3,304; casual labour, $1,504.65; operating expenses, $11, 827.06; 
repairs and replacements, $30:973.78) 4.10% 4s ORats TERRIA. AIGY oon VAS eee ee 

Dredge No. 9 and plant:—Engineer-master, A. ‘A. Cosgrove, $1,920; crew, wages, 
$6,097.86, board, $2,157.25; casual labour, $585.95; operating expenses, $9,887.49; 
repairs and replacements, $10,377.49 ; damage to “auto and buoys, $544; ..t secs 

Dredge No. 12 and plant:—Engineer- master, Remo Hannon, $1,920; crew, wages, 
en 11, board, $78.75; operating expenses, $959.69; repairs and replacements, 
Bh S0bLoncacn tad» Cauaeeced au amediaa wake or ae ee ee a 

Dredge No. 18 and plant: —Engineer-master, J. Amos. $1,980; crew, wages, 
$7,599.01, board, $2,363.25; operating expenses, $7, 410.88; repairs and replace- 
ments, $19, 526. Q7: tug service, $6,765.33; damage to boats, SBT OO): ve cua aie aia 

Dredge No. 14 and plant: Engineer-captain, A. Hiltz, $815; wages of crew, 
$1,788.89; operating expenses, $2,185.31; repairs and replacements, $2,058.59... 

Dredge No. 15 and plant:—Master, S. Rawding, $1,320; crew, $3,731; operating 
expenses, -$1;:577,09° ‘repairs, aud \repiacenvemts) wpesc.2l on aoe tes ae cs cee oe 

Dredge No. 16 and plant:—Captain, J. Abramson, $1,482.25; crew, $2,968.48; 
operating expenses, $1,284.41; repairs and replacements, $2,324.98.............. 

Dredge No. 115 and, plant: —Engineer-master, W. H. McLeod, $2,100; crew, wages, 
$369.84, board, $101.25; operating expenses, $1,818.38; repairs and. replacements, 
$7,050.77 i yo ig a ES Poi Seah eV Ac rmtnortonci ce a8 neta ves tena abatae he eee ert eam aes it ca to te ok ae a eae ce coe eee es 

Tug Canso:—Master, A. L. Scott, $1,534.50; crew, wages, $5,804.43, board, $1,588.75; 
operating expenses, $4,892.80; repairs and replacements, $8, 508. OO Ad 25 6 Ve eae 

Tug Fredericton:——Master, R. sh Belyea, $1,407.74; crew, wages, $4,361.21, board, 
$1,217.25; operating expenses, $2,168.64; repairs ‘and replacements, $10,570.72... 

Tug Helena:—Captain, D. Reid, $1,977.66; crew, wages, $188.53, board, $22.50; 
operating expenses, $438.56; repairs and replacements, $827.12.................- 

Tug Lisgar:—Master, G. C. Gamble, $1,602.50; crew, wages, $6,692.89, board, 
$1,989.25; operating expenses, $7,770.25; repairs and replacements, $13,935.66; 


less refunded ior services: Of. CU s\~S405 04... n conse censcorsto-esntorcieneaece-see oes antes te siete mead | 


Tug Pugwash:—Master, A. Swim, $1,860: crew. wages, $141.33. board, $45; 
operating expenses, $1,429.38; repairs and replacements, $1,001.30............ 
Tug Sogenada:—Master, J. T. Dicks, $1,229.42, A. McLeod, $180.23; crew, wages, 
$4,383.86, board, $1,209; operating expenses, $2,443.23; repairs and _ replace- 
ments, $3,503.13; less refunded for scrvices of tug, $611. Ocul Ry Sige & 
Harbours and Rivers, Nova Scotia:—Birch Island, $599.20; Finlay Point, $599.43; 
Little Judique, $983.76; Liverpool, dredging complete, Beacon Dredging Co., Ltd. 
57,244-9 cy. at 47éc., inspection, $915.92, sundries, $339.13; Malagawatch, $509.52: 
Murphy’s Pond, $599.73; New Edinburgh, $699.99; Noel, $640.76; Windsor, 
$2,742.34; Wolfville, $2.064.99; payments under $500, $1.441.23................ 
Harbours and Rivers, New Brunswick:—Anderson’s Hollow, $2,246.16; Camp- 
bellton, dredging complete, F. Michaud, 1,015-8 cy. at 75c., sundries, $92; 
Chatham, dredging complete, Maritime Dredging and Supply Co., 3,973 cy. at 
88c., inspection, $96.75; Ford’s Mills, $2.814.57; Loggieville, dredging complete, 
Maritime Dredging and: Supply Co.. 8,305: 5 ey. at 60c., inspection, $80; 
Tabusintac, dredging complete, Maritime Dredging and Supply Co., 539-1 cy. 
at 944c., 510 cy. at 63c., inspection, $44.63; payments under $500, $968. 20 eee 
Office Wee ies: —Services of stenographer, $180: travelling expenses of officials, 
$4,291.73; rents, $235; telephones, rent, $186.83, tolls, $225.95; telegrams, $395.45; 


postage, $144. 25: SUNOTIES, SLOZSS IT ih s pe ee ee ete Renee ee ee : 


General: —Department of Printing and Stationery: King’s Printer, printing, 
$07.11, supplies, “$9811; “advertising: $4.60/00 5 7. ee eee ee ee: 


Less—Charged to Dredging, Ontario and Quebec................. (Page V—81) 


(or ae ee ee ae Oe (Page V—79)$ 393,543 


Classified as follows — Classifiées comme suit:— 

Salaries/and Wagest sc 100. O00 27S VETS elaek LD) eten) 137,167 20 
Travelling‘ Hxpenséateaet yeeros, hin, . aiivigay, 5 IO.GVa Te. ae es ALT arp 
Materials, Supplies) Repairs: eboss vite s weak b.4 ces ee Oe 244.386 93 
Printing and Stationery...209 . 6PM ke Poe, AOU ATL od. ee 165 22 
Miscellaneous PE A hela K a POREESE Gd, AT LEE CUE Ree Rea 20,746 02 
AREMOIMI ITE LAN 4%, Gh; Can ee 4,nla'ss toes he Rite mates ea eco ee Reccaeee ane 37,432 32 

446,510 46 
Deis dyusmMenteinuds sp hiida deste ene O.g:ciob ak det RSE LER CREE 52,966 95 


$ 393,543 51 


61,248 


31,080 


10,011 


45,759 
6,847 
7,110 
8,060 


11,440 
22,328 
19,725 

3,454 


31,585 
4,477 


12,337 


39,417 


16,414 


5,811 
169 


444,954 


51,411 


20 


04 


19 


59 
79 
30 
12 


24 
78 
56 
37 


51 
01 


65 


33 


Part V—81 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
6e60Neee6—a6aa0aww00Tu—aoOooooasSs@~@ooooaawawqyxo0O9nD9DD0S— Oe * 


Votes — Crédits 203 & 425 — Dredging — Dragage 


Ontario and Quebec — Ontario et Québec 


Dredge No. 1, Quinlan & Robertson:——-Engineer master, M. Convey, $2,040; re- 

Pets, Lot, 9A cA Set bapad .Alnd Sh Ah aeuaet aasenin, cPOUBIR. ioral osc. 7,030 87 
Dredge No. 110 and plant:—Engineer master, C. Fox, $2,160; crew, wages, $7,889.32, - 

board, $2,620.22; operating expenses, $5,507.83; repairs, $25,627.33; tug hire, 

41000.00.. AONE .. Ga rLLMiA 71D ,0OO8 ». DAAGH. SBOL IS. abun avec. otk oe 48,440 20 


ADS PLA Oe, BOGE. os musk. cep.. vin « ddenice a’ thal Racbeess CC OL UR 53,141 24 
Dredge No. 117:—Engineer master, J. Howell, $2,100; crew, wages, $8,250.45, 
board, $2,488; operating expenses, $4,347.70; repairs, $41,125.36; tug hire, 


SOL OIOUN Hews svheo oases Oe Al TB os. FEE aL Ce Meo AMET ALI Sae « OIE SAH 61,604 01 
Dredge No. 121:—Engineer master, E. C. Robertson, $1,740; watchman, $63.46; re- 
aren Se Le cl eekS + ME RIO08  benad. VASRbe cuawe wena. : Obi iae ondeedl 3,918 71 


Dredge No. 123:—Engineer master, H. J. Fox, $1,980; crew, wages, $6,817.81, 

board, $2,174.40; operating expenses, $2,464.57; repairs, $17,591.60; tug hire, 

Pe | seks Sipe I Ee ep on aes ob DOL OM UR aS Fe dR Gk GR. | womeertoce, 32,143 38 
Dredge No. 126:—Repairs: labour, $1,099.58; materials, ete $526.79 slool hese oer 1,626 37 


PURE 2a Gece PU eh Ak Kh KAA kkhin comrade nharion a UARODE  SODERMOR. CL 15,657 51 
Tug Bersimis:—Master, W. Levesque, $1,495; crew, wages, $5,689.97, board, 

$1,656.61; operating expenses, $4,208.54; repairs, $3,224.1]1............000-000.. 16,274 23 
Tug Fraserville:—Crew, wages, $656.50, board, $627.25; operating expenses, 

Ramee ee IE ROO ONG 8 oe ca ee Ae cam. kL Ae ae na 8,594 85 
Tug Hercules:—Master, M. Jackson, $1,522.59; crew, wages, $5,877.63, board, bt 

$1,778.90; operating expenses, $2,872.50; repairs, SE CS41BIS, . 20. DOLL a... 15,835 75 
Tug Monitor:—Master, T. Bernier, $1,284.84; crew, wages, $3,203.75, board, . 

$957.60; operating expenses, $1,564.22: vepairap BIG82588o0i 18. to, gad. ost . 23,836 29 
Tug Witherbee:—Master, J. Forgues, $1,477.50; crew, wages, $4,714.94, board, .. 

$1,521.20; operating expenses, $5,943.05; repairs, $18,098.40................ 31,755 09 


Dredges and tugs, not in use, repairs:—Dredge No. 127, $792.51; Dredge No. 128, 
$500.07; Dredge No. 129, $338.27; Tug Cliffside, $876.17; Tug Peel, $527.59.... 3,034 61 
Contract Dredging:— 


devotes lie Cotseway {S00 evy at d0clat ss. ore ee 5,377 -09 
Chatham Dredging & General Contracting Co., Port Dover, 43,684 cy. at 34c., ~ oe 

CEILS RON dsb AEP EMG AGA AN hla bala a Da Naot aki Mi elie RAN oh ea ic LA tea Sc fet * 14,954 11 
Russell Construction Co.: Kingston, 161 c.y. at $4.98, 172 c.y. at 64c.; Deseronto, 

ADS SG acolo elt psa MM C50) a eo uA ea i Na a a de ken ea SR 1,880 18 

: 22,211 38 


Pee mDOM ee Aka are iu, OSG). eR Re ee ea. 1,843 75 
Harbours and Rivers, Quebec:—Barachois, $1,692.34; Cap au Renard, $202.75; 
Etchemin river, $3,878.58; Riviére St. Francois, in settlement of claim for 


$2,055.82; St. Romuald d’Etchemin, dredging, $2,275; minor works, $1,370.85.. 15,452 84 


canal, $1,000, soundings, $43.25: minor works. CASS SRE Boke Nahata Aion 7,928 20 
Pattern warehouse:—Foreman carpenter, G. Waters, $1,890.40; sundries, $104.49. . 1,994 89 
Generally:—Advertising, $427.27; gratuities to relatives of deceased employees, 

A. Walker, $178, L. Levesque, $130; sundries, $644.43..........ccceccccceee., 1,379 70 
Detailed with Dredging, Maritime Provinces...................... (Page V—80) 51.411 94 

425,115 ll 

Less—Refunded by Dept. of Marine, for services of Dredge Harricana No. 2.. 129 60 

tO Ge Mae AR NE GA Wego Sk Paki oll des ES wig a os SAaPEL HM. oak (Page V—79)$ 424,985 51 
Classified as follows — Classifiées comme suit:— 

Salanies:.ater Waves. it! A MGOE “see POG TTS seein ice “yey 107,967 97 

Lpavelring BW xmenseg. bit stk ee eee cee Ce PR 1,266 20 

MMafoerialesphupplies, Repairs ‘eter srt a, ne LP ah ee ok 208,205 56 

Pyeniing ‘ame Ptationer ys be he etl ee yen an ekg 8 10 

Moigeellanecuma te.) 00 ih! 2 ANDROS NL OLD. US Caen, 24,002 16 

Other Outlagtern ares ca, oh UU SOGEE Os WOU IO GeanyTig hs Aw CaS 32,253 88 

ASyMatMCTUG AS oie. 8 24.55.05 so. tk ben ek Ee ORE a 51,281 64 


$ 424,985 51 


50399—6y 


Part V—S82 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes — Crédits 203 & 425 — Dredging — Dragage 


Manitoba, Saskatchewan & Alberta 


Dredge No. 202 and tug Peguis:—KFngineer master, W. Watterson, $984.13; 
tug master, R. Clemons, $780.84; es is yes $2, 491. 17, board, $836.40; oper- 


ating expenses, $1,832. 05; PEPairs, CS49S. SON . os . WAP. aelak welsh one heehee Blelee oes . 817 8538939 
Dredge No. 205 and tug Priday: Ru eney S. Dewar, $923.20; tug master, H. 
Barker, $777.09; crews, wages, $3,430.45, board, $900. 15; operating expenses, 
$2,056. 49; repairs, $634.22 PAE RE eG er ie GA ens Saale 1S Fe rebar feet oe | 8,721 60 
Dredge No. 208: -—Dismantling dredge ee tug Le Pas: labour, $780.50; freighting 
hud ttowage, $939.22s."sundries, "Sl0G360 01 <3 vex cua es ves oes ees ee SS oe eee 1,826 07 
Dredge Plamondon, storage, $60; tug Parkdale, dockage! "S70ss 80. Soe iPareyea was, 130 00 
Dredge Red River: :—Master, B. Freeman, $1,368.29; crew, sree $4,533.66, board, 
$1,583.55; operating. expenses, $2,220.68; repairs, $1,184.40................. 10,890: 58 
Dredge W innipegosis and tug Mossy River: -—Master, B. Kelly, $1,506.12; tug 
master, C. Denby, $1,148; crew, wages, $6.181.57, board, $2,012.80; casual labour, 
$298. 70; operating expenses, $3, 210. 15etivepaira So880i4 Lae. Meena, aes 19,737 75 
Tug Vaughan: -—Master, S. Parsons, $1,346.33; engineer, $1,426.18; cook, $612; 
operating expenses, '$2,450:78; | ‘repairs; )-$586.36.).. 00... ee es erase svete es ete 6,421 65 
Barges and scow:—Dockage of coal barges, $160; construction of dump scow, 
labour, $1,568s materiale) $0138 3. aod Ms OR ELE Se IE, 8th oe ae 2,643 38 
Selkirk Shipyard: —Watchman, i ce $1,080; labour, $6,467.50; coal, $1,028.33; 
lumber, $1,199; sundries, $3,287 Sieh ate, aR os wets i eats eae ener A ene 13,062 45 
Harbour and river work:—Little Docivon river, cleaning ditch, $578.67; Wanipi- 
yew erver, land. purchased, $25.05... 08 . agigusa. ids. Ub Se, mentee’ - Ue eiminy 603 67 
71,390 54 
Less— 
Refunded by Dept. of Indian Affairs for services of tug 
Vaughaieyacdls: 6 DOE BEG pee Shao eR RAS... SRR PEeE. $ 592 00 
Refunded by Dept. of Marine for services of tugs, Friday, $37, 
Peguis, SiBibs LUA ESS ee. WANS SOL cee, see et 110 00 
——_—_—_—__—- 702 00 
Total: A. 2tas . ea deecdkh.. s ISK, . SORT wee. : SCRE (Page V—111)$ 70,688 54 
Classified as follows — Classifiées comme suit:— 
PELE TICS LATING UWV RUCS oxic mactioes oh o'a cies a) scutes & alte Oo aap nGEecLaGe Sc Tamas 43,207 18 
PEaVelliny OXPeneee ntl: yc ats dist c Sine ants «ayn towtt tantacotey «Cer aie ats 284 75 
WPS CCTIAIS, SUDPNES TL ICEDGITS, "CLC sys ic cusiecte susan vic tus Waueee caste neat 25,294 12 
Miscellaneous ese ree cee. ee oot oe ti acewr ringette tenet aor Agi, sonar 2,579 49 
Coter’ Ouelsy i: Cie eee eee reese ee sae Pah Se eee COR eaeeee 25 00: - 
; 71,390 54 
Less Adjustments (250s 2 0a ees Sek es ey ee cate eee Le a 702 00 
$ 70,688 54 
British Columbia — Colombie Britannique 
Dredge Ajaz:—Watchman on laid-up plant, G. W. Brown, $1,200; repairs and 
replacements,,:$893.03; sundries, $64.:50-Jd6lap .03.. duahlire setels ofleca tb athe «MB ORLe Mee 2,147 53 
Dredge Arrow Lakes: ‘—Engineer- «master, E. Trimble, $1,528.55; crew, wages, 
$3, 177.67, board, $1,572.67; caus) jabour, $1,043.18; operating expenses, $3,370.99; 
repairs ‘and replacements, S149 BO WE AI conc ork eiatanatis elise tele tats Ree eae meme 11,742 88 
Dredge Bittern:—Chain block, $106. fe sundries, $197.86:..,.10 sts «mieetece se - Beak 394 81 
Dredge Fruhling :—Captain, J. F. Gosse, $1,109. 99; crew, wages, $11,192,82, board, 
$3,070.10; operating expenses, $6,119. 30: repairs and replacements, $8,409.64. 29,901 85 
Dredge King Edward:—Master, H. A. Young, $2,220; crew, wages, $21,948. 12, 
board, $6,453.20; operating expenses, $11,884.53; repairs and replacements, 
$13:880:49 : -advertast tre 5S9 7 AO ook arena io sw hie hos soho Sa ee Sate ese 1s Gk 56,433 74 
Dredge Mastodon:—Watchmen on laid- -up plant, $2,264.06; repairs and replace- 
ments: $4,098.00 sundries, $1 7109 iio coc eeke wee aie aa ole silice oie Gaemnene yon eee ome 6,535 O1 
Dredge Pelican:—Caretaker, $286.80; crew, $177.80; casual labour, $173; legal 
services, $35.80; sundries, $405.31; purchase of land for mooring at Canoe, $150. LZ2ecy L 
Launch Knockabout:—Docking, painting and cleaning ............ccccecccescons 120 40 
Launch Runabout :—Engineer, J. Smith, $1,380, board, $292.80; Barats expenses, 
$1,106.06; repairs and replacements, $1, 088,29) .. has Adee Val ae i, a 3,867 08 


Part -“V—8&3 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
S868 0—060——wwwwwo09)9nwoww00mammS@mS a> 


Votes — Crédits 203 & 425 — Dredging — Dragage 


British Columbia—Conc. — Colombie Britannique—Fin 


Snagboat Hssington:—J. D. Watson, captain, Aug. 1-Nov. 15, $700, watchman, 

$588, inspector of construction, $150; crew, wages, $3,327.82, board, $1,410.60; 

operating expenses, $1,216.26; repairs and replacements, $557.20; construction 

of vessel as per contract, Prince Rupert Dry Dock and Shipyard Co., $44,918, 
extra work, $2,091.17, less $17,967.20 paid in £930-31 Vir 34. decccdh. fn 386,991 85 
Umer china Mipnes ard chi ppimgys. ect umole uarontasinntt. oft ROR, RED Coke oie 311 70 

Tug Point Pelly:—Master, J. C. Embree, $1,500, engineer, $1,380, board, $580; 

operating expenses, $853.94; repairs and replacements, $985.50; advertising, 
eee ie CEST EM: coxa de ee Oho tan. NOt tay eae 5,311 04 


improvements, $5,970.68; Union Bay, dredging as per agreement, McKenzie 


PROUES MIME ROU Shae SOU 6 te ee ose vce a eat rts CL aD 20,397 09 
and stationery, King’s Printer, printing, $4.33; Poste POWs or ROR Ee oo 323 38 


TOCA PO a oe Pe: ede beets ee cdecl eee. (Page V—111)$ 175,707 07 


Classified as follows — Classifiées comme suit:— 

aus MORES IRE OCONEE A 0A Pele do ko Ob vic dehy oo oh ea 77,403 08 
sane ing es MXDCNRCS 6x aad. land Ipc s Behe aven, ddirailian Vaee we... 365 45 
Matetiola.} Pupp iesi, Repairs i6bCessweie. o. ss 4 ose o <e ose ccnn cnn... 55,482 24 
UUM Gy SN ARCATLON OEY. 4 lactirie HiAN Gry thin dials #50016 ese sda eee ci. 4 33 
WAICOMAUCDNA High UuW ici Patarudlacin AbisetSh 6 os oe6 vee ne oeedeers.. 4,043 29 
Ober as Out satay Soles ee aiken: Lootibiea Rokr ceaee Caeii.. nok 38,408 68 

'$ 175,707 07 


—_———_____ _.. 
Se ee 


Burlington Channel Bridge:—Bridgemaster, Morley Carey, $1,500 (quarters $250, 
not included); bridge motormen, E. C. Brown, $1,140, F. H. Duckett, $1,140, 
H. A. Irving, $1,110, J. A. Morrison, $1,110; assistants, $2,104; sundries, 
$2,004.83; electric light, $248.12; power, April 15, 1931-Jan. 19, 1932, $2,138.13; 

olls, $45.20; water, $26.45........ nerett ia ad - tigiees canatee ae 12,566 73 

Des Joachims Bridge, repairs, etc.:—Labour, $866.80; sundries, $339.95.......... 1,206 75 

Edmonton Low Level Bridge:—City of Edmonton, share of cost of PEDSIT Hr 2,205 05 


Lothian, $17,606.90; less, contributed by Province of Quebec, $108,061.34, Proy- 

ince of Ontario, $67,964.71, J. A. Schryer, damage to Bridge, ($25 wa ee ia bee 121,836 96 
Kingston, Wharves and Bridges:—Bridgemaster, B. J. B. Davy, $1,560; bridge ‘ 

motormen, T. N. Corrigan, $1,170, H. J. Emlaw, 69 d., $196.41, J. Hyslop, $1,200, 


casual labour, 
$584.80; sundry material, etc., $1,154.40; electric light, $523.88; power, $1,338.85; 


AM ently tla CMR se orien) rare Winget cry. 9,537 14 


labourers, $2,946; lumber, $715.71; sundry materials, ete., $1,024:02.0% .6olecu.. 5,643 33 
Portage du Fort Bridge, repairs:—Labour, $985.10; sundry materials, ete., $113.09. 1,098 19 
Repairs to International Bridge, over St. John River at Edmundston, N.B.:— 


asphalt bridge plank, 


epairs to International Bridge over St. John River at St. Leonard) WB 12 raaan 
Labour, $477.89; Canadian Johns-Manville Co. Ltd., ;e plat 
$1,232.50; Dominion Bridge Co., Ltd.. 4 of cost of materials, $1,566.73, travelling 

expenses, $99.30; sundry materials, etc., $153.36 ABy 3,529 78 


Ft aan ea?) ELENS SSO oF ehigl ish oF Saar uite eo Mero 


Part V—8&4 
PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 204 & 426 — Roads and Bridges—Conc. — Routes et ponts-Fin 


Dominion Roads and Bridges, Generally:—Bryson Bridge, Que., labour, $399, sun- 
dry materials, etc., $135.66; Chapeau Bridge, Que., labour, $817.35, sundry 
materials, etc., $103.53; Delta Bridge, Man., repairs, $13.95; Edmonton, Alta., 
Low Level Bridge, 4 cost of maintenance and repairs, $949.81; International 
Bridge at Clair, N.B., labour, $319.22, repairs, $7.05, electric light, 13 m. to 
Mar. 31, 1932, $273; Madawaska, caretaker, E. D. Ouellet, $360; St. Leonard, 
caretaker, L. D. Parent (deceased), 10 m. to Jan. 31, 1932, $300, W. M. Bird, 
Feb. 27- Mar. 31, 1932, $33.10; Saskatoon, gravelling road, from forestry farm 


to main highway, $386.55; advertising, $41.39.......... 0. sees eee eee eee eee e eens 4,139 61 
Total (see Summary — voir Sommaire, page V—111)................6. $ 164,095 46 
Classified as follows — Classifiées comme suit:— 
Salaries y arid . WAC CSedepoe-c asters caclnameie oleh ceive a tvecetenily suet, deuce leas 25,184 07 
Travelling Expenses oi eee me ssies oie ce cee se ene ids ta tants ee a ate ae 1,167 79 
Material, Supplies, Repairs, (66... ys «nies fees mn ois mace senile ws 14,703 79 
Printing, and. Stabioneny (aiicin.. secme vine sea Hie hs pace cans eae senna vis 26 04 
MitemEALS HOOT Sh b.cio:c le Ciel MES © ich & Laeutiwie sh > let Fabel se oiieetena timate 7,806 83 
Otter Ontley insu okt otha vee ee sl elisnanenrreses san igelifige nies MRL ake © shes mania ale 291,257 99 
340,146 51 
| Less—Adjustments 6.265... eee eee cece cece tee enee eet enenes 176,051 05 


$ 164,095 46 


Votes — Crédits 205, 206, 207, 208, 209, 427 & 428 — Telegraph and Telephone 
Lines — Lignes télégraphiques et téléphoniques 


Nova Scotia:— 
Cregnish and Port Hawkesbury Telephone Liner poles, wires: fete. o: crssmeen caer 617 40 
Cape Breton Telegraph and Telephone Lines, General Repairs and Improve- 
ments:—Labour, $6,008.56; poles, $1,640.60; sundry materials, ete., $1,712.52.. 9,361 68 
9,979 08 
Prince Edward Island:— 
Telephone Cable between Cape Traverse, P.E.I., and Cape Tormentine, N.B.:— 
Imperial and International Communications, London, Eng., balance hire of 
cable ship, ete.. $12,542.55; accounts under $1,000, $189.62; less $8,369.51 paid 
by Can. Neeetire. Oe are eee ret ene cee seals Se ore wie aeeks cues tart a ee 4,362 66 
Lower St. Lawrence and Maritime Provinces:— 
Cable Ship:—Survey of cable ship Retriever, Callao, Peru, $612.71; cablegrams, 


CEES SIS Fei bs ts MO ee LO, TO eB iets, wise stared: hiss. os Lit ase aa eee ae 635 71 
Quebec :— 
Magdalen Islands Telephone System, General Repairs and Improvements:— 
Tabor’. UOT RR ors ta Se Pe | Se ates a aie ties 4 eu eaner cn Manx Tier oet eae ete 121 50 


North Shore St. Lawrence, Reconstruction of Telephone System from Outardes 
Falls Eastward:—Labour, etc., $8,207.56; travel, $184.40; supplies, etce., 


$1,633.28. 09. EO sire 2". DAUR. gee atresia oh ety’ s ase Oe tye eee ws oe eu 10,025 24 

Quarantine System, General Repairs and Improvements:—Labour, $917; sun- 
dries, SO FEE: Aste LOO FOES OPCS heh We SOULE TORN! Ne Sere ek el eae ere On OLE 25 
11,160 99 


Saskatchewan and Alberta Telegraph and Telephone Lines, general repairs and 
improvements:—Athabaska-Fort McMurray line, $2,042.42; Calling River office, 
$395; Fort McMurray office, $461; Fort St. John office, $19.80; Green Take 
office, $100; Hudson Hope office, $247.77; Meadow Lake office, $300............. 3,565 99 
British Columbia, etc.:— } 
Northern District, general repairs and improvements:—Labour, $11,953; poles, 
$1,202.28; supplies, $2,734.83; truck and boat hire, $1,339.26; sundries, $565.34. 17,794 71 
Vancouver Island District, general repairs and improvements:—Right of main- j 
taining line on Hast Saanich Indian Reserve. 2...) 0.0.2... ct wee anv ccneces 420. 00 
Yukon Telegraph System, general repairs and improvements:—Labour, | 
$10,677.79; poles, $1,772.30; supplies, $736.35; transportation of men and 
Supplies, $1,81008 3) sumdivies, "$405.8 790008. So ee 3 eet TO i ID A Re lee dies 15,492 39 
83,707 10 


Total (see Summary — voir Sommaire, page V—--11l)...............02. $_. 63.411 53 


Part V—85 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 205, 206, 207, 208, 209, 427 & 428 — Telegraph and Telephone 
Lines—Conc. — Lignes télégraphiques et téléphoniques—Fin 


Classified as follows — Classifiées comme suit:— 


Salaries and TWaeeste. Cas. SOUR ST Ee. A 38,604 41 
pravelling Mxpenses?..s720HA0K4 PL oAs IG. OO Aes Rea, 393 25 
Materials, Supplies, Repairs, General............... Hes odin neta ae OT akeros 
Material, Supplies, Repairs, New Autos, etc...........sceececee 99 07 
PPR UANCOUR oan Sal a ul ees 5,366 78 
‘ 71,781 04 
em ANG PORIENGI CR onan n Matotinine «+s noe Lic een cee et 8,369 51 
$ 63,411 53 


Vote — Crédit 210 — Miscellaneous: Public Works — Divers: Travaux publics 


SUMMARY -- SOMMAIRE 


Accounts Branch, Salaries and Contingent Expenses, Outside Service........... (Page V—85) 26,076 85 


Architectural Staff, Salaries, Outside Service............0.ccceccccccucuceccuee (Page V—86) 73,728 68 
Engineering Branch, Salaries, Outside Service.............cccccccccceccccceces (Page V—86) 465,310 03 
Maintenance and Operation of Inspection Boats..............0ccccceccccccuweces (Page V—88) 18,210 08 
Maintenance and Operation of Water Storage Dams on Ottawa River, etc...... (Page V—88) 25,659 72 
NationaliGallory of Canadaiw. dhe) ds)+ de vateurddelics  Belald OAR be as Seah te He (Page V—89) 99,903 08 
National Monument on Connaught Place..............ccccccceueecccuseceuecces (Page V—89) 31,500 00 
ERIM OR Sa AUgING ATG BLOLEMINE ue F ec...) Sous AMON Rha s tee aCe. eed Rees (Page V—89) 22,562 23 
Alea y send Meamootionba se... LPs ctr A a oh ecu 0 Bl Uses os (Page V—90) 90,519 34 

(See Summary — voir Sommaire, page V—111)...........c.c cece eee ccucecnceececues $ 853,470 01 


DETAILS — DETAIL 


ACCOUNTS BRANCH: SALARIES OF AGENTS AND CLERKS, TRAVELLING AND CONTINGENT 
EXPENSES OF OUTSIDE SERVICE — COMPTABILITE: TRAITEMENTS DES AGENTS ET DES 
COMMIS, FRAIS DE VOYAGES ET DEPENSES CONTINGENTES DU SERVICE EXTERIEUR. 


Salaries and Wages — Traitements et salaires:— 
Amherst: dept. accts., 8S. A. Payne, $2,610, J. R. Rolston, $1,860; stenographer, 
M. B. Twaddle, $1,140; typist, L. M. Small, Sept. 15<March 14 at $1,080; 


Peninorary assistamee,: PIZY.08. ob". te Re slate cw bhivdl » oe « UMM s'asiclawmidd « Pfs eoak 6,269 22 
Edmonton: dept. accts., J. L. Casault, $2,340, L. G. Young, $2,220; typist, L. 
BOIS: hae OGree sal wdiels. © x Leet obdmcl ah ceteris o Scke «LAF CoM ISEB orale 5,925 00 


New Westminster: dept. accts., W. J. Groves, $2,220, J. J. Healy, $2,700, H. A. 
Wilson, $3,120; clerks, M. E. Callanan, $1,020, W. J. Cousins, $1,740; steno- 


grapher, V. M. Brown, $1,155; temporary assistance, $12............0cceeeee 11,967 00 
24,161 22 
Printing and Stationery — Impressions et papeterie:—King’s Printer, supplies..... 300 31 


Miscellaneous — Divers:—Postage stamps, Amherst, $650, Edmonton, $392, New 
Westminster, $648; sundry office supplies, Amherst, $109.24, Edmonton, $86.70, 
ivew Westminster. tS30,38.5. ose. £8. cin tink aldac ds widen t's. Ko OST.88 «tod eehh . AK 1,975 32 


26,436 85 
Less—Charged to Unemployment Relief, Nova Scotia (page V—103), $270, 
New Brunswick (page V—104), $90............ mbCdwR: ee ds cue IRE 360 00 


Total 292 IS 8s <aepirant). li BOL SS . aotled. 6 ck Ol (Page V—85)$ 26,076 85 


Part V—86 


PUBLIC .WORKS— TRAVAUX PUBLICS 


Vote — Crédit 210 — Miscellaneous: Public Works—Con. — Divers: Travaux 
-publics—Suite . 


ARCHITECTURAL BRANCH: SALARIES OF ARCHITECTS, CLERKS OF WORKS, DRAFTSMEN, 
ETC., OF OUTSIDE SERVICE—- ARCHITECTURE: .TRAITEMENTS DES. ARCHITECTES, 
COMMIS AUX ECRITURES, DESSINATEURS, ETC., DU. SERVICE EXTERIEUR. 


Halifax office:—Dist. res. ‘architect, H. A. Russell, $2,700; sten., G. E. Kedy, 
91,020) temporary. sassistander geo oo 0 Se Aaa ee ee ee ee 
St. John office:—Dist. res. architect, W:. W. Allingham, $3,120; stenographers, D. 
A. Barbour; "SIM26FS CS. UrvinowsEssownc. sh ae ee ls ae be Uae ee eee 
Quebec office:—Clerks of works, J. F. Cayouette, $1,740, A. Pouliot, $2.520; sten., 
M.A. Mails Qseu20 rrr n tk PO eae Riis. Vine peep ece ee eee « Soames 
Montreal office:—Clerks of works, J. E. Boisvert, $1,680, G. S. Gingras, $2,760, S. 
McGarry, $1,545, W. P. Wickham, $1,920; foreman, J. P. Mines, $2,700 (house 
allowance $300, not included); stenographers, M. E. Boisvert, $1,380, O. Leduc, 
SL peusemporary “asstsuancs,  S1604.. <2t544s 300 ek bee SEER ERAD Doon nee 
Ottawa office:—Supt. Rideau Hall, R. O. Croll, $2,520 (house allowance $350, not 
dnolvided)) wigs. he AU OMONN La RR KAS NAG ES TEETER ONEA RE DELLS DOMME) fa een 


Winnipeg office:—Dist. res. architect, H. E. Matthews, $3.120; jr. mech. engineer, 
J. Ducksbury, $2,160; clerk, F. A. Curran, $1,920; stenographers, M. C. Boyd, 


Oa 4: CRW Miho sec ci etean seus ce k RET paet eee talb ae ee ae (Page V—85)$ 


3,765 
5,520 
5,280 


13,525 


2,520 
908 


14,255 


9,960 
5,970 
6,165 


5,860 


00 


00 


00 


00 


00 
33 


16 


00 
00 


73,728 


ENGINEERING BRANCH: SALARIES OF ENGINEERS, INSPECTORS, DRAFTSMEN, CLERKS AND 
MESSENGERS OF OUTSIDE SERVICE — GENIE CIVIL: TRAITEMENTS DES INGENIEURS 
INSPECTEURS, DESSINATEURS, COMMIS ET MESSAGERS DU SERVICE EXTERIEUR. 


Halifax office:—Dist. eng., T. J. Locke, $4,620; engineers, L. M. Allison, $2,160, 
W. S. Archibald, $2,160, O. S. Cox, $2,850, arrears $10, A. W. Gregory, $2,700, 
D. H. McDonald, $2,700, A. McGillivray, $2,700, W. P. Morrison, $3,300, P. D. 
Mosher, $2,700, H. N. Putnam, $2,700, P. H. Smith, April 1-8, $49.33, 
A. G. Tapley, $2,700: draftsman, H. P. Bernasconi, $1,800; stenographers, 
A. M. J. Connell, $1,635, V. L. Lovett, $1,395, arrears $5, E. L. McSweeney, 
$1,020, E. G. Sheppard, $1,380; temporary assistance, $73.50...............6.. 

Charlottetown office:—Dist. eng. W. E. Hyndman, $3,720; engineers, H. E. 


3 


38,657 
9,960 


16,320 


29,167 
7,500 


34,215 
600 


29,562 


83 
00 


00 


64 
00 


00 


Part V—87 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 210 — Miscellaneous: Public Works—Con. — Divers: Travaux 
publics—Suite 


ENGINEERING BRANCH: SALARIES OF ENGINEERS, ETC.—Conce. 
GENIE CIVIL: TRAITEMENTS DES INGENIEURS, ETC.—Fin 


Rimouski office:—Dist. eng. P. E. Amiot, April 1-Oct. 31,. $2,695 (retired); 

engineers, J. T. Bertrand, April 1-Sept. 30, $1,650, retired, S. Bourgoing, $2,490, 

T. Dery, $2,160, J. A. Laniel, $2,750, J. T. Richard, April 1-May 23, $391.94 - 

(retired), L. G. Trudeau, $3,300; draftsman, J. C. Legare, $1,800; clerk, E. Garon, 

$1,380; stenographers, M. P. Banville, $1,215, M. A. L. Couture, $1,380; temporary 

CORT ENG Taper (1 7 2d Rell oy gi 6 plea aS, WR OR aA be a ORL 7 21,267 33 
Trois Rivieres office:—Dist. eng., B. Grandmont, $3,720; engineers, C. T. Arcand, 

$2,700, J. E. Bonaventure, $2,580; draftsman, H. St. Cyr, $1,560; sten., A. 


PEL UMCOLGE,. DA EEUE tn rant ee « Aette sc oo EM ce cates eee. ye ae 12,000 00 
Toronto, super. engineer’s office:—Super. dist. eng. H. J. Lamb, $4,920; sten., 
EL WG. Hiei a PUBOUL,: TST O SUES choles oka diate wo 5 ee he Bere ee POTS SRN 2) MA LOE 6,300 00 


London _office:—Dist. eng., F. Y. Harcourt, $4,620, engineers, J. W. Boughner, 

$2,700, G. M. Brown, $2,700, J. Graham,’ $2,160, G. E. Martin, $3,300, J. H. 

Munro, $2,700, W. D. Prior, $1,980, D. Soper, $2,430, C. G. Steers, $2,160, A. J. 

Stevens, $3,300; draftsman, W. E. Mellor, $1,800; stenographers, V. Hodgins, 

S185, OA EU Smaith,” >) .095: *S:2 Be sSutherland? ST500e! et 2295 Saeko. 33,630 00 
Ottawa office:—Dist. eng., J. E. St. Laurent, $4,620; supt. of reservoirs, G. H. 

Brabazon. $2,499.96; engineers, J. L. Bisson, $3,300, R. Blais, $3,300, W. F. 

Coutlee, $2,160, J. F. Mellish, $2,160, C. A. Menard, $2,700, L. de B. Roy, $2,700, 

A. St. Laurent, -$2,670, A. P. Trudel, $2,700, J. P. Valiquet, $2,160, J, “A. 

Vermette, $2,700; draftsmen, J. U. Bray, $2,100, C. Genest, $2,040, W. D. Girard, 

$2,160, L. Rouleau, $1,800, T. Skelton, $1,635; eng. clerks, C. D. Kelly, $1,800, 

R. Rous, $2,160; asst. office eng., A. P. O’Meara, $2,580; inspectors of dredges, 

J. I. Cummings, $2,250, P. MacLuckie, $3,000; jr. hydro-eng., R. F. Smallian, 

$2,160; test boring foremen, M. E. Labelle, $2,160, G. McLeod, $2,160, F. P. 

Magrichuck, $2,130; messenger, J. Mulligan, $1,200; clerk, G. T. Brown, $1,800; 

stenographers, F. N. Kelly, $1,440, M. L. L’Heureux, $1,305, K. O’Grady, $1,440. 70,989 96 
Port Arthur and Fort William offices:—Dist. eng., W. J. Fuller, April 1-Oct. 31, 

$2,230 (deceased); engineers, A. A. Anderson, $3,300, G. P. Brophy, $2,700, 

G. H. Burbidge, $3,300, J. Dickinson, $2,160, G. E. Smith, $2,160; sten., M. A. 


Armson,§$19500s2temporaryMassistance,) $65:22 0.02. sestuew. Fad. MowRnwy 17,415 22 
Sault Ste. Marie office:—Dist. eng., H. F. Bennett, $3,420; engineer, G. B. Ander- 
son, $2,700; Bees) PI UB eekinig ye GUIIO es Vet OPI hd Be SS oe 7,410 00 


Toronto office:—Dist. eng., J. M. Wilson, $4,620; engineers, R. E. Beith, $2,700, 

W. H. Blanchet, $3,300,,C. C. Jeffery. $2.700, W. I. MacTavish, $2,160, W. P. 

Merrick, $3,300, J. K. Partridge, $2,280; draftsman, A. Anderson, $1,800; -clerk, 

i.’ Cooper, (S0,6807isten.)iet'M. . Stinson; >$1,500I Cas ae. TS SP ee. 25,740 00 
Winnipeg office:—Dist. eng., F. G. Goodspeed, $4,620; engineers, R. A. Carlyle, 

$3,300, F. de C. Davies, $2,700, R. P. Henderson, $1,830, A. M. Kirkpatrick, 

$3,120, G. P. Morse, $2,700, N. J. Wallis. $2,160; sr. insp. of dredges, D. A. 

McIntyre, $3,000; clerk, C. Waterman, $1,740; sten., B. M. Oatway, $1.455, 


Ce Ca Nicholeone Sioa... Uae, get. cd ate 5 MAM boo crete, oneebthitens ate PR ek vem. 27,900 00 
Vancouver, B.C., super. engineer’s office:—Super. dist. eng., E. Brydone-Jack, 
54,0907 stone ens et Bryant Sil 7 4.O5 Ae ce roe eee ae ER PP a 6,094 65 


Nelson office:—Dist. eng., P. E. Doncaster, $3,720; engineers, C. F. P. Faulkner, 

$2,160, W. E. Keyt, $2,700, W. A. Richardson, $2,700; sten., E. H. V. Barwood, 

H1,020:) temporary. -assistance!'-SIG4.86 0. ee). CAO P08, SPE RO Seep, 13,064 86 
New Westminster office:—Dist. eng., C. C. Worsfold. $4,620: engineers, H. G. 

Cox, $2,160, R. Cunningham, $2,700, L. B. Elliott, $3,300, W. P. Gross, $2,700, 

F. O. Mills, $2,250, K. W. Morton, $3,300, J. B. Saint, $2,700; accountant, E. A. 

Burns, $2,700; sten., I. M. MacDonald, $1,620, C. E. Pasmore, $1,365.......... 29,415 00 
Victoria office:—Dist. eng. J. P. Forde, $4,620; engineers, R. F. Davy, $2,700, 

W. M. Everall, $2,700, W. A. Gourlay, $3,300, A. Halkett, $2,160, J. B. Lambert, 

$2,700, A. F. Mitchell, $3,300, H. Peters, $2,700, J. B. Shaw, $2,160; eng. clerk, 


Dp chows ob a0enton., 11. Ba Streatheld,  $15380,..+).0amacice ei Biccieed-fsee Lao 29,460 00 
466,670 47 
Less— 
Refunded for services of test boring foremen:— 
COP iar FEN oC ae a tae aes le bag ie tae el ul iy Ail i i aging Avi § Rol alee $ 136 45 
Dent Oia Wee iner GU SE ISHOTION. «cau < oOo kas sun secbistoee ake 2 243 87 
INCISOIN LENIN Or SUODSETUCTION COG: <a; dae aelmine bs ae & ow ore ese kee: 330 39 
QUCHECR SEGA Niel MIN TORSSION) oo 4 oc f Sere 6 on 6 egngord ne cia wen wow oes 649 73 
1,360 44 


Part V—88 


PUBLIC WORKS —TRAVAUX PUBLICS 
—30666=—Tr_yTyTCTCECECmeeeeeeeeeeeeeeeeeeeeeeeeeeeee eS 


Vote — Crédit 210 — Miscellaneous: Public Works—Con. — Divers: Travaux 
publics—Suite 


OPERATION AND MAINTENANCE OF INSPECTION BOATS 
EXPLOITATION ET ENTRETIEN DES BATEAUX SERVANT A L’INSPECTION 


Charlottetown, motor launch D.P.W.: engineer, A. McKenzie, May 15-Dec. 31, 
$675; crew, $699; linen, etc., $211.86; motor oil and gasoline, $376.90; provisions, 
$239.04; repairs and replacements, Bruce Stewart & Co. Ltd., $2,128.87, accounts 


under:$1,000, BUROS Lo aac ues, sho bs ass ke Cae Olea ahe Ly Lata tee mae meem 4,511 54 
Toronto, steamer Wauketa: captain, Geo. Bussey, 72 d. at $7; crew, $633.78; fuel, 
$420.43; provisions, $572.74; repairs and replacements, $985.74; sundries, $103.15. 3,219 84 


Fort William, Ont., launch Sachem: boatman, R. J. McRae, April 1-Mar. 15, 

$1,495; sundry labour, $393.13; gasoline and oil, $118.89; repairs and replace- 

ments: $1,011.65; |. wundpiess S204. Melee AOU eel Oe eae ae ee eee 3,061 10 
Nelson, B.C., launch Marion: launchman, D. E. Male, $1,056; sundry labour, 

$80.50; gasoline and oil, $146.93; provisions, $52.26; repairs and replacements, 

$230.543> sundries, SPS: oh. ve wade s bh IONS ee EIR NUR Se, che. bee 1,603 38 
Victoria, B.C., launch Walronda: captain, H. Adlem, 9 m. to Dec. 31 at $150 

per m., subsistence allowance, $78; engineer, E. S. Gilbert, April 30-Nov. 30, Dec. 

17, 18, 24, 28 at $125 per m., subsistence allowance, $22; crew, $586.78, sub- 

sistence allowance, $14; gasoline and oil, $300.33; provisions, $928.21; repairs 


and replacements, $1,453.61; uniforms, $54.36; sundries, $131.63..............:- 5,814 22 
Total ys shyt tt BE GO oh ccs ek, yen A ae ie ee alt, (Page V—85)$ 18,210 08 
Classified as follows — Classifiées comme suit:— 
Salaries’ and “Wageas Toe tet ck Wey ete ek rete Us gee 8,482 49 
Materials, Supplies, Repairs;ete. 2 ues wae ens oll owes tee enn. 9,399 74 
Miscellaneous: .:)..7'.. . Sat eae eee Nee eaane cals. meet te es vee 327 85 
$ 18,210 08 


MAINTENANCE AND OPERATION OF WATER STORAGE DAMS ON OTTAWA RIVER AND 
TRIBUTARIES: SURVEYS IN CONNECTION THEREWITH AND SETTLEMENT OF LAND 
DAMAGES — ENTRETIEN ET FONCTIONNEMENT DES BARRAGES DE LA RIVIERE OTTAWA 
ET DE SES TRIBUTAIRES;: LEVES S’y RATTACHANT ET REGLEMENTS DES DOMMAGES 
CAUSES AUX TERRES. 


Quinze Dam:—Salaries and wages: foreman, J. M. C. Bastide (deceased) , 
April 1-May 31, $220, board, April 1-May 14, $43.55 (quarters $7.26 not 
included), J. O. Vachon, Sept. 21-Mar. 31, $696.66, board, $190 (quar- 
ters $31.66 not included); gauge observer, W. J. Belanger, $900, board, 


express, $150.23; sundries, $372.69;, gratuity, $220 ..2.0.ccceslaedbccewesclcculece 11,680 25 


311 d. at $4; casual labour, $5,462.20. Supplies and repairs: coal, $387.44; 
gasoline and oil, $54.48; hardware, etc., $643.44; lumber, etc., $235.78; sun- 
dries, $959.88. Miiscellaneous: legal services, A. Guay, $5, E. W. Kearney, 
$94.83. 0. “P.  Vegina pSiacd>. sungcios, SOURA) ra. 17.) ue tr eee ee ae 11,269 80 


Miscellaneous: photographic work, $119.67. Land damages, J. J. Aistrop, $1,200. 2,759 67 


OGL as Beeb tans RAS elas 6 Eiki ee echelon (Page V—85)$ 25,659 72 
Classified as follows — Classifiées comme suit:— 
Balariessand RV Agesme. \ ile A. Seek, ee ihe Ts Oe che 19,205 86 
Materials, SupphessiNepairs,ete:. 2th. eR ee ee 8,991 14 
Miscellaneous’)! ce erie inh Se obey 4 100 Luanda “0h i at yi 6 a 9 1,042 72 


Part V—89 


DETAILS OF EXPENDITURE-Con.—DETAIL DES DEPENSES-Suite 


Vote — Crédit 210 — Miscellaneous: Public Works—Con. — Divers: Travaux 
publics—Suite 


NATIONAL GALLERY OF CANADA — MUSEE NATIONAL DU CANADA 


Salaries and Wages —Traitements et salaires:—Chief mechanic, Geo. Harbour, 
$2,280; museum assistants, F. P. Harbour, $1,605, J. A. Page, $1,680, H. Walker, 
BL ,000 oi SUBURYLMALVECES,, arti O(a 5. «Een ninlh oiS G4 45 wis euaee dad 4 a 'al's « Skdhe. wrdtbie (ase n cece dcdhad 7,226 25 
Travelling Expenses — Frais de voyages:—E. Brown, $1,907.55, less $398.82 paid in 
1930-31; H. O. McCurry, $760.80, detailed in 1930-31, $62.24, less, $108.62 still 
due; W. G. Constable, London, Eng., $467.58; sundry persons, $196.58........ 2,887 31 
Materials, Supplies, Repairs, etc.— Matériel fournitures, réparations, etc.:— 
Art acquisitions: Mrs. D. S. Austin, “ Amy, Picaninny,” $400; F. Carmichael, 
“Whitefish Hills,’ $200; Colnaghi & Co., print-collection, $1,102.30; T. W. 
Fripp, “Chatham Sound,” $250; E. Hahn, bronze head, “ Vilhjalmur 
Stefansson,” $850; R. S. Hewton, “Sleeping Woman,” $800; A. F. Kenderdine, 
“The Ferry Trail,” $350; H. Knoedler & Co., “A Midsummer Afternoon with 
a Methodist Preacher,” by J. P. de Loutherbourg, $3,310.02, “Portrait of a 
Connoisseur ” by Bronzino, $36,500, less $9,733.33 paid in 1930-31; J. W. G. 
MacDonald, “Lytton Church, B.C.,” $350: Miss Y. McKague, “Cobalt,” $350; 
Mrs. L. T. Newton, portrait, “Dr. F. J. Shepperd,” $500; Saville Gallery, 
“The Assumption of the Virgin,’ by Neri di Bicci, $41,358.33, less $9,725 
paid in 1930-31; W. P. Weston, “Canada’s Western Ramparts,” $225; Eliz. 
Wyn Wood, marble, “Passing Rain,’ $1,200; engravings, prints, etc., 
CHE UM Ro ae) oe ad Phe tae ah ysnraa bar IL aA eh OE ke a er AN 71,707 50 
Other supplies:—Mortimer Co., colour prints, $1,704.86, printing catalogues, etc., 
$970.51, process plates, $1,150.16, sundries, $305.38; accounts under $1,000: 
lumber, $293.83; photo prints, $731.80; supplies, office, $214.01, picture framing, 


_ $763.48, workshop, $372.84; sundries, $329.28........ccsceecceeeesceeeeeeeees 6,836 15 
Printing and Stationery — Impressions et papeterie:—King’s Printer, parlia- 
mentary publications, $1.25, printing, $1,203.57, stationery, $563.12.......... 1,767 94 


Miscellaneous — Divers:—Art Exhibitions Bureau, London, packing, etc., British 
water colour exhibit, $1,303.91; Can. National Express, express charges, $1,428.08; 
Chas. Ricketts, R.A., retaining fee re acquisitions, 1931, $675, commission on 
Bronzino painting, $1,687.52; H. E. Thompson, services restoring pictures, Jan.- 
June, $1,500, travel, $42; accounts under $1,000: art club fees, books, sub- 
scriptions to papers, etc., $974.20; car fares, $70; crating and shipping pictures, 
$599.72; customs charges, $159.09; express, $1,189.14; freight and insurance, 
$652.57; lectures, $160.87; press clippings, $102.96; taxis, $55.95; telegrams, 


seou.16; telephone. tolls, ($5915: .sundries,, $153.78.0.0518. wokwvak. 0. Ocalan tt 11,051 10 
; 101,476 25 

DLess—Sale of colour prints, $1,572.72, petty cash paid in 1930-31, 45c........ a9 ae be 
Total ecteot)<.2)% of 1 o84.CUb® s aadenth 2900. ods sdk TOS. oo (Page V—85)$ 99,903 08 


NATIONAL MONUMENT ON CONNAUGHT PLACE 
MONUMENT NATIONAL DE LA PLACE CONNAUGHT 


Estate of the late Vernon March, on account contract, $126,450, less $94,950 paid 
SOMDLE NTO Se Vase etre res fo acres 4a Tie Ce ota Sh oe en (Page V—85)$ 31,500 00 


RIVER GAUGING AND METERING — JAUGEAGE ET MESURAGE DES RIVIERES 


Salaries and Wages — Traitements et salaires:—Supervising engineer, F. H. Hand, 
$4,140; hydrometric recorders, H. S. Nutting, $1,800, C. W. Thomson, $1,800; 
instrumentman, W. Burrows, $1,800; labourers, R. Steadworthy, 298 d. at $4, 
sundry, $278.50; gauge readers, New Brunswick, $168, St. Lawrence and Ottawa 
Rivers, $4,190, Quebec, $2,464.25, Ontario, $661.75, Manitoba, $34.50, Alberta and 
Saskatchewan, $58.70, British Columbia, J. Thomson, $630 (see also Harbours and 
Rivers, B.C., Page V—78), sundry gauge readers, $1,033.50, United States, 


SOL 50” 2 eos hoteles Pe AO, 8 RAYONG Meee Re Ra SER eg SEEN. sepa Aen CLAUDE, 'o Stee Late etehate LYE 20,342 70 
Travelling EHxpenses— Frais de voyages:—F. H. Hand. $131.55; C. D. Kelly, 

$178.24; H. 8. Nutting, $135.13; L. A. Robson, $11.90; R. F. Smallian, $441.80.. 898 62 
Materials, Supplies, Repairs, etc. — Matériel -fournitures, réparations, etc.:— 

Gauges, $423.06; upkeep of car, $305.93; sundries, $305.01. ..........0cesee 1,034 00 
Miscellaneous — Divers:—Office expenses, $145.61; sundries, $141.30 ............ 286 91 


Part V—90 


PUBLIC WORKS—.TRAVAUX PUBLICS. 


Vote — Crédit 210 — Miscellaneous: Public Works—Conc. — Divers: Travaux 
i publics—Fin 


SURVEYS AND INSPECTIONS — LEVES ET INSPECTIONS 


Travelling Expenses — Frais de voyages :-— . 
Halitax: L. M. Allison, $1,089.33; W. S. Archibald, $379.61; O. S. Cox, $356.90; 
A. W. Gregory, $1,638.16; T. J. Locke, $225.92; D. H. McDonald, $1,282.50; 

A. MacGillivray, $399.07; W. P. Morrison, $70.60; P. -D. Mosher, $1,629.28; 


H. N. Putnam, $1,140.65; P. H. Smith, $327.76; A. G. Tapley, $883.24......... 
Charlottetown: W. E. Hyndman, $647.90; H. E. Miller, $1,288.80; R. H. Nichol- 
BON, PS09 90 ee See citar ls ott rere fn eg deity See ate oll he eee ee Cee 


Saint John: A. R. Crookshank, $10.30; W. C. Ewing, $100.55; J. R. Freeman, 
$169.55; W. J. Johnston, $791.21; J. M. Lamb, $674.80; H. R. Logie, $1.033.74; 
C. D. McAllister, $158.10; G. Stead, $767.82; G. H. Thurber, $1,145.50........ 

Montreal: J. A. Adam, $1,672.26; J. Archambault, $1,444.60; U. P. Boucher, 
$926.20; J. L. Dansereau, $370.20; V. Denis, $76.35; J. T. Girard, $1,119.30; 
R. Laferriere, $342.25; J. Landry, $1,114.85; N. Latraverse, $1,805; J. N. 
Levesque, $1,076.55; L. Lyons-Gauthier, $982.95; P. Marion, $1,209.75........ 

Quebec: M. Bender, $344.82; L. Brunet, $267.90; U. Chopin, $855.76; R. A. 
deValter, $241.07; A. A. Gobeil, $1,427.65; L. Hall, $1,754.97; E. R. Marcotte, 
$332.30; A. G. Sabourin, $964.90..........3..¢... LNG tehd Ole WE kas See ore 

Rimouski: P. E. Amiot, $141.70; J. T. Bertrand, $202.40; S. Bourgoing, $809.15; 
J. P. Carriere, $142; T. Dery, $131; R. Laferriere, $1,035.15; J.-A. Laniel, 
Picas: J. C. Legaré, $41.75; L. G. Trudeau, $3,533.15; J. P. Valiquet, 

toa 64 AE. 3 TN CAREY SNS SOMERS EB Ve, KEE Sad & Gucce Nigacabece ea Tae eee» 
vet aise ee F, Arcand, $423; J. E. Bonaventure, $265.95; B. Grandmont, 
‘ DO sis Sieieing® > bons Rasboke: 4 BES GPs sep acest tae ke ais es RS co es ee ee 


Munro, $190.88; W. D. Prior, $302.30; D. Soper, $921.06; C. G. Steers, 


Toronto: A. Anderson, $299.82; R. E. Beith, $306: W. H. Blanchet, $887.29; 
C. C. Jeffery, $1,209.64; W. I. Mactavish, $615.43; W. P. Merrick, $234.31; 
Jy Ki Partridge, $631,730 Mii WilsondeSh, 407119. 2.055, . ee Se 

Ontario ‘Province: !supervising, engineer,’ Hid. Lambs 9528. olcieuslecee. ee eee 

Winnipeg: R. A. Carlyle, $57.70; F. de-C.. Davies, $492.15; F. G.- Goodspeed, 
$1,053.72; R. P. Henderson, ¢74; A. M. Kirkpatrick, $878.06; G. P. Morse, 
S27 0S New). 2) WalliksdS27 0a. Now,» OF. tee. Ba Ee of a ee ee 

Nelson: P. E. Doncaster, $531.80; C. F. P. Falkner, $219.50; W. E. Keyt, 
$462:50; “WicAw Richardson. !$321.0522.. S2e oe A Ae Tee Or 


Victoria: R. F. Davy, $137.60; W. M. Everall, $614.80; J. P. Forde, $1,267.85; 
W. A. Gourlay, $15.75; A. Halkett, $243.80; J. B. Lambert, $137.80; A. F. 
Mitchell; $526.45; 1! Peters, 1$45.20:\ J. BiShaw, $3585. .0t,.. seen. ee, 

British Columbia: supervising engineer, E. Brydone-Jack...........ceecceeecee 


Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, etc.:— 
Halifax, $1,347.12; Charlottetown, $215.07; Saint John, $703.29; Montreal, 
$1,824.06; Quebec, $462.19; Rimouski, $2,446.58: Trois Riviéres, $597.78; Fort 
William, $199.73; London, $1,185.51; Ottawa, $664.10; Sault Ste. Marie, $183.38; 
Toronto, $2,534.72; supervising engineer, Ontario, $8.50; Winnipeg, $367.48; 


Nelson, $290.54; New Westminster, $336; Victoria, $104; Geodetic Levelling, - 


SLZ.O8 .. .. FWarerte sake Bip. Ween es pete ot, ho TOE AD, Se Eien SAP ORCL 


Less—Travelling expenses of T. J. Locke and staff, charged to Nova Scotia 
Unemployment Relief, $2,029.48; Canadian Dredging Co. Ltd., cost of super- 
vision ‘re “dunrping “at. Beauharnois, | $1,064.23) sty acaba oe eee 


PO Gal Beau dial otros ee eke ha ae ea ek eee (Page V—85)$ 90,519 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Under Statute — En vertu de la Loi — Exchequer Court Awards — Jugements 
adjudicatifs de la Cour de l’Echiquier 


Regina Public Building Site:—Award of court for expropriation of leasehold 
interest, $35,877.05, paid as follows: Elite Café, Ltd., $25,460.39, Receiver- 
General for Elite Café, Ltd., $10,416.66; Curtin & Grant, legal services for 
CPO wil, STG e POPE AN? SESE IO TE | PEL POSSI, 3 RE) aid oe dint) 35,893 


Peery SEL VARCR MIDE ROTO WIT Pon lO. ree ele re Rene Leth tei bae ¥. BWP! ROME ARS SIRE: 919 


Oe ne ore te eer eee Oe ae eee ee 4,467 


Total (see Summary 


yon, .Somitnaixe,, page Wri)... ie. wt $ 41,280 


09 


Under Statute — En vertu de la Loi — Subsidies to Dry Docks — Subventions 
aux cales séches 


PeAPIVR DASCHLE) Wey Sled Dae). ENE, PROM t Me | AMNE ae) Lusi divi, Saher yh tye gee 247,500 
Montreal Dry Dock:—Canadian Vickers Ltd., subsidy, 1931 (18th out of 35)..... 105,000 


subsidy for year ended Oct.5, 1931 (14th payment).......... 00... ccc ccc ee cess 37,741 


Total (see Summary -— voir Sommaire, page V—112)...............0:- $ 579,712 


00 
00 


PUBLIC. WORKS CHARGEARLE TO COLLECTION OF REVENUE 
TRAVAUX PUBLIC IMPUTABLES SUR LES REVENUS PERCUES 


Vote — Crédit 356 — Graving Docks — Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations 


QUEBEC DRY DOCKS — CALES-SECHES DE QUEBEC: CHAMPLAIN & LORNE 


Salaries and. Wages—Traitements et salaires:—-Acting dockmaster, N. Emond, 
$2,160 (house allowance $240, not included); power plant supt., E. Vezina, 9 m. at 
$210, 3 m. at $220 (quarters, $240 not included); steam power plant engineers, 
T. Despres, $2,100 (quarters, $180 not included), J. H. Lamontagne, 9 m. at $125, 
3 m. at $130; stenographer, gr. TT, M. A. Verrault, $1,080: carnenters, E. Carrier, 
$1,500, J. Morneau, $1,500, sundry, $3,819.76; electricians, J. P. Thiberge, $1,860, 
sundry, $449.40; firemen, E. Beaulieu, $1,140, J. Beaumard, $1,260, J. Bourassa, 
$1,260, A. Forgues. $1.380, J. A. Gingras, $1,260, A. Guay, $1,140, A. Lemieux, 
$1,140, C. Samson, $1,140, E. Samson, $1,140; firemen-labourers, A. Bissonnette, 
April, $90, 11 m. at $95, I. Brunelle. $1,140, L. Letourneau. 12 m. at $95, less 
7 d.; foremen, G. Lemelin, 306 d. at $6, J. Turgeon, $1,800; labourers, B. Bourget, 
$1,020, A. J. Turgeon, $1.020, sundry, $6.912.96; mechanics, A. Begin, $1,740, P. 
Samson, $2,160, sundry, $3.391.28; vard foremen, P. Marcoux, $1,920; watchman, 
J. Laflamme, $1,200; blacksmiths, $555.40; bricklayers, $625.50; carters, $1,856.43; 
cement-gun operators, $945; diver, $40; drillers, $1,847.80; painters, $2,625.13; 
PUTA INR ete Ce es Sa rsh PU OL. 0 uch ae CW Uae Cason © ia: Gis Gi pan aay ata alates 64,406 


24 
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PUBLIC WORKS—TRAVAUX PUBLICS 


eee eee 
——__—N—w—__iW_ eee_eee—ow—“—“—“—“—~_~<~$~$~$~—>q>q>?9—sSs@amonoa>»w>»wS ————0 0 0 0 0—0—0—0—0—0—0—060—0— SOS EE == 


Vote — Crédit 356 — Graving Docks — Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations—Con. — Suite 


QUEBEC DRY DOCKS — CALES-SECHES DE QUEBEC: CHAMPLAIN & LORNE—Conc—Fin 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 
Canadian Import Cc., Ltd., coal, $11,781.26; Chinic Hardware Co., hardware, 
etc., $1,063.53, plumbing supplies and repairs, $229.66; Dominion Bridge Co. Ltd., 
steel stairway, $2,480; F. X. Drolet & Co., electric supplies and repairs, $129.59, 
hinges, etc. for tunnel, $1,789.07; J. Gravel, repairs to chimney, $1,200; M. A. 
Lahaye, hardware, tools, etc., $426.47, plumbing supplies and repairs, $733.89; 
Northern Electric Co., electric supplies and repairs, $1,588.63; Paquet & Fils, 
cement, etc., $1,166.60; Paquet & Jean, hardware, etc., $840.70, plumbing supplies 
and repairs, $250.98; E. Ruel, Ltd., lumber, $1,616.44; Williams and Wilson, 
hardware, etc., $652.19, machine parts and repairs, $643.62; accounts under $1,000, 
caretakers’ supplies, $457.47; cement, $822.50; electric supplies and repairs, 
$612.54; gasoline, oil, etc., $168.61; hardware, etc., $476.95; machine parts and 
repairs, $352.56; paint, $921.34; painting, $830.10; plumbing supplies and repairs, 
$148.20; rental of cement gun and equipment, $408; rubber goods, $449.73; ser- 
vices of steam crane, $215; services of air compressor, $307.50; ventilators, 


$502,56; Sundry supplies and ‘repairs: $2,300.20). ek eee wey he ey 
Printing and_ Stationery-—Impressions et papeteric:—King’s Printer, printing, 
$50.25, supplies "SIUS.S2 0 FHSS OR, OS. Pe Per RE SE ETA, ieee Oe 


SELKIRK REPAIR SLIP — CALE DE RADOUB DE SELKIRK 
Salaries and Wages — Traitements et salaires:—Watchman, E. F. Comber, $610; 
diver, $10; ‘Toreman/ (S162 sia bower, 1044s. Gat Ok doeealtt. Bea De cee eee 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Hardware, $27.11; paint, $178.31; rope, $66.59: sundries, $117.82.............. 


ESQUIMALT: NEW GRAVING DOCK — ESQUIMALT: NOUVEAU BASSIN DE RADOUB 


Salaries and Wages — Traitements et salaires:— 


35,682 
169 


4,574 


104,832 


1,826 
389 


538 
2,754 


34,837 
22 


7,477 
50 


31,546 
73,935 
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70 
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DETAILS OF EXPENDITURE-Con.—DETAIL DES DEPENSES-Swite 
——ev“_<qQ0VQVQ3Q300000°eeeeeeeeeeeeeeeeeeeee eee 


Vote — Crédit 356 — Graving Docks — Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations—Conc. — Fin 


ESQUIMALT: OLD GRAVING DOCK -— ESQUIMALT: VIEUX BASSIN DE RADOUB 


Salaries and Wages — Traitements et salaires:—Steam power plant engineer, F. N. 
Jones, $2,220 (quarters $408, not included); labour, $412; watchmen, A. Groves, 
6 m. at $85, 6 m. at $90, R. Henderson, Dec. 16-Mar. 31, $263.70, J. Appleby, 
DSU ARS Rape ee. . Setar nai A Nake Pre eulue! EOE oe OA ag 4,396 90 


zi 


$12.75; paint, oil, etc., $90.57; plumbing supplies and repairs, $109.45; repairs, 


a eB Re ON a td RT AUN BAL | hele iied vin BENSON. hg Oe te aigetbe cas 517 61 

Miscellaneous — Divers:—Power, $236.32; telephone service, $87.60; water, $169.35. 493 27 

5,407 78 

Total (see Summary — voir Sommaire, page V-—112)............0.0.. $ 186,930 11 

Classified as follows — Classifiées comme suit:— 

pM OAL GON AUNROER ie ccs savage pout cs fc Weiser Oa cute Gaevle ce 105,467 05 
pee tee A peneee. . stats pete ae SL Coe ee 22 0 
Wetetaler OUDplics Repairs, ete. ... uc cele lo 44,067 73 
EEMIEIOS AIM ILLOMEDN.. cis cw cae cc ks eee ne ee ee 21951 
Pee OO OGUS ee ergs ot a aoe) Se Dey eerie Mey te.» RBI PH STS 12 


$ 186,930 11 


Vote — Crédit 357 — Telegraph and Telephone Lines — Lignes télégraphiques 
; et téléphoniques 


PRINCE EDWARD ISLAND AND MAINLAND -— ILE DU PRINCE EDOUARD ET CONTINENT 


Canadian National Telegraphs, subsidies WOT ee SLE Se RO RS Oe Ss GON a $ 6,946 66 
(See Summary — voir Sommaire, page V—112) 


LAND AND CABLE TELEGRAPH LINES, LOWER ST. LAWRENCE AND MARITIME PROVINCES 
INCLUDING WORKING EXPENSES OF VESSELS FOR CABLE SERVICES — LIGNES 
TELEGRAPHIQUE ET CABLE SOUS-MARINS DU BAS ST. LAURENT ET DES PROVINCES 
MARITIMES, Y COMPRIS LES FRAIS D’EXPLOITATION DES NAVIRES CABLIERS. 


Anticosti line:—Anticosti Corporation, operation of system (O.C. Aug. 18, 1926), 
$3,932; Dept. of Marine, maintenance of wireless apparatus at Ellis Bay, 


Wess, GtOS i War S Uwe) a2 Oo octets ls) cay hie. Cheyer Shibve ath loraie’n « urigsdetoig ld eahershes crac 4,139 93 
Bay of Fundy lines:—Supt., J. R. Parker, $1,740; operators, $1,267.12; travel, 
$259.71; linework, etc., $1,475.31; rents, $335.92; sundries, $1,077.39............ 6,155 45 


Cape Breton lines:—Supt., C. W. McKee, Apr.-Jan., $1,250; telegraph inspector, 
G. A. Edwards, $2,880; foreman, J. Logue, $1,620; repairers, $5,685; operators, 
etc., Arichat, $670.52, Baddeck, $633.87, Gabarus, $720, Inverness, $633.87, under 
$500, $7,197.50; commission, $2,842.94; travel, $141.20; linework, supplies, etc., 
$7,118.29; upkeep of car, $339.42; rents, etc., $708.50; pole rentals, ete., $1,361.05; 
SE SOE og S05 OF 7c: apm. ie apes a aR aa 1 PP Aff 6 ae Rh RN aR eine Nite blag 34,464 99 


caval GMM gh ars To State enim 8 6! trace 6 ac 3 aR RTA «, Se Perera Bt een ree 250 00 
Escuminac line:—Operators, $599.64; repairer, M. Ramsay, $1,080; poles, ete., 
Soa eee ee en ME mie te Se ne Meee tee 2,271 05 
Grande Anse-Maisonette line:—New Brunswick Telephone Co., operation of line, 
Or 0 ee ee es aaa Kal nt vavecth's se ARE Hae he 225 00 
Isle aux Coudres line:—Charlevoix & Saguenay Telephone Co., operation of line, 
eee CUAL Ooe ett. : Sine Kite Pee Wh a a eM ete ONT Ee ee a 200 00 
Isle aux Grues:—Agent, $49.92; repairer, O. Blouin, $1,200; sundries, $30.20....... 1,280 12 
L’Ameque-Pigeon Hill line:—New Brunswick Telephone Co., operation of 11 miles 
Eh ge ek OS C4 aA RR SY A YC eS Va as RERUN AM 300 00 


Part V—94 
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Vote — Crédit 357— Telegraph and Telephone’ Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 
LAND AND CABLE TELEGRAPH LINES, LOWER ST. LAWRENCE AND MARITIME PROVINCES, 
ETC.—Conc. — LIGNES TELEGRAPHIQUE ET CABLE SOUS-MARINS DU BAS ST. LAURENT 
ET DES PROVINCES MARITIMES, ETC.—Fin 


ivision:—Supt., J. A. Bilodeau, $3,480; telegraph circuit manager, G. E. 
Teka ode OR eaes 6 at $195; stenographers, A. Vaillancourt, $1,440, 
J. H. Brisson, 6 m. at $100, 6 at $105; A. S. Boulanger, 9 m. at $60, 3 at $65; 
repairers, etc., $5,197.50; agents and operators, $24,254.28; travel, $1325.50 
linework, $15,258.89; poles and braces, $2,498.20; sundry line material, $4,212.49; 
fuel, $695; postage, $559.87; rents, $510.31; sundries, $1,023.51; cost of investiga- 


FiOS, ali, he Ube, pote oul Lives oe e teme ese me cee Ne eae cee's smith ss ae ai oh Ome 65,194 27 
Cable Steamer J'yrian:-—Watchman, $900; supplies, $397.31.............. ss ee creas 1,297 31 
Generally:—Labour on cable repairs, etc., $3,954.40; travel, $1,381.87, materials, etc., 

$1,978.63; King’s Printer, printing, $1,211.41, supplies, $425.73; sundries, $633.88. 9,585 92 
Advance, tobe accounted got; iG. Bissett: . wersisisien. caters: Won secas iene ive oe 50 00 

Total (see Summary — voir Sommaire, page V—112).................. $ 134,873 07 
e aoaenad siedianel ae ates 
Classified as follows — Classifiées comme suit:— " 

Salaries: iamdiaw apeseGe: scone. aes os eee e 6s rs ere nei see ey 79,387 10 

Marelli ng ALXPENAGB isin... Steise Sh leis 8 catiet> 2. ech eiigiemaeis She aie Seton tite 3,298 19 

Materials, Supplies, Repairs, General...........-..cs.seeeeeees 43,351 51 

Materials, Supplies, Repairs, Automobiles..................000- 339 42 

Printing mudistationerye. TARR Gls oe i skas soos saab ee ues emcees 1,637 14 

MiIBCElIATCOURB. cies cioe © cig Se 18.5 95 Ue Ge ENS OK Dk es ORs Sees eee 6,187 50 

Other! Dutlay: 56 . sae so awe oe bebe Dent ons ER ee oe 622 21 

Adjustment. .Q0s.iok RPI. SLAG cata Re eR Rewer eek Beer tei 50 00 

$ 134,873 07 
SASKATCHEWAN & ALBERTA 
Superintendent’s office, Edmonton: divisional superintendent, J. D. Noel, salary, 

$3,600, travelling expenses, $173.25; stenographer, Mrs. M. E. Paterson, $1,380, 

temp., $118.55; chief clerk, J. A. Mason, $2,100; car expenses, $456.58; office 

expensed, $2905.405 -SuMdTies, SoZ Oe. wo Ye coh ey cn ae ee ee 8,156 23 
Assiniboia, Sask.: accounting and battery service, April-Aug..................005. 125 00 
Beauval: agt. lineman, J. F. Dupuis, $1.620; office expenses, $200; sundries, $125.67. 1,945 67 
Cochin: agent, Mrs. M. Langlois, $1,476; office expenses, $289.................. 1,765 00 
Glaslyn: agt. lineman, J. Davidson, $1,560 (quarters $180, not included); casual 

dabour Gal 7G 41: Sundries, s6404. 195 is. .'s adie bins « adeshe Ee Ae Oe ee eee 2,171 20 
Green Lake: agt. lineman, G. M. Regan, $1,620 (quarters $180, not included) ; 

MUNA TIES, GAINED 1 evita e Se a ae Mes tele cit h Md Ae ee OMe Tene) LG ae 1,859 40 
Tle a la Crosse: agt. lineman, V. Gauthier, $1,740; office expenses, $245; sundries, 

LOO. D2. do a UE oh cb Ams cee ee eee tke oe Le ml, se a eee Sena 2,085 °52 
Dloydiminster:«daccounting est Shih. a etek oe ele. ped sucuahs We. aia ke phe a eee 120 00 
Loon Lake: agent, H. Realff, $1,620; office expenses, $203.55; sundries, $19.11.... 1,842 66 
Meadow Lake: agent, J. T. Callahan, $1,620 (quarters $180, not included); line-' . 

man, H. C. Rogers, $1,560; removal expenses, $240; sundries, $298.71.......... 3,718 71 
North Battleford: agent, $360; battery service, $120..:.........0.0-000000-00.. 480 00 
Onion Lake: agent, R. Hodgson, $1,476 (quarters $180, not included) ; sundries, 

SECIOON Ss aks He a Be es gubathet Wark WCE» pesllgia ny dw» ASPs VME) ot lan eee Frere ahr wriad 1,542 90 
Willow Bunch: agent, M. A. Noel, April 1-Oct. 2, $745.94 (quarters $20 per m., ; 

not included )i;sundries,: $59.69 <i: .s-s:atelstactonts o's’ plenuteres! eee ole Pas Ua oA eee 7 <**-S0h Go 

ood Mountain: agent, H. E. King, April 1-Oct. 12, $785.61; office expenses, 

plZ040; sundries; + $110.90... ces tire age. he Ons Lam nl, Aa CG T0zr ot 
Athabaska, Alta.: agent, J. W. Ashacker, $1,620 (quarters $240, not included) ; 

lineman, L. Goodwin, $1,560, D. Sutherland, $1,560; casual labour, $333.37; 

office expenses, /$180'80; ‘sundrics,)) $754 80/0) \A RP Aee, 2 RUC OME, Bor 6,008 97 
Beaverlodge: agent, J. H. Murphy, $1,560; office expenses, $374.66.......00.....6:. 1,934 66 
Calling River: agt. lineman, G. T. Monson, $1,560 (quarters $180, not included) ; : 

casual labour,’ $184.52; ‘sundries, $248.99 (ht >, 2 tO, ee ee 1,993 43 
Edmonton: circuit manager, P. R. Elmer, salary, $2,100, travelling expenses, 

$131.10; operators, L. J. Bolton, $1,824, A. Vaillancourt, $1,824; lineman, R. L. 

Thoman, $1,500; messengers, K. Moon, $660. G. J. Potter, $660; casual labour, 

$419.98; office expenses, $523.60 5--sundfies, "G1ORS4 002. (LU) ey ey eh NOR ity 9,748 02 
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DETAILS OF EXPENDITURE-Con.—DETAIL DES DEPENSES- Suite 
aeanamaeaaeEeaelwerlew—w=“—“—“—"—"—"—~“~“"“~“~$q“_—>=“=—_=$oomaOOESESESEmyqa»eq$0—0q$qamaaMaR =x x _—_E__EE_ ee oO 
Vote — Crédit 357— Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


SASKATCHEWAN & ALBERTA—Conce.—Fin 


Fairview: agent, J. G. Bryden, $1,560; casual labour, $176.13; office expenses, 


BeOS .20; % SUMDIOND SAO... «4k HAs ssid v«. viscenseoatce a Abe. .farice URES” Say Se. Sula. ot 2,059 74 
Fort McMurray: agent, C. F. Somers, $1,716 (quarters $240 not included) ; lineman, 

F. Goodwin, $1,620; casual labour, $184.50; sundries, $336.05...............-.... 3,856 55 
Fort St. John: agent, R. L. Pickell, $1,620; office expenses, $340.67............... 1,960 67 
Fort Vermilion: agent, R. Lee, April 1-Oct. 12, $926.13, A. Bowtell, Oct. 13-Mar. 31, 

$813.87, en route, $47.61; office expenses, $385; sundries, $384.56.............. POSTAL] 
Frog Lake: agent, H. J. Macdonald, $1,260; casual labour, $127.13; office expenses, 

ee ANE apas Bee Ae EINE Nhs, ceptha pe oie shgee, sists. «ih oe Ae ae Rls AY ana 5 RR. chee 1,598 63 
Grande Prairie: agent, G. H. Crisfield, $1,620, overtime, $145.92; lineman, W. 

‘Lovell, $1,560; casual labour, $187.11; sundries; Sa60,.40004 . 1 40-1. dd, eet 8,879 45 
Grouard: agent, J. Peers, $1,560 (quarters $240, not included); lineman, R. 

peawon, Tie 20¢ecundriese$5790.40!4 ooeisgts. Sm LOTS island OB. cé, 3,759 40 
House River: agt. lineman, W. J. Lee, $1,620 (quarters $180, not included); 

PUNOT ECS, gS PO, 28. EMORY. od. Ds OUI, 5 Ae, BO), SAL TB. EL Ot) Coior: 1,836 23 
Hudson’s Hope: agent, F. C. Gaylor, $1,716 (quarters $180, not included); line- 

man, R. M. Osborne, $1,620; sundgies? ($593.97 puamienem ome PAs ccc i ededeeiahars 3,929 97 
Keg River: lineman, P. H. Moore, April-Feb., $1,485, L. G. Harrington, Mar., $135, 

eneroube; $13.91 ;« sundries, S50sSSL", AMGEN Oe) hades ee, PBA: 2,138 85 
Lac La Biche: agent, G. T. Brown, April 1- June 16, July 8-Feb. 29, $1,267.83; 

casual labour, $170.61; office expenses, $290.37; sundries, $18.66 i066 sccuc ccc ce de. 1,747 47 
Mirror Landing: agt. lineman, A. McLean, $1,560 (quarters $180, not included); 

sundries, $303 Sle b. SIM id. AIL), URS amo OAL, ER tek AVA 1,913 50 


Mooswa: lineman, A. Bowtell, April-Sept., $738, G. G. Mann, Oct. 2-Nov. OT; 
$229.73, H. E. King, Nov. 28-Mar. 31, $504.30 (quarters $15 per m., not 


umeteded) 5 sundrigs, $241.51. svau os PSO es Ce ong OB lens 1,713 54 
Notikewin: lineman, J. R. Bowie, April 1-Oct. 2, $818.70, leave, $91.45, M. A. 

Noel, Oct. 3-Mar. 31, $801.29; office expenses, $177.75; sundries, $405.82........ 2,295 O1 
Peace River: agent, F. J. Colmer, $1,824 (quarters $300, not included); lineman, 

F, Anderson, $1,620; office expenses, $356.89; sundries, $359.25.............2.... 4,160 14 
Pelican: agt. lineman, F. R. Senz, $1,620; office expenses, $175; sundries, $130.03. . 1,925 03 
Plamondon: agt. lineman, W. Hood, April-Feb., $1,353; office expenses, $256.50; 

BUMP eS) G219.725 6 66s vinds sais ob 1299 ae ee thang: SSS 4 Peek al: eee 1,829 22 
Pouce Coupe: agent, A. Chalmers, $1,620; lineman, C. E. MeWha, $1,560; casual 

labour, $307.92; office expenses, $260.25 pUSUMAVICS SISO: : Usk Oe SENS Ress, 4,503 95 
Rolla: agent on commission, Mrs. C. E. McGarvey, $264.78; rent, $180.......... 444 78 
Slave Lake: agent, D. E. Buck, $1,560 (quarters $180, not included) ; lineman, 

C. Pickford, $1,560; casual labour, poourl? *sundrice  S28002) ee. fee TAN 3,756 39 
Spirit River: agent, A. C. Egan, y. (less 16 °d.), $1,497.09; lineman, L. G. 

Harrington, April 1-Feb. 26, $1,416.55; casual labour, $198.54; office expenses, 

$27 4-605, BUMCTISEMSTOOS. IN UN AI Ma, oh Si een A ay 3 3,962 56 
Taylor: agt. lineman, R. H. A. Neilson, $1,620; office expenses, $144; sundries, 

Pope D Renta me MS FH 8 SING OMA) CR Sars AR Rati OD 5" 2,043 85 
General :— ; 

Agents on commission, $566.44; sundries, $217.91; printing and stationery, King’s 

Printer, printing, $709.57, supplies, $356.12...............0..005-0.. 000 Ln. 1,850 04 
Peace River-Fort Vermilion Line: linework.:..::...¢0066060 0c chee 285 18 
Adjustments: G. T. Brown, Lac La Biche, overpaid leave, $27.77; refunded to 

Casual Revenue, 1932-33, on account overpaid telephone rents, $93.95.......... 128 iz 

Total (see Summary — voir BOMMAITG: Nager Va VQ oi. . oak seine. os $ 107,453 75 
Classified as follows — Classifiées comme suit:— 

Salaries and Wages....... Pa Shes Pipe wienaie’s sg te Gees are kig A's. ES, « AEs 90,016 37 

Be ORE eeeet fees ete VT A ati fe ata ae. | 724 25 

Materials, Supplies, Repairs; General. .........0c.s06.ccccc ck. 8,488 57 

Materials, Supplies, Repairs, New POULOS A CLCl ele. cre ens 245 60 

Pits tae ex rOnery taka h sb Rane ASEAN AM hee aa tS) 1,065 69 

Gi lecella nec he memati) 20 Cen! nt) Sen ee eRe Kee ee. bet VE 6,791 55 

SUNG EESTI ne igh aa ea ran ih el cientdh bab is i eave Init iaditcaet \ ie iy &- 


$ 107,453 "15 


Part V—96 


PUBLIC WORKS—TRAVAUX PUBLICS 


Vote — Crédit 357— Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques-Suite 


VANCOUVER ISLAND DISTRICT — DISTRICT DE L'ILE DE VANCOUVER 


Divisional superintendent’s office, Vancouver: superintendent, F. W. Dowling, 
$3,600; chief clerk, C. H. Mead, $1,800; revenue accountant, N. L. Homan, 
$1,620; book-keeper, H. C. MacLeod, $1,200; clerk, E. J. Lloyd, $1,230; clerk 
stenographer, W. I. Troughton, $960; typist, I. V. McLaurin, Nov. 1l-Mar. 31, 
$280 (see Victoria Superintendent); temp. typist, $122; travelling expenses, 
$176.30; rent, $1,584; telegrams and. telephone tolls, $395.90; postage, $336.54; 
telephone service, $134.40; sundry office expenses, $159.23. ‘Total, $13,598.37, 
less $3,815.51 charged to B.C. Northern a page V-—98, and less $5,499.25 


Alberni: agt. opr., P. A. Haslam, $1,320; office expenses, $117.86; sundries, $87.30. 
Alert Bay: agt. opr., 8. Wallace, April l- Oct. 4, $845.81, B. Hodson, Oct. 5-Mar 31, 
$810.19, en route, Oct. 1-4, $17.03 (see Lund); linemen, C. E. Galley, $1,584, 
ete $1,584; casual labour, $183.10; launch expenses, $462.28; sundries, 
HERI sig l's\4) Glin limibs-« nee He, da lapas Ready md AUT Elder ede spre 4 SU RMI neeie se Saree OU, (Oe. ee ae 
Bamfield: agt. opr., W. A. McGee, $1,680 (quarters $300, not included); lineman, 
A. Hoskins, $1,584; casual labour, $188.77; sundries, $248.93................00- 
> Cae lineman, F. D. Wilson, $1,680; launch expenses, $106.74; sundries, 
BHO 0 sia « is) eseparn dcr, ov lerd.biois, 0 ad Mba! RAE EDS ele. 5 CE MMO ,Rostraemee gate .'. fat eee Ue aE 
Camp Bay: lineman, R. Allan, $1,584; sundries, $100.84.................c0 cece 
Campbell River: agt. opr., J. H. Burgess, $1,680; lineman, J. McNeil, April 1- 
Oct. 4, $809.03, retiring leave, $313.28, car allowance, $54.33; casual labour, 


$253.62; office. expenses, $307.50; sumdriess $253.56 5. . wwii’ Be. «earls» alae. sul. 
Cape Scott: lineman, A. Spencer, $660; sundries, $30.73...........ccccceccccecs 
Carmanah: lineman, L. Matthews, April-Nov., $1,056; sundries, $99.59.......... 
Clo-oose: agent on commission, Mrs. C. E. Holliday, $57.09; lineman, D. Holliday, 
y. (less 2 d.), $1,571.23; casual labout;.$102.62;..sundries, $22.41/40% 2. .Y. .dueue- 
Coal Harbour: agt. opr., W. L. Hillier, $1,656; lineman, E. J. Olsen, April-Jan., 
$1,320, 51 d. retiring leave, $264; casual labour, $185.57; sundries, $228.97...... 


Cortez Island: agent on commission, K. Petznick, $28.95; lineman, H. M. Daniels, 
S12 WINER, “OOO.OU ce x eres sae a scs's OR ee are cate a aie coat cere eeie ts Caen ene 
Courtenay: agt. opr., J. Aitken, $1,584; casual labour, $106.45; office expenses, 
3194 10%! CONGTICS, “DO,OU 5. <. sen +s SHANE « ciuedeoan ak DAO anaenea anna Nees 
Cumberland: agt. opr., J. Robertson, $1,584; sundries, $146.96.................. 
Dinean: - agent, H. “W.. Bell, $1,020: eundrids. 235.79 naw.ke.. ntivtl. «eh «obs ohne 
Estevan: agt. lineman, H. Bigmore, y. (less 2 d.), $1,575.20; casual labour, $101.20; 
BUTE IOS, | BOGOs ano Lc tine io RENN Nia siete se. Bie Me! 6 ums bie «gene an’ Sis slabs ats eu tee 
Gabriola Island: telephone service, $59.40; sundries, $1.30.............0.ec0e000- 
Ganges: agent, F. M. Aitkens, $1,020: phone onr., G. Borridaile, $900; linemen, 
R. J. Hepburn, July 11-Jan. 26, $860.13, J. Horel, April-July, $528, G. West, 
Jan. 27-Mar. 31, $285.30, en route 2 d., $8.51 (see Sechelt); car allowance, $120; 
casual labour, $282.08; office expenses, $226.24; sundries, $255.32; gratuity of 2 m. 
salary)to widowsor late de: Flare), S266 ee on eeu wlets een eu ovciek arate al ei ee 
Ee Bay: lineman, H. J. Bull, $96, commission as agent, $10.75; sundries, 
EAI AY > <fte sBiscavevienls site MRE 4 Suntaceveusia eu S/mueicenhae @Vauteteasanmnta aie Gna os tee tate eae 
Hardy Island: lineman, T. B. Brazil, $120, commission as agent, $16.69........... 
Hesquiat: agent on commission, $9.34, rent, Sept., 1930-Mar., 1932, $95............ 


Jacksons: agent on commission, Mrs. M. Jackson, $9.10; lineman, HE. J. Myers, . 


¥) (bless 6.0.) 1557.60, ecarvallowanee; $120: sundries/iS765.00.... esos fae et 
Jordan River: agent on commission, Mrs. J. EH. Lee, $55.93; lineman, E. R. 
Horwood, April 1-Sept. 15, $726, car allowance, $55: sundries, $11.74.......... 
Long (Beach: lineman) 1G 5A... Maltby <3. o. 056 Se. BEI, Pen ee 
Lund: agent on commission, H. W. Thulin, $39.27; lineman, B.°Hodson, April- 
Sept., $792. (see Alert (Bay); -aamdries, 862142 00 5 Aid 5 tain ie ee nee ees 
Wheto nin agt. opr., H. W. Spencer, $1,680; casual labour, $103.87; sundries, 
TOS GT Nes. DEAS Ave in tol abil sfc? EWG ARRAN USE iui 5 AAREE: eae ne tte SU eens RAPES eee ss eae’ a ae 
Nelson Island: lineman, J. Wray, $288, commission as agent, $6.73.............. 
North Vancouver: agt. opr., HE. C. Williams, $1,200; messengers and casual labour, 
POlL00; SUMO KIeR MeO Ole CE See tes eee, Peete seta ee sinies ies 
Pachena: lineman, A AL \Lynn, $1,056; casual labour, G89342% . Soe siemens » aes yes 
Parksville: agt. opr., D. Mitchell, $1,680; lineman, T. Hirst, April-Sept., $792, 
retiring leave, $309.69, car allowance, $60; casual labour, $184.26; office expenses, 
$104:50; sundries, $1290.22...5\c... 00 26'u.4.ne mn sion nM s sels pie poles Viele ao Nain elsia cial 


4,283 


4,074 
1,525 


5,873 
3,701 
2,003 
1,684 


3.671 

690 
1,155 
1,754 
3,654 

307 
1,890 
1,730 
1,258 


1,741 
60 


4,749 
114 
136 
104 

1,762 


848 
192 


893 


1,982 
294 


1,841 
1,145 


3,309 


58 


90> 
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Vote — Crédit 357— Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques-Suite 


VANCOUVER ISLAND DISTRICT-Conc. — DISTRICT DE L’iLE DE VANCOUVER-Fin 


y. (less 3 d.), $1,570.80; casual labour, $102.62; sundries, $86.26.............. 1,872 05 
Port Alberni: agt. opr., E. G. Ayliffe, $1,680; lineman, W. Crowshaw, $1,584; 

casual labou¥;°SI88.77 | sundrits, $257 360 0..../7) 0. odes, Labo, a iatootaly orig rs 
Port Renfrew: agt. opr., W. Harvey, y. (less 8 d.), $1,549.37; lineman, A. Allan, 


April 1-Sept. 15, $726; casual labour, $126.46; sundries, $294.75.............. 2,696 58 


‘$688.71; office expenses, $386; sundries, $217.36....550..c0cccceceeccccccccnn. 5,781 39 
Quathiaski Cove: agent on commission, W. E. Anderson, $240.08; lineman, E. 

Anderson, $462: sundries; $l08:7 es h8G, MOP e, LU eke. Aes | DT 805 79 
Riley’s Cove: lineman, C. 8. Dixson, y. (less 1 d.), $1,579.60; launch expenses, 

51/627 2s) Sundries, «9284.62 22008. OU 282 LT, SOS ome) OLE oR Bo Ee 2,040 93 
Rock Bay: agt. lineman, L. Pence, $1,656; lineman, C. Greaney, $1,584; casual 

labour, $184.46; launch expenses, $225.87; sundries, $207.56............0...-. 3,857 89 
Houmas lineman nee nhowis cago ccs PEON OL ROE A BU-CU1S | LGR hy 1 Ra 660 00 
Sechelt: agt. lineman, G. Wood, $1,584; lineman, G. West, April 1-Jan. 22, $1,281.68 

(see Ganges); office expenses, $138.51; sundries, $561.21...............c00005. 3,565 40 
Slide Hill: lineman, J. E. Lee, April 1-Sept. 15, $726; sundries, $13.76.......... 739 76 
Sooke: agent, I. Milne, $900; phone opr., A. Milne, $720; sundries, $205.45...... 1,825 45 
Squamish: agt. opr., E. S. Reeve, $1,680; casual labour, $106.13; office expenses, 

ME ZE UB MUM PICH, ABOU MOBS ohh anc hate «Od oo Cnc ok « Sinssechs » sur cgcscth e ofEe wn eit 2,277 44 
Tofino: agt. lineman, F. C. Garrard, $1,584 (quarters $150, not included) ; sundries, ; 
RF ey Re etn ileyete "ago TSR cy ih taal oie a icay/ aa, bean 1,758 82 
Toquart: agt. lineman, G. G. Godson, $1,584; casual labour, $202.97; launch 

expenses; /,9227.645,,.eund Begs $60.64 41. iB aseiirais loadlerech V Ghd Sailors. Uke fk vclen 2,079 25 
Uchucklesit: agt. lineman, A. H. Bellamy, $1,584; sundries, $238.57............. 1,822 57 
Ucluelet: agt. lineman, H. J. Hillier, $1,584; sundries, $285.10..............0005 1,869 10 
Union Bay: agt. opr., F. Brown, April-Feb., $1,452; lineman, A. C. Cole, April- 

Sept., $792,. ear. allowance, $60; -sundries,. $74.54266icccccicecveedaldgccetbades 2,378 54 


Vancouver: manager, J. McNeil, $2,016, overtime, $103.60; operators, J. F. Christie, 

April 8-Mar. 31, $1,529.66, en route, April 2-7, $21, overtime, $32.40, D. 8. 

Mackenzie, Mar. 27-April 7, July-Dec., $831.30, overtime, $25.92; book-keeper, 

R. F. Park, $1,200; messengers, A. G. Anderson, $660, R. Cannell, $660; general 

line foreman, H. E. Elsden, $1,656; casual labour, $194.88; rent of office, $1,200; 

rent of two telegraph circuits, $792; office expenses, $471.30; sundries, $31.10. . 11,425 16 
Vatgariisiang. liftentans Pr Ais Ovelagues.. oe fiery debe Co otk eae Goeth 192 00 
Victoria: agt. opr., F. C. Munn, $1,920; clerk book-keeper, F. E. Purdy, April 

1-3, $14, sick leave, April 4-July 31, $546 (deceased); messenger, T. Moss, y. | . 

(less 21 d.), $622.74; casual labour, $191.62; sundries, $29.80.............0000% 3,324 16 
General: agents on commission, $3,676.33; line repairs, H. E. Elsden and party, 

$3,016.97, G. West and party, $876.41; printing and stationery, King’s Printer, 

printing, $8.74, supplies, $185.09; pole, wire and circuit rental, $3,336.35; freight 


anU« Cartage; (HO0s Asi euriduless $30 TASS hid bie wale btebicy elebe. 6 o(d Vixen le de bilo ele « Aqiaverqie ona 12,431 1% 
125,751 75 
Less—Canadian National Telegraphs and Canadian Pacific Telegraphs, propor- 
tionate cost: of North Vancouver OffG@ io. Mee a. BELUGA on 1,080 00 
Total (see Summary — voir Sommaire, page V-—112)................ -$ 124,671 75 
Classified as follows — Classifiées comme suit:— 
dear Og FAW Gea tt OU Oda et alee hi cic, cia a aR i RUTLAND 6 Sun wid BE saueiacs 103,630 35 
it WRIT penne RTT en ceca We ETN cs, ss Oo ea b's 6 ate « 2,415 37 
Materials. Supplies, Repairs, c6tee 1 isi< wlfiasects « Mas ales 'sisusesrisie.c, baleieles 8,619 89 
NMI GIRL ATSC IOEN oceoiny oco'k ose as ale Thiid, clack ie diocese ein hous Bie ale siord a 193 83 
DAseCelAan@OUsr tat. Suck < les. “hehe diaeD. «oe 6 bh diel « dens’s 10,628 31 
EMR OTL OR eee Bere ek rc in chink aan Sea teen a) apate:-ckesael o; vfasektoares eieusuas tasks 264 00 
125,751.75 
Me LAMPE , MEDM  A chan bashes ns Mv Relalals 5 vale s «i hin'e Game aa nea 1,080 00 


$ '124,671 75 


50399—7v 


Part V—98 


PUBLIC WORKS— TRAVAUX PUBLICS 


OOOOOOOOOO——_—_—————— eee, 
ee —  aaS———oooooooooeoeooeoeoe* eee 


Vote — Crédit 357— Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


BRITISH COLUMBIA —COLOMBIE BRITANNIQUE 
NORTHERN DISTRICT — DISTRICT SEPTENTRIONAL 


Divisional superintendent’s office, Vancouver: detailed with Vancouver Island 
District, pageniVe- 96s de eott Ys ER Linewietits «hee Eee dee Ok. ee ee ae 
District superintendent’s office, Ashcroft: dist. supt.. W. Dee, salary, $2,820, 
travelling expenses, $412.70; car expenses, $390.30; office expenses, $162.60; 


germs opr. lineman, H. W. Butler, $1,800; casual labour, $299.19; sundries, 
eee  siatt ls alba o SoG tehe « dcdud Chala oh ye, any, 0 bas) ANRC inn, Hinata tek penn Gor i es 


labour, $385.48; office expenses, $606.20; grant to hospital, $360; sundries, 
$1,221.27; rebuilding fence damaged by falling wire, $9.63; less $6,689.87 


18, $1,619.99, J. H. Berry, Feb. 19-29, $59.52, L. Santini, Mar., $144; exchange 
opr., L. Santini, July 18-Jan. 17, $389.99; casual labour, $218.32; office expenses, 


1835) sundries, B85,ul mgt dink. ohicwSucalfinnn Whee Ue debemaiell. latent. «wah 
PRrinee\,George;:, agt. -opr.,, Canadian. National Telegraphs. sm:ceeuisun'd « cetunoe ohn cin 
Prince Rupert: local manager, J. D. Lawrence, $2,100, overtime, $70.24; night 

opr., D. C. Schubert, y. (less 5 d.), $1,946.95, overtime, $126.15; day opr., ; 


6.0. = © © /ONeEe hehe. 6 18.0) 'en S outs? 0 © 6c: eheweranie (ce © se: \6, [0.6.6 81.0 © 6..0 © 06 6.8 6) 8 S58 © ehiulelleme «lee ee 7a NS) 6S a ae le re 


3,815 51 
1,890 10 


1,811 77 
2,436 58 
2,992 95 


2,254 65 
1,930 56 
1,377 15 


1,167 95 
240 00 


1,353 80 


4,677 50 
2,397 45 


3,418 17 
330 64 


3,847 24 
288 21 


2,416 93 
1,800 00 


180 42 


400 82 
900 00 


8,720 27 
200 12 


394 10 
1,875 44 


2,504 97 
2,654 30 
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Vote — Crédit 357— Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques-Suite 


BRITISH COLUMBIA—Cone. COLOMBIE BRITANNIQUE-Fin 
NORTHERN DISTRICT—Conc. —— DISTRICT SEPTENTRIONAL—F'in 


Vanderhoof: telephone agent, M. Mitchell, April 1-Sept. 5, (see Yukon Lines, 


Smithers) FP 5. SH PITTA). CFL00 18h, U8. aah elwavl2) «A saretouetl ie 439 17 
Williams Lake: opr. lineman, C. Barber, $1,728 (quarters $120 not included); 
exchange opr., G. Smedley, Mar. 21-31, $23,065), sundriés, 9 $43 175 6000... . ave 2,182 81 


General: agents on commission, $1,046.39; linework, $2,104.73; printing and 


Peale SeOS ce peuuLeres S001.) 52 Ue Ye i ene a TBE oa 6,266 19 

Total (see Summary —voir Sommaire, page N32) cae. Shatids, Jake $ 67,165 77 
Classified as follows — Classifiées comme suit:— 

Balatiesrand Wapes 2 iy EL Anesth mul) ORE Somat, yh. 52.257 42 

SrRVel ines xpewsest ys 1.0.0, ue. eve iat ot vec’ heey A Be OR ROE 1,010 65 

Materials, Supplies, Repairs, General ..............2...2. 00220 7,509 00 

Materials, Supplies, Repairs, New Nites, “ete .Yielae AB IRMA. . 102 25 

Rem eeen Tg EAA CATT OMOE ST: 044-0 dry. 3586)00 nies vi) avn les Nd ce en 2226. 07, 

Miscellaneansahuload. Jou. OUR se xedinssyconivals . ORILP. . wootal.. 4,060 38 


$ 67,165 77 


YUKON 


Divisional Superintendent's Office—V ancouver,, 
Bureau.du surintendant divisionnaire—V ancouver 


Bzpenditure detailed with Vancouver Island District, page V—96................ 5,499 25 


Main Line — Ligne principale 


DsPEICE DIO Vie POS fae eben 0.5 oa AF eck ae tee Oe NE FO ORCI oe ME 1,691 50 
Atlin: agt. opr., J. Ward, $1,458, board, $720; Ries.  StO4 207 tot ee coe nee 2,642 26 
Big Salmon: opr. lineman, Hayes, $1.440, board, $600; office expenses, 

108; medical expenses of A. R. Hayes, $50.75; sundries!” $168. 495.9079), ware 2,367 24 
Burnslake: opr. lineman, H. D. MacNeil, $1,800; casual labour, $307.69; office 

expenses, $220.60; stindriess $210: 182 2 9UP B7  Paw OL: Sor ne) ho nober Gee 2,538 47 
Carmacks: opr. lineman, H. McMillan, y. (less 22 d.), $1,354.84, board, $564.52; 

Omir: expenses, "$1053 "sundries, | $3880) “4 seashore eee heh ae ahd oo pled bbb Mined deacons 2,063 19 


COL TANCE TL, Atel eR GROTAOS nS O TG). bao us obly arettae cagcie, ¢stn en 5,430 85 
Fort Selkirk: opr. lineman, C. H. Stone, $1,440, board, $600; office expenses, 

LUD SUMAN CS ar Dae O-BU gr op nce ati te ee ee ee eT Meaney, NE Rea ACF 2,423 36 
Hazelton: detailed with B.C. Northern District, page V—98..................... 6,689 87 


and’ transportation, -$637.57;- sundriésy $351 16i!8. 2 D2. 0088 cosorlal. Jnuboo, (008.7 4,236 99 
Lower Lebarge: opr. lineman, E. Morrison, $1,440, board, $600; office expenses, 
S108; sundriesie l5Si38) . 087%. 8. scat. divi A. .cobasns We Eek gel. ee 2,306 38 


provisions, $285.30, packing and transportation, $422.77, sundries, $161.62....... 2,607 74 

gilvie: opr. lineman, G. D. Hoggan, $1,440, board, 10 m., $500; casual labour, 

9340; officesermpenses,: ($132; zeundries,y $259;:39,. .-\ie. 14. will. ack «BE. . coun. 2,671 39 
Pike River: lineman, W. H. Blake, $1,440, board, $480; sundries, $160.91.......... 2,080 91 


included) ; provisions, $287.16; packing and transportation, $229.10; sundries, $191 2,147 26 
50399—7 dv 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Vote — Crédit 35%— Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques-Suite 


YUKON—Con.—Suite 
Main Line—Conec.— Ligne principale—Fin 


Smithers: opr. lineman, A. G. Bowie, y. (less 30 d.), $1,651.45 (quarters at $7 per 
m., not inéludea is clerk, W. F. Hann, $735; telephone opr., M. L. Mitchell, 
Sept. 6-Mar. 31, $580.83 (see B.C. Northern District, Vanderhoof); casual 
labour, $163.55; office expenses, $375.50; sundries, $292.42.........-.0.-eeeee aoe 

South Bulkley: opr. lineman, W. N. Clark, $1,800; casual labour, $300; sundries, 

MAS VOOES Gl Le lalate late la alote’ shelelbtstelel Peletahel el obetetplotettel atotaligzetalatetet ohare ote!el eteldlebale of Ghd lelameheiata » eam 

Stewart River: opr. lineman, R. A. Gooding, $1,440, board, $600; office expenses, 
$136 ;\ourtdries,. .$158.12. 0... Liew d eee sims vripisisinsoecnd <vige as cemeinnigg Me saa) ber 

Tagish: opr. lineman, E. Barrett, $1,440, board, $600; office expenses, $108; 
sundries, “S17L.46 6. shisilieels «PLS aia ibe el dle ote beta Alplva ae yey cetbinnn 9 has + aged Beate 

Telegraph Creek: agt. opr., L. James, $1,980 (living quarters $90, not included) ; 
office expenses, $188.05; sundries, $344.17. ....... ccc cece cece cence eee eewmeeine 

Telkwa: opr. lineman, W. M. Boyle, April 1-Sept. 19, $845 (see Ashcroft); agent, 
T. E. B. Greenfield, Sept. 16-Mar. 31, salary, $65, commission, $16.26; sundries, 
SAO Nae ea cite UMN Gust oS. a eheyenslates Aatoboayacbrsists aneyeuck shear teu eueyautuhisy moths ih gece uence nen Dh ta tania eas) kaa 

Whitehorse: agt. opr., J. B. Watson, $2,040 (living quarters $240, not included) ; 
messenger, W. Cyr, April-Feb., $715, 26 d. retiring leave, $65; office expenses, 
S308 7s MU MCae MOOR CE) | ved as tayauids a ete we Wie iale dim nme Gis’ egeete qiatete le eine th oe Ree enna & 

Second Cabin: opr. lineman, H. B. Birch, April 1-May 20, Sept. 5-Dec. 4, Mar. 19-31, 
$531.32, en route, $23.82, C. EH. Cadden, May 21-Sept. 4, Dec. 5-Mar. 1, $671.10, 
leave of absence, Sept. 5-Nov. 4, $210, sick leave, Mar. 2-31, $100.96, en route, 
$20.16; lineman, W. S. Leake, y. (less 16 d.), $1,154.40 (monthly provision 
allowance $25 and living quarters $15 for each, not included); provisions, 
$472.83; transportation and packing, $885.94; sundries, $836.20................. 

Fourth Cabin: opr. lineman, R. G. D. Smith, 11 m., $1,155; lineman, J. Mailen, 
$1,200 (monthly provision allowance $25 and living quarters $15 for each, not 
included) ; retiring leave to lineman, A. Beaton, $235.69; casual labour, $325.16; 
provisions, $475.08, packing and transportation, $954.36; sundries, $365.74....... 

Sixth Cabin: opr. lineman, G. Ironside, y. (less 30 d.), $1,320.39; lineman, A. 
McDougall, y. (less 37 d.), $1,218.31 (monthly provision allowance $25 and living 
quarters $15 for each, not included); 60 d. retiring leave to A. Hankin, retired 
July, 1925, $256.67; casual labour, $734.52; provisions, $475.61, packing and 
dronsportation, '$95.045 ) sumdries. Rol 4.68 6 vata. sug atcitaee ses Uae empeek aad wieielel eae 

Eighth Cabin: opr. lineman, C. P. Janze, $1,440, lineman, J. Jensen, $1,320 
(monthly provision allowance $25 and living quarters $15 for each, not in- 
Se provisions, $472.20, packing and transportation, $952.16; sundries, 

LOPES) J vhs be glist ais so cei op ob bestia Cresieliel BUG, yee a wat weet GUST: gue gta Yo PRI ae © 4,0, dc IU nae a 


Ashcroft-Fort Fraser and Branches— Ashcroft-Fort Fraser et embranchements 


District superintendent’s office, Ashcroft: detailed with B.C. Northern District, 
nage (Vr—OStuaAlto id. Vin), Loe. Gs uat, Go, Ob MUO. L6. REL ER. Abie ad eee 
Ashcroft: local manager, R. G. Bishop, y. (less 21 d.), $1,154.03, overtime, $43.99; 
night opr., S. Kincaid, $1,166.40, overtime, $60.88; day opr., L. T. Buchanan, 


April 1, $3.12, overtime, $1.80. G. M. Ross, April 2-30, $90.48, overtime, $1.80, - 


E. Burchell, May 2-Sept. 24, $446.17, overtime, $17.66, W. M. Boyle, Sept. 25- 
Mar. 31, $580.31, overtime. $19.51, en route, $22.50; asst. day opr., J. H. Berry, 
y. (less 11 d. Feb.), $836.15, overtime, $51.72; book-keeper, M. Richards, $1,200; 
exchange opr., E. Adam, $900; messenger, K. C. Wilson, April-Jan., $300, 51 d. 
retiring leave, $60; general foreman, A. J. Woodburn, $1,980; lineman, S. T. 
Marsden, $1,800; casual labour, $409.86; sundries, $465.86..............000 cee 
Blackwater: opr. lineman, J. Withrow, $1,800; sundries, $79.10...............00. 
Bobtail Lake: opr. lineman, D. C. Hagerdon, April 1-Sept. 6, $780 (see Vander- 
hoof)? sundmisaGhe? SE} aoc),. DOS TE Yodan, ie weal: Sladlod it Deeb. damnecwsitt.< 
Clinton: opr. lineman, A. S. Gillespie, $1,728; asst. and messenger, N. E. Gillespie, 
April 1-Dec. 15, $254.52, retiring leave, $71.40; office expenses, $150.46; sun- 
dries, $134. 98a Uta | GUUey Lee OL Ue teed. VERA Cao Re) GLE . wc. 
Het os opr. lineman, H. Le Duke, $1,800; office expenses, $145.50; sundries, 


3,798 
2,260 
2,374 
2,319 
2,912 


1,119 


3,803 


4,906 


4,711 


5,275 


4,819 
85,232 


2,016 
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1,879 
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2,089 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
ee... (0 


Vote — Crédit 357— Telegraph and Telephone Lines—Conc. — Lignes 
télégraphiques et téléphoniques—-Fin 


YUKON—Oonc.—Fin 


Ashcroft-Fort Fraser and Branches—Cone. 
Ashcroft-Fort Fraser et embranchements—Fin 


senger, Le Bourdais, 7-7 m., $231, 51 d. retiring leave, $60; lineman, W. 

West, June-Mar., $1,500 (see B.C. Northern Dist., Red Rock); casual labour, 

$423.04; office! expenses, $122.25:) sundries!) $603.47 olives Wo lioces sect eaodeceao.. 4,589 11 
Soda Creek: opr. lineman, G. Grinder, y. (less 36 d.), $1,560.62 (quarters at $5 

per m., not included); casual labour, $364.80; sundries, $222.52...........0.04. 2,147 94 


Sx nonusers, 224/00" Sundries, .$o/U.0ai0,).04 4 «wok taeda eracoee ‘sh ehefiornin wel oieienstyLsre « 4 3,738 03 
One Hundred Mile House: opr. lineman, J. Foster, $1,728; sundries, $402.80....... e 2,130 80 


Sen sese LO walln ion 220 Oak ss. . Aan ta ik Gale de OMe ide eas Cos cle ete. 23042 27 
Riba id | | 85,987 72 


Agents on commission, $269.06; linework, $4,365.60; printing and. stationery, 
King’s Printer, printing, $1,248.58, supplies, $430.64; express and cartage, 


$364.73; medical and hospital expenses, $111.90; sundries, SO. Sa. PU HE 6,861 29 
Adjustment :—Refunded to Casual Revenue 1932-33, W. M. Boyle, Ashcroft........ 3 49 
Total (see Summary — voir Sommaire, page V—112).................. $ 133,584 34 


Po eriee ad BI ACCME Scan). ee eral Neen th 98,563 11 
pene Wetted evi, kh as Maat on athe MEE ee ae 965 25 
Dlaterials. uppliess<tepairs, General. om... wis wees obs le 24,700 23 
Materials, Supplies, Repairs, New Autos, etc..........0..0-000. 295 01 
PIE GAC Ro EIOTIOR Yo Lyte. as, CB aie Uh), Woy ide cn s MANA ah) Cis 1,679 22 
ONG POLIS ae 85 chy Sia SIAR? ots tes Matton iiks, REL E LGM Mor aa 7,378 03 
ASM OEMICT tai Aca ER SIOUALIRD  utuapbaet cosystoctconie Rou Le Te HRT Po 3 49 


$ 183,584 34 


TELEGRAPH AND TELEPHONE SERVICE GENERALLY 
SERVICE THLEGRAPHIQUE ET TELEPHONIQUE EN GENERAL 


Mampoulin-Cockburn’ Teland, line: Repainrsy.. oy a4 i5. ides dees be oe ke 330 05 
Pelee Island -cable:—Supt., etc., 13 m., $108.32; maintaining cables, A. M. Mc- 

(Cormick & Son, 8 m. to Dec. 31, 1931, POUVSLSMMOLIES, S17 5.88 «wie scenic oacem ne 784 20 
Timiskaming line:—Operating line, 15 m. to Mar. 31, 1932, La Cie de Téléphone du 

Nope Liice,” $2,000; suai, SOO ECan et ae ae ted he ee noes, Dee 2,526 50 


Generally:—Travel, $159.25; materials, etc., $251.36; King’s Printer, printing, 
$352.08, supplies, $287.07; express, $406.74; telegrams, $1,272.13; sundries, $150.90. 2,879 53 


Total (see Summary —voir Sommaire, page V—112)..........0..0004. $ 6,520 28 
Classified as follows — Classifiées comme suit:— 
Sdlaries’ and )/Wacte wena. Sais dasad sc wraclrornnd. o LER LR hy 256 67 
Teeehing: Wxpenses)S: .. BE WEL 8 eR io fd Awe ac ea det at BIN 25 
Materials, Supplies,” Repairs, ; ete. 22. MLTOC. 2. Suuehey genital, S518 ‘IF 
eintuing }and . Stationery 46. . (2G. tues. oronnels) owall BR NOM 639 15 
Miscellaneous. TESCO LS atid diyd wee), dealt ie BB BOS Boe 1,890 00 


$ 6,520 28 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Under Statute — En vertu de la Loi — Gratuities under Chapter 22, Sec. 56, 
R.S.C. 1927 — Gratifications, en vertu du Chapitre 22, art. 56, S.R.C. 1927 


Gratuities of two months’ salary to families of deceased employees: D. Canvin, 
watchman, Selkirk, $180; J. V. Cardinal, caretaker, Montreal. $50; T. J. Carter, 
Ottawa, $690; A. C. Cote, agent lineman, Union Bay, $264; H. S. Cox, elevator 
man, Winnipeg, $210; J. Dempsey, cleaner, Toronto, $180; W. J. Fuller, engineer, 
Port Arthur, $650; A. Gerrie, caretaker, Niagara Falls, $160; F. Goodwin, line- 
man, Fort McMurray, $270; W. Kerr, inspector, Ottawa, $310; N. Lalonde, 
watchman, Montreal, $160; H. Lamarre, caretaker, Longueuil, $230; A. Lortie, 
engineer, Ottawa, $240; R. MacKay, caretaker, Shelburne, N.S., $230; R. W. 
Muller, agt. operator, Barkerville, $200; L. A. Parent, caretaker, St. Leonards, 
$60; F. E. Purdy, clerk, Victoria, $280; W. N. Rice, eng., Ottawa, $320; O. P. 
Robert, caretaker, Lachine, $50; F. Stevenson, fireman, Ottawa, $210; A. Tarte, 
eng. clerk, Montreal, $300; W. Ware, fireman, Montreal, $210; J. Wynne, elevator 
mai: Montrert)) S2000% me LORE Se ie ee," ee Cee” ee ae aati $ 5,654 00 

See Summary — voir Sommaire, page V—113) 


Vote — Crédit 319 — Unforeseen Expenses — Dépenses imprévues 


Relief of sufferers from hurricane in British Honduras:—Supplies, $13,694.93: 
ocean Treighti "SE Q99. 44008 AIT TE Re) SCL oe CRO IOS) | Abcined eennue $ 14,994 37 
(See Summary — voir Sommaire, page V—-113) 


Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 
and Continuance Act — Loi pour venir en aide aux chémeurs, 1931, 
continuée en 1932 


NOVA SCOTIA — NOUVELLE ECOSSE 


Harbour repairs and improvements:— ; 
Abercrombie ‘wharf, $3,864.40; Advocate! wharf, $3,743.53. ...:..2.¢06062.002.2, 7,607 93 


Amherst Point wharf, $5,001.29; Apple River, new wharf, $6,559.14............ 11,560 43 
Arichat, whart..3999:56 "7 Bailey's Brook, pier 62,7 01,.03-¢ ova: Sick -fbck vpabie s cave ed 3,701 19 
Ballantyne Cove wharf, $1,499.31; Barrios Beach wharf, $2,999.74.............. 4,499 05 
Big Pas d’ Or whart, $5,747.26" | Black ‘Rock >~whart, $1,595.86....0......% «.ciek 7.84312 
Broad Cove: new breakwater, $9,545.95; old breakwater, $999.66.............. 10,545 61 
Cape Negro Island, $2,998.81; Carr’s Brook wharf, $3,409.11.................- 6,407 92 
Chapel Cove breakwater, $7,999.72; Cow Bay, breakwater, $9,649.97............ 17,649 69 
D’Escousse, protection, $1,198.27; Devil’s Island, breakwater, $14,887.73......... 16,086 00 
Donald’s Head, protection, $3,598.71; Ecum Secum wharf, $2,504.22............ 6,102 93 
Fall’s Point breakwater, $4,489.71; Freeport breakwater, $9,990.40............. 14,480 11 
Gabarus breakwater, $2,967.45; Gilbert’s Cove wharf, $9,199.51..............2. 12,166 96 
Glace Bay: “wherl' $1) 364,05 *threakwater, 192-505. 07. Sure 2 ae a, oe te eee oe 1 Wp ti >'- 
Great Village wharf, $1,500; Hantsport improvements, $3.942.17............... 5,442 17 
Harrington River wharf, $9,127.03; Herring Cove breakwater, $646.80.......... 9,773 83 
Inverness breakwater, $2,499.57; Joggins wharf, $3,980.75............ceeccecee 6,480 32 
Kingsport wharf, $6,498.17; LaHave Islands, dredging, $1,000.................. 7,498 17 
Larry’s River breakwater, $1,999.31; Lawlor’s Island wharf, $1,499.67.......... 3,498 98 
Little Anse breakwater, $988.63; Little Bras d’Or, wharf, $786.01............... 1,774 64 
.Livingston’s Cove wharf, $1,500, Lockeport, protection, $4,872.64..........0.c00- 6,372 64 
Louisdale wharf, $2,963.41; Lower Burlington wharf, $1,723.94..............00. 4,687 35 
Lower L’Ardoise wharf, $7,939.58; Lower Prospect wharf, $1,798.98............. 9,738 56 
Lower West Pubnico wharf, $2,994.53; Lunenburg breakwater, $14,997.67...... 17,992 20 
Mabou wharf, $1,489.19; Margaree Harbour breakwater, $2,498.88...........0- 3,988 07 
Melford wharf, $1,599.73; Meteghan wharf, $9,997.94......5...cccsccecevcceece 11,597 67 
Moose Harbour dredging, $997.85; New Glasgow wharf, $10,871.58............. 11,869 43 
North Sydney breakwater, $18,208.68; Northwest Cove breakwater, $3,727.22.... 21,935 90 
Nyanga wharis-$1,483.8ee,Osborne Whart, $1,980.50... ccs tes cae ees cece chek 3,464 38 
Parker’s Cove breakwater, $6,000; Petite Riviére breakwater, $2,000........... 8,000 00 
Pictou, wharf;-$2,980:465/sPictou Island wharf, $1,548.84...............0.++0.00- 4,529 30 


Point’ Cupper | wharf,’ $17,323.20; ‘Pt: Dufferin ‘wharf, $7,696.18...(22... 20.7220) 25,019 33 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
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Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 


and Continuance Act-—Con. — Loi pour venir en aide aux 
chémeurs, 1931, continuée en 1932-Suite ‘ 


NOVA scoTIA—Conc.— NOUVELLE ECOSSE-Fin 


East Ferry, $449.55; East Green Harbour, $493.76; Feltzen South, $499.77; 
Grand Etang, $600; Isaac’s Harbour, $299; Lockeport, $799.82; Long Point, 
$600; Lower Sandy Point, $1,000; Malignant Cove, $699.12; McKay’s Point, 
— $499.80; Mill Creek, $297.86; Morden, $798.62; Mulgrave, $598.27; Necum 
Téuch, $400; North Ingonish (Burkes), $648.35; North Ingonish (McLeods), 
$895.15; North Port, $1,630.83; North River, $368.32; North West Harbour, 
$599; Orangedale, $496.42; Parrsboro, $999.93; Petit de Grat, $394.25; Plymouth, 
$863.10; Poirierville, $99.09: Port Dufferin, $50; Port Hastings, $499.64; 
Port Hawkesbury, $264.53; Port Mouton, $496.19; St. Joseph du Mboine, 
$299.91; Sampson’s Cove, $49.40; Sandford, $199.99; Saulnierville, $673.40; 
Seal Harbour, $748.54; Sheet Harbour Passage, $99.69; Sheet Harbour West, 
$469.71; Sonora, $647.95; South Lake, $699.84; Spry Bay (Josie), $495.41; 
Summerville, $624.79; Terrace Bay, $696.63; Trenton, $496.10; Upper Kingsburg, 
$477.87; Upper Prospect, $497.05; Westport, $242.80; Whycocomagh, $399.64. . 
Generally: construction of dredge scows and tow boat, $13,587.14; overhauling, 
repairing, dredge No. 15, $1,999.22, dredge No. 16, $4,916.74 

Supervision: salaries and wages, $4,331.34; travelling expenses, $6,647.65; sun- 
dries, $625.31; detailed with Accounts Branch, Salaries, etc. (page V—85), $270. 


PRINCE EDWARD ISLAND —ILF DU PRINCE EDOUARD 


Public Buildings: — 


Charlottetownc Post «Office, : renovating, Interior tj, occa ocho «psi sere Olelaereies 0 0 9's 
Georgetown, decorating, $600; Kensington, repairs, $125.50.............sece- 


Harbour repairs and improvements:— 


Pireleters ELarbour, | Pepapeds dO ADLekee + serfs: <ccune othe « st TOGRG oe bewrecces oe oes 


NEW BRUNSWICK — NOUVEAU BRUNSWICK 


Public Buildings:— 


Campbellton; * painting: and: decorating interior 822.00. RaUeeave. fo, Pons 
Hdmundston,y ‘painting -and,.decorating “interior SLY. Slee ele toe OR Ne aw 
Grand’ Falls,- painting: ‘and: decorating’ Interior. . LOL 274 Yee eS pe te 
St. John: custom house, repairs, $1,898.81; old post office repairs, $2,698.59.... 
Wiccastocks, restorations of varmoury tear ces oe. LITRE OI 1 OSG 4 ROIRN OS" 
Sundry small repairs: Fredericton, $425; Hampton, $60; Newcastle, $198; 

PU Lepeli,s w40U.407 , cee ee ee TALEO TIE ROS ITE! VON Tee 


Harbour repairs and improvements:— 


Albert wharf, $9,894.72; Alma, improvements, $4,898.90............. 0c cece wees 
Barachois wharf, $4,604.28; Bartibogue River, dredging, $4,840.11............ 
Baviedu. Vin -whart,: °$4,530:437"'Bediord “wharf "$880,108.20 he Serre) Lew, 
Burnt Church wharf, $11,013.62; Campbellton wharf, $2,839.18............ 
Cape Bald breakwater, $4,984.75; Caraquet wharf, $1,868.23 -..:............. 
Cumming’s Cove wharf, $3,731.44; Grand Anse wharf, $2,780.88............ 


2,496 
9,985 
5,461 
19,024 
4,275 
12,747 
8,738 
22,641 
6,601 
2,261 
8,240 
16,314 
6,467 
26,245 


35,326 
20,503 


11,874 
513,892 


4,597 
31,703 


1,133 


14,793 
9,444 
5,410 

13,852 
6,852 
6,512 
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Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 
and Continuance Act—Con. — Loi pour venir en aide aux 
chémeunrs, 1931, continuée en 1932-Suite 


NEW BRUNSWICK—Oonc.— NOUVEAU BRUNSWICK-—Fin 


Grandique wharf, $1,998.79; Lord’s Cove wharf, $2,106.78.......ccsceeeeeeees 4,105 57 
Lower Caraquet wharf, $1,434.29; Maugerville wharf, $503.69..............000. 1,937 98 
Negropoint breakwater, $17,783.75; Newcastle, embankment, $1,901.24........ 19,684 99 
Oak Point wharf, $989.89; Petit Rocher breakwater, $1,922.48.............. 2,912 37 
Point du Chene wharf, $4,996.18; Renforth wharf, $1,761.22................ 6,757 40 
Richibucto Cape breakwater, $1,439.72; St. George wharf, $2,336.31............ 3,776 03 
buetohn,: Hort. Dufferin, “beach protection: work) .uauiae bodied fou Leta ed 1,499 84 
St. Mary’s wharf and shed, $1,590.99; Savoy’s Landing wharf, $1,353.83...... 2,944 82 
Shippigan Gully breakwater, $681.45; Upper Maugerville wharf, $1,799.84.... 2,481 29 

aterboro wharf, $1,198.98; Welch Cove wharf, $1,986.74...........eceeceece Sel OU Tia 


. ilson’s Beach (Campobello), $793.95................ Fee Pats aia eee Sad BMA 
Supervision: salaries, $1,043.67; travel, $1,068.91; sundries, $69.46............ 2,182 04 
Adjustment:—Detailed with Accounts Branch, salaries, etc......... (Page V—85) 90 00 
159,145 06 
QUEBEC — QUEBEC 

Public Buildings:— | 
Actonvale, repairs, $1,205; Chicoutimi, repairs, $510.94........ccuccccccccccces 1,715 94 
Coaticook, on account roof, $477; Granby, alterations) "$8¥3.15.08!. . yhaak . xe 1,290 15 
Levis, repairs and painting, $3,299.10; La Malbaie, $17.45.................. 3,316 55 


Quebec: Custom house, repairs, $59.36; Exam. warehouse, repairs, $1,447.92; 
immigration hospitals, painting and repairs, $7,684.93; Marine agency, repairs, 
$651.22; Post office, repairs, $4,318.75; Postal station B, repairs, $1,575.42; 


StisSauveur opogst: ofice-azidpa ine; VS 11791 Qc ae Pil Pn Sahhe O POOL. iy as itic: 16,916 79 
Rimouski, repairs, $102.50; Roberval, repairs, $810.10. ...00...60.2008.. ecaudanl 912 60 
St. Jerome; jgredibe ghoundeloae . 00, 0018... dod baat .. OREM. sarelh ames 250 00 
Generally, small repairs: Farnham, $168; Kenogami, $224; Lachute, $990; St 

Lambert, ; $140)30Shérbrooke,y $¥423 4 8orel) 4S9So. . asa. .dduod. oth ORO. . agente 2,599 00 

Harbour repairs and improvements:— 
Anse a Beaufils, dredging, $879.34; Anse du Cap, wharf, $3,000.............. 3,879 34 
Baie des Sables wharf, $6,533.81; Barachois breastwork, $1,999.51.............. 8,533 32 
Barachois wharf, $3,833.30; Beaupre wharf, $7,056.12.........c0ccccceccccccccs 10,889 42 
Berthier wharf, $1,799.21; Berthierville; wall, $4,990.65... o.oc0.. hoe. eolacuen 6,789 86 
Berthier (Maskinonge) surveys and soundings: around St. Ignace, etc., $3,996.48; 

hae, Cetgiere dy SOup. is, 299 De me bled 8 hs Leeteverteenre Spe MMR MRC iol a) ee 7,996 01 
Bic whart, $1,099,902) Cami crtespien,:$1,099,09.€s0% £00. 4% « dae ous «oun 3,999 98 
Carillon wharf, $8,098.69; Chaboilez River improvement, SE OISOTII9 VIE ING.. . 10,096 74 
Chambly, ‘wall,,,,.d19,969:793, handler whart:» $8,587.13... $18 She. oe 23,556 92 
Dune du Sud, slipway, $1,324.60; Hchourie, SLD WAY) 6 BOO Me Ou ed el ues «ao crane 2,281 88 
Etang des Caps, protection work, $5,295.56; Etang du Nord, dredging, $1,997.88. 7,293 44 
Griffin Cove, wall, $1,996.98; Grosse Isle Bay, Pl|eLe SG (adsl sr. eo ee S04 Lone 
Harrington, trench, $994.85; Iberville booms, ebe.,. Soseavere. to eee Lot iage 
Ile aux Grues, wharf, $4,527.12; Ile aux Ours, WHAM, a OTe Lt kee eee 6,514 33 
Kamouraska, wharf, $1,052.88; Lachine! whart,,ol,080.04., dive cee Cee 3,039 42 
Lanoraie wall, $4,961.63; La Sarre river ImMipravemen tse S LULes 18.0 ee eee | 6,085 41 
Lauzon docks: Champlain, $6,899.60; Orne; $5 706.0 tox etn se os cee ee ene ak 12,695 67 
Laval (Deux Montagnes), surveys, $9,316.99; Laval sur lac, wharf, $4,689.92 14,006 91 
Levis, demolition of engineering building at Lauzon................ee5.0..... 6,650 00 

mgueuil, ‘wall °$19,966.25;" Malbaie, ‘whart,;$2s885.62-4ounas> .hnestcwiteson... 22,851 88 
Maria, wharf, etc., $2,989.20; Matane, WHaieaehl oun amatade «Suwa taba tke ae oad 13,387 03 
Miller and Mann’s (Municipality of Hope) breakwater.....................0.. 1,499 91 

empert dredging "935.975" Old Harry, plier $2040. 500 cs kee ee 3,481 30 
Quebec, King’s wharf, $16,980.13; Richmond icebreakers, ) $3,383.08. + s< ecesioe « dive 20,363 76 
Riviere a Martre, wharf, $2,008.36; Riviére du Chene, dredging, $4,955.26... 6,963 62 
Ste. Anne, wharf, $3,086.64; Ste. Anne de la Pocatiere,.Farm,, $1,500. ' 0. oes 4,586 64 
St. Antoine, wall, $4,499.98: St. Antoine wharf, etc., OOQEE be Sere Gan: oz, 6,499 98 
St. Barthelemi wharf, $1,961.18; St. Canut dredging. |) SL 178 tee een . eukebue 3,139 18 
Ste. Emelie wharf, $4,850.31; Ste. Famille Whar, «56.790, Ls pes ae. Awe toe & hxc 11,633 50 
Ste. Genevieve de Batiscan, reconstruction of wharf...........-..........0 0. 7,477 83 


St. Gregoire, wharf, $5,744.03; St. Jean Wart GL 195.67 oon. ps caters Soe cele 6,939 70 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
(EES SRR TREY TERE AHI TT AER STE 


Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 
and Continuance Act—Con. — Loi pour venir en aide aux 
chémeurs, 1931, continuée en 1932-Suite 


QUEBEC—Conc. — QUEBEC-F'in 


Harbour repairs and improvements—Cone. 
St. John’s, boat landing wall, $14,970.12; St. Lambert, wall, $69,450............ 
St. Laurent, wharf, $4,495.16; St. Leon de Standos, wall, $2,870.52.............. 
St. Marc, wall, $3,197.81; St. Maxime de Scott, wall, $7,364.85......0......05. 
St. Michel des Saints, wall, $3,452.55; St. Paul, wharf, $2,950.69................ 
St. Romuald, wall, $9,968.86; Sandy Beach, wharf, $3,038.63..................0. 
Sorel, railway siding, $3,500.08; Trois Pistoles wharf, $5,870.06.............. 
Vaudreuil, -Soglances; «surveys; sdundings;# etestass amu]. . 88. G08. las. feanlad 

. Vercheres breakwater, $10,354.44; Ville Marie, wharf approach, $3,513.57.... 

BupervisionsSAlavlesOt P2805. ln hSUNALICS:. GOBOOS, ccekl, eviwidyereidele oidaleds Dae weal, 


ONTARIO 


Public Buildings— 

Brantford, interior painting, $3,500; Hamilton, repairs, $867..............0006. 
Ottawa: National Research Council Laboratories, earth filling, etc., $12,262.94; 

Post Office, garage, $4,143.28; Parliament Buildings, steel casements, $1,636.... 
Owen Sound, repairs, etc., $1,263; Peterborough, repairs, $2,098.77.............. 
Pernod anmoury. repains, 6cc.. 900+, iCLOm, WiItines 61 SG. 2. cic «, ccouslecddicc'e eau 
St. Catharines, painting, etc., $2,500; St. Thomas, painting, etc., $1,736.50........ 
Sandwich, painting, ete., $1,350; Tillsonburg,, painting, $872.5 i010: sw « asleres alek x 
Toronto: Federal Buildings, repairs, etc., $11,740.02; Postal station A, repairs, 

etc., $3,779.34; Postal stations generally, repairs, etc., $8,911.88; 185 Spadina 

Ave, paintinendtan $3,908 al% antieshh beskie dct ald iRbh. He ceaan oe MeL 


Atikokan wharf, $1,745.39; Beaverton wharf, $5,368.40 osisj6le « éscdleaus Geleee d otes 
Burlington Channel, protection pier and improving approaches to bridges....... 
Callumder, wharf) $4,789.78: Dorset owhart;. $2910858.. uswsiutes once. 2. ee. 
Haileybury, breakwater and harbour for seaplanes.........0..sceccceccecccce 
Hollow Lake, wharf, $3,909.50; Huntsville improvements, $2,998.43.............. 
Wenoraywhari, yo2,0a0 8a; LaPasse, wharf, $1, 102A45.:...<6 oc ed bodeesceeclebennn 
Minaki, improvements, $3,341.61; Nipigon River, wing dam, $5,640.96.......... 
North Bay dock;'$3,464:73;, Pembroke; wall’'$5,857.93. 0 7 om ee 
Port Arthur rubble mound breakwater, detailed with Port Arthur and Fort 

William Harbour improvements’ (Page V—108). 2.5. 000.00. 0c ccc ecebenle... 
Port Dover, repairs, etc., $2,255.12; Port Hope, improvements, $31,167.55........ 
Rainy River, wharf, $909.60; Sault Ste. Marie, shed, $3,018.28.................. 


ALBERTA 


Calgary, river protection work: labour, $58,236.91; sundries, $11,601.98.......... 


BRITISH COLUMBIA —COLOMBIE BRITANNIQUE 
Public Buildings— 


Wermon Punic padding tiling Topolen tebc. ic ae tea he. nt. be ole coe tae ah 
ak eal Ashcroft, $104.50; Bamfield, $339; Port Alberni, $475; Vancouver, 

Sooo ck cx She i ie amen hapa ge AMIE alas Ar ie Maal a ee nay Me a ABD © Oar) eeu nan MOF tx Oe Bl Nn hd 

Harbour repairs and improvements—- 

Alvin (Pitt Lake), river diversion, $8,031.81; Burton wihant, SELO43 19.40 s60's.0he 
Canoe, slipway and shed, $4,021.69; Gibson’s Landing, wharf, $2,960.55........ 
Little Saanich, improvements, $16,905.78; Nakusp, wall, $5,287.83... 4). ssc eee 
Sumas, whart, '$6,113.70; White, Rock ) wharf, $5,919.71... «0. ec.ccicslcsc cc cous 


84,420 
7,365 
10,562 
6,403 
13,007 
9,370 
1,984 
13,868 
2,967 
429,632 


4,367 


18,042 
3,361 
1,901 
4,236 
2,222 


28,428 
2,532 
1,762 

15,748 


14,308 


8,991 
7,113 
17,131 
7,700 
26,000 
6,907 
3,133 
8,982 
9,322 


99,999 
33,422 
3,927 
2,506 
$32,052 


69,838 


1,000 


1,563 ! 


19,975 

6,982 
22,193 
12,033 


12 
68 


89 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Under Statute — En vertu de la Loi— Unemployment and Farm Relief Act 1931 
and Continuance Act—Conc. — Loi pour venir en aide aux 
chémeurs, 1931, continuée en 1932-Fin 


BRITISH COLUMLIA—Conc. — COLOMBIE BRITANNIQUE-Fin 


Harbour repairs and improvements—Cone. 

Small repairs: Anderson Bay, $592.47; Beaton, $295.47; Burdwood, $43; Bur- 
goyne, $833.79; Chemainus, $214.30; Courtenay, $785.35; Denman _ Island, 
$994.48; Ellis Creek, $399.40; Fanny Bay, $749.77; Ganges, $570.61; Grahams, 
$621.45; Gray. Creek, $288.51; Half Moon Bay, $903.49; Harrison Lake, 
$750.02; Haysport, $138.92; Kamloops, $33.40; Kincolith, $457.06; Kuper, 
$540.80; Lyall, $846.71; Musgraves, $308.18; Needles, $294.14; New Westminster, 
$763.26; Osland Park. $702.68; Phipps Point, $363.91; Port Clements, $562.35; 
Port Washington, $145; Sidney, $820; Sooke, $247.60; Squamish, $747.78; 
Squiddy Bay, $516.38; Sturdies Bay, $917.04; Thetis Island, $707.19; Tucker 
Bay? tP0G8.00; Wiyatt, Day, SoaG LO cc, ca. he ne ee Ok Gene” ne © eee 


18,362 23 
82,109 99 


Total (see Summary — voir Sommiaire, page V—113) 


eee ee see ee eee eee es 


PUBLIC WORKS CHARGEABLE TO CAPITAL 
TRAVAUX PUBLICS IMPUTABLES SUR LE CAPITAL 


Vote — Crédit 180 — Ottawa — Addition to Central Heating Plant — Construction 


d’une annexe a l’immeuble du chauffage central 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
General Supply Co., supplying and installing generator set, $6,285; Lachapelle 
Engineering Equipment & Supply Co., recording flow meters, $2,580; accounts 
under «$1,000! 7S1i217 48.L et PE, LO STOP, ee ae AONE. «GO CRE Lt 5 


ee ee eee ee esc ce ee eo eee 


10,082 48 
2 42 
88 39 


Total (see Summary — voir Sommaire, page V—113)............eee00. $ 10,173 29 


Vote — Crédit 180 — Ottawa — National Research Council Laboratories 
Laboratoires du Conseil national des recherches 


Salaries and Wages—Traitements et salaires:—Cierk of works, R. Palmer...... 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Alterations, etc.:—Canada Electric Co., motor generator set, $3,005; Canadian 
Office & School Furniture Co., on account contract, $11,000; Castle & Son, 
furniture, $3,965, rugs and curtains, $1,012; English Electric Co., 2. trans- 
formers, $4,190; Gillespie & Cummings, repairs to gates and racks, $2,190; 
Krug Furniture Co., chairs, $2,942.50; Office Specialty M’f’g Co., furniture, 
$1,483.95; Ottawa Typewriting Co., cabinets, etc., $1,051.75; F. A. Wilson, 
electric installation, $1,887.77; accounts under $1,000, furniture, $2,007.27, 
tape steel, $512.73, installing electric metering service, $797.29, sundries, 
D089 ST ts ERR ae gelas 2 Fae ey Pe omen nS mR D, EPA cere Mee ORR 


$1,138.79; Garnet Douglas, $1,050; English Electric Co., $1,843.26; Eppley 
Laboratory, Newport, U.S.A., $2,635; Exide Batteries, $5,427.51: Fisher 


2,640 00 


38,134 67 


99,909 69 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES- Suite 
NNeN0—60—ea09D73a9)oaD] SS 


Vote — Crédit 180 — Ottawa — National Research Council Laboratories—Conc. 
Laboratoires du Conseil national des recherches—Fin 


Printing and Stationery —Impressions et papeterie:—King’s Printer, printing.... 80 31 
Miscellaneous — Divers:—Advertising, $1,261.80; MI IS... Baber A Leia sisSh, « «ery shears 1,474 21 


Sproatt & Rolph, on account architectural services, etc., $48,581.18............ 1,684,381 18 
Adjustment — Ajustement :—Detailed with Ottawa Buildings Repairs (Page V—25) 563 20 


Vote — Crédit 180 — Ottawa — New Departmental Building — Nouvel édifice 
pour les ministéres 


Salaries and Wages—Traitements et salaires:——Carpenters, labourers, painters. . 4,936 00 
Materials, Supplies, Repairs, etc.— Maiériel, fournitures, réparations, etc.:—- 
Clocks, ete., $1,542.76; electric fixtures and supplies, $6,249.16; furniture, steel 


Wie svete etc o1,240. 802 “sunurice 4oo,200,04" poe oe. ee ee 57,145 43 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... DS 
Miscellaneous — Divers :—Advertising, $113.32; cartage, S7G:\ treieht, $42.78... .« 2320.10 


Adjustment — Ajustement:—Detailed with Ottawa Buildings Repairs (Page V—25) 6,072 5] 


Vote — Crédit 181 — Burlington Channel Improvements — Amélioration au 
chenal de Burlington 


Salaries and Wages — Traitements et salaires:—Inspectors, $3,545; sounders, $50.. 3,595 00 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 

Can. Nat. Rys., re-laying track, $20,805.48, less $15,300 paid in 1930-31, V—163; 

R. C. Huffman, contract for dredging complete, $111,876.13, less $69,063.75 paid 

in 1930-31, repairing protection pier, etc., $2,310.38; accounts under $1,000, 


eee Eres MEN. LL ve een oe ROEM TAOS hee C Liggmreaie Meat c a NG! 51,006 51 
Printing and Stationery — Impressions et papeterie:—-King’s Printer, printing.... 4 97 
Miscellaneots’—— Divere = —SUndvies vee: th nici 6.o de jon weleosoee Gk 0:05 bik ihn thes bibdee hes 19 80 


Vote — Crédit 181 — Lower Lakes Terminal — Terminus du bas des lacs 


Miscellaneous — Divers:—ULegal services, $482.29; sundries, $8.11..............0.. 490 40 
Other Outlay — Autres déboursés :— 
Atlas Construction Co., in full of claim for compensation on contract performed 
DIO. WAIEmCOMCR One 0 le oi heen er ee he mt a ok ea 39,000 00 
Cama tiowe < Uo., on. secount, engineering services. oss ia. cme seek e tk ee 580 00 
Purchase price of land, interest on purchases, and compensation for damages: 
D. B. Carswell, $6,251.10. Mrs. M. Manion, $914.79, Mrs. A. Plumb, $2,100, 
John Ried, $160, G. L. Wilkins and Soldier Settlement Board, $500........... 9,925 89 


Total (see Summary — voir Sémmaire, page V—113)..............005. $ 49,996 29 
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Vote — Crédit 181 — Harbour Improvements — Améliorations dans le port 
Port Arthur & Fort William 


Salaries and Wages — T'raitemenis et salaires:—Inspectors, $2,157; labour, $2,018.13 4,175 18 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, etc.:— 


Removal of temporary block, $1,000; sundries, $1,041.76....0.... 0.0.00. ccc cece ee 2,041 76 
Printing and Stationery — Impressions et paneterie:—King’s Printer, printing.... 8 86 
Miscellaneous — Divers :—Advertising, $848.61; sundries, $221.81................. 1,070 42 


Other Outlay — Autres déboursés :— 
Chambers, McQuigg & McCaffrey: contract for extension to rubble mound break- 
water and extra work complete $217,647.55, less $99,999.25 charged to Unem- 


ployment: Relief! (Paces V—l0aper eos . PIP Oa, Beebe. 2 Meee Le 117,648 30 
Great! uakes" Dredging’ & Contracting 'Co., "dredging. 8e. boa... sells Ve Leena 47,918 88 
165,567 18 

172,863, 35 

Lese-Refinded: byy UnionnDermitial (ltd. Tor Gredewng soo pcs sit aus «0's als 2% Be hp eel plete 128 00 
Total (see Summary — voir Sommaire, page V—113)................. $ 112,735.35 


Vote — Crédit 181 — St. John Channel Improvements — Améliorations du chenal 


S.-Jean 
Salaries and Wages —Traitements et salaires:—Inspectors, $11,055.03; labourers, 

GSO UGd it BBM cael SUA PAE oi eves dae ae eget. Geeta el cian Se haudtaaan Ste ated penta: 14,307 09 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Pram ber.) WAPAWAT ey, \ObCE iy Wee aie & ee eee has auc ela ae ahah LR i mean Cae ea 1,747 60 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... PeONOD 
Miscellaneous —Divergse—-Sand yi 8.) so ecdierys)sveyaenyets he Pek od exile ofS ie rey ees rmdbrene bie che “pal Mbtbys 307 13 
Other Outlay — Autres déboursés:—St. John Dry Dock & Shipping Co., on account 

ECC QING oto Pia re tgs se ea le iene, Steet te ie ay Siitelmt tn one eel ein ite ate EI ncn deme Or ae Re 271 ;LooP27 

Total (see Summary — voir Sommaire, page V—113).................. $ 293,527 04 


Vote — Crédit 181— Harbour Improvements — Améliorations dans le port 


Sorel 
Salaries and Wages—Traitements et salaires:—Labour.....c.cc.ecceeccccecceces 7,061 58 
Travelling Expenses — Frais de voyages:—H. Constant......cccccccseeccccuccees 119 95 


Materials, Supplies, Repairs, ete.— Mutériel, fournitures, réparations, ete.:— 

DuTremble & Frére, laying roofing, $4,027.50; General Dredging Contractors, 

dredging, $1,036.40; Edward Gohier, timber, $2,541.02; Quarry Engineering Corp., 

store and freight, $1,135.37; accounts under $1,000, $9,982.30..............eee0. 18,722 59 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing....— 26 81 
Miscellaneous — Divers:—Advertising, $143.10; freight, $904.14; sundries, $124.95.. Lis 


Other Outlay — Autres déboursés :-— 
Cummins & Robinson: contract for wharf improvements and extra work complete, 
$291,038.74, less $161,090 paid in 1929-30 and $109,030 paid in 1930-31; in 


settlement of claim re cancelled contract for pier No. 3, $42,742.92........... 63,661 66 
Macdonald Engineering Co., balance final estimate on contract for concrete sheds. 1,150 00 
| \ 64,811 66 
92,414 78 

Less—Damage to pier, Can. SS. Lines, $50; installing heating system in signal 
station, $1,122,207 etonée: E. (\Gueyrehions: (A1750. cine eee chien Gee cue aaete tale 1,189 79 


Total (see Summary — voir Sommaire, page V—113).............0005- $ 91,224 99 


- 2S 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 181 — Harbour Improvements — Améliorations dans le port 
Toronto 


Salaries and Wages —Traitements et salaires:—Inspectors, $1,164.08; launch crew, 


A MEW Aces Pet as eas Se stelee aic'k Seta et Ral <a a weet e MEE HS ord. rly aia ao MMA SORE oie a Me oils wre 2,839 21 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 

Ue EA CEO «HEI a epg ale, ds Meee aie ke ae) i A wR oh 808 12 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 8 83 
Miscellaneous — Divers:—Advertising, $636; sundries, $4.50...........e0ececceeee 640 50 


Other Outlay— Autres déboursés:——C. S. Boone Dredging & Construction M00... 01 
account contract for dredging, $54,944; Great Lakes Dredging & Contracting Co., 
reas TLE he oe Ay G vids eS. PR Ele ee tle ws cal ee Be UE wns 60,656 00 


Total (see Summary — voir Sommaire, page V—J13).................. $ 64,952 66 


Vote — Crédit 181— Upper St. Lawrence River, Channel Improvements 
Améliorations du chenal d’amont du S.-Laurent 


Salaries and Wages — Traitements et salaires:—-Inspectors, $6,943; labour, $4,464.55 11,407 55 


PRVOANG THADONSES HRT TUS UC EUOGOUEE: ai ce de ne ee ae 68 94 
Materials, Supplies, Repairs, etc.— Matériel, foeurnitures, réparations, ete.:— 

Upkeep of Mimurens te 4/55. SET Ras ie rd ics eden wale ae | eee eae ve 1,619 29 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 4 15 
Miscellaneous — Divers:—Living allowance, $1,782.50; sundries, $247.24........... 2,029 74 
Other Outlay — Autres déboursés:—J. P. Porter, on account contract for drilling, 

baer FAM) OT COCING sic. 5 Gel te ake Loh. Ae AS Seed ee ae ele Bde ate ae ct 143,872:27 

Total (see Summary — voir Sommaire, page V—113).................. $ 129,001 94 


DETAILS OF REFUNDS OF CAPITAL EXPENDITURE OF 
PREVIOUS YEARS 


DETAIL DES RECOUVREMENTS SUR LES DEPENSES EN 
CAPITAL DES ANNEES ANTENIEURES 


Lower Lakes Terminal: sale and removal of buildings at Prescott Terminals...... 75 00 
Ottawa: Parliament Buildings, Restoration: Workmen’s Compensation Board re 
Peter: byall é&-Sons*-Construction- Co. 1922-23 VB od coco sisiniante, supivlenedensueiovsrpvaraiie 281-32 


Total—Credited to Capital Account — Crédité au Compte Capital...... $ 356 32 
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1932-1933 
AUDITOR GENERAL’S REPORT 
PART “V" 


PUBLIC WORKS DEPARTMENT 


DETAILS OF REVENUE AND EXPENDITURE 


RAPPORT DE L’AUDITEUR GENERAL 


PARTIE “V” 
MINISTERE DES TRAVAUX PUBLICS 


DETAIL DES REVENUS, ET DES. DEPENSES 


Part V—2 


PUBLIC WORKS DEPARTMENT 


DETAILS OF REVENUE AND EXPENDITURE 


(Summarized statements of Revenue and Papenditure detailed herein are given in Volume I) 


MINISTERE DES TRAVAUX PUBLICS 


DETAIL DES REVENUS ET DES DEPENSES 


(Des états sommaires de ces Revenus et de ces Dépenses paraissent au Volume J) 


DETAILS OF REVENUE— DETAIL DES REVENUS 


Ferry Licences — Permis de bateaux-passeurs 


Licence fees, 12 m. to April 30, 1933: Buckingham-Cumberland, $200; Courtwright- 
St. Clair, $10; Cross Point-Campbellton, E. Morin, $1,660; Fassett-St. Thomas 
d’Alfred, $20; Fitzroy-Onslow, $200; Froomfield-Marysville, $10; Gananoque- 
Clayton, $25; Kingston-Cape Vincent, $25; La Passe-Fort Coulonge, $230; 


Ste. Marie, $100; Walkerville-Detroit, $1; Walpole-Algonac, $1................ 2,618 00 


BO), RISD, POI ok ss bh a oo Geet wath Bs Gah wake PRE oc eh eee a ee ee 102 00 
Licence ‘fees, 2 y..to May SI, 1934: Montebello-Alfred, ...... 0.02 se ee eek bee 20 00 
Votals |... e035 Bib whe oe tate ae ae Rei ee te eee! hes Ee $ 2,740 00 


Graving Docks — Bassins de radoub 


Quebec, Champlain Dock: dockage, 95 d., $22,228; pumping out dock, $5,200; 

light, $12.25; water, $8.50; wintering vessels, 1932-33, $3,400; sundries, $209.60. 31,058 35 
Quebec, Lorne Dock: dockage, 60 d., $7,425; pumping out dock, $2,000; water, 

so1.00; Wwinterings vessels, 1932-33, $3,650... 3% O25; 2.20. em ee ow ls 13,112 50 
Selkirk, Man., ‘vepaireslin= dockage, 33 dt cy oie ncueas ke ee 1,762 85 


wharfage, $128.75; compressor service, $1,175; crane service, $1,050; light, 


S271 00; water; $314.47 mindries, S842108, Ds oheeaice oe. See ee. ee 18,666 03 
Esquimalt, old dock: rent of cottage, R. Garrett, 12 m. to April 30, 1933, $120; 
fresh water supplied to Radio-Telegraph workshop, $12...........-.ccccececces 132 00 


Total S teh, Sect Meh. fai bt. ke a AR eo, CR ek hk $ 64,731 73 


Part V—3 


DETAILS OF REVENUE-Con.— DETAIL DES REVENUS-Suite 


Telegraph Lines — Réseaux télégraphiques 


Arrears Revenue — Revenus Arrears 
to (excluding excise tax — to 
March 31, non compris la taxe March 31, 
Lines 1932 d’accise) 1933 
Réseaux Arrérages For Collected in| Arrérages 
au 1932-33 1932-33 au 
31 mars Pour Percus en 31 mars 
1932 1932-33 1932-33 1933 
Western Lines — Réseaux de l’Ouest— 
Alberta ianc: SaskateMewaAblee cuchem cc | eee wenn ete: $ 1,378 00 |$ 18,347 72 |$ 18,287 24 |$ 1,488 48 
British Columiia! Mamiand : 9% 2) eek eee hfe OM Ag (eee ERD td 25 Nie alae 302 12 
Vancouver tsiandis. ASR She 0c. 6 Ra eS: 1,282 10 33,656 00 34,082 51 855 59 
Yukon (including Northern B.C.)................ 1,514 53 65,462 65 65,751 03 5226 15 
Eastern Lines — Réseauz de l Est— 
EGON ATI CL NT Aes th Disa £4 EPS sc Bets ea aco Re ag OI wal cde on 1,536 38 1,536 38 
ADO CESTO ROR Se” eee * ERs tres Uk Sa Ne 213 90 6,231 71 6,216 12 229 49 
Magdalen falbbiden bella. 4.038. verses 2eae eZ 2;382:/77 2,384 89 
Qusbecic: .masivemcr O002 oreo ki sil. ii petiis 1,053 90 | 16,876 28 16,922 49 1,007 69 


(Pelooads| ari Clu at ibe teh ae tis Pe bs aya FET OEE er BA ar 176 80 176 80 
5,746 67 | 144,670 31 | 145,357 46 5,059 52 


‘Lotal colleetions’——l otal des eneaissementsi 022s. YS. oP ee ee od) 145,357 46 


* Line sold in 1929-30 — Réseau vendu en 1929-380. 

Nore — RemMarquEe.—The arrears on March 31, 1932 ($5,746 67) and on March 31, 1933 ($5,059.52) 
include items totalling $2,043.16, which are reported by the Department as uncollectible — Les arrérages 
au 31 mars 1932 ($5,746.67) et au 31 mars 1933 ($5,059.52) comprennent diverses sommes d’un total 
de $2,043.16, considérés irrécouvrables par le Ministére. 


Casual Revenue — Revenu casuel 


Miscellaneous Revenue -— Revenus divers :— 
Rents, buildings and sites:—- 
Nova Scotia: Antigonish, Town of Antigonish, $240; Dartmouth, D. McDonald, 
$125: Halifax, J. L. Power, $540; Inverness, Miss E. Campbell, 7 m., $28; 
Shelburne, Maritime Telegraph & Telephone Co., $174; Springhill, Maritime 
Telegraph. Telephone: Co), $2755 hetnidty) S60 6 oP ako. Oe he Oke Fee 1,488 00 
New Brunswick: Fredericton, E. E. Burden, $120, Canada Construction Co., 
$360, T. D. Titus, 13 m., $65; St. John, St. John Harbour Commission, 4 m., 
$1,025; St. Stephen, G. F. Cassidy, 6 m., $150, J. F. Christie, $360, Pro- 
vineial Government, 8 m., $200, St. Stephen Water Commission, 6 m., $12.50, 
Vanstone: Shoe, Co. *4 an.; $160: sundry, $36.4: 32.28 0a cee eo... 2,488 50 
Quebec Province: Brownsburg, Postmaster, $75; Granby, Can. National Tel., 
$120; Knowlton, Can. Legion, 4 m., $24: Lennoxville. Bank of Montreal, 
8 m., $320. Havelock Lodge, Oddfellows, $240, J. E. Jamieson, 1 m., $15; 
Montreal, L. J. Gaboury, 9 m., $583.33, Leamy Cartage Co., 2 m., $27, Mont- 
real Tramway Co., $60, Mrs. P. Murphy, kiosk light in P.O., $60, A. Poliseno, 
1 m., $56, lL. Rennie. postal station “D”, $300, St. Jean Baptiste Society, 
postal station “R”, 13 m., $341.25, A. Tremblay, postal station “F”, $300, 
M. Wickham, postal station “C”, 11 m., $220, Williams-Thomas Ltd., 
advertising privilege, $150: Ste. Martine. H. Martin, $54; St. Sauveur, 
Mrs. E. H. Therrien, $420; Shawinigan Falls, Prov. Revenue Collector, $240: 
Verdun. A. Gravel, 9 m., $170.46; Westmount, D. McL. Brophy, postal 
Meson ene elim sac, SUBUTY., Sho hey lot). dl uu ee Lt). ee 4.168 05 
Montreal, Quebec, Workman-Stephens expropriated property: Addressograph 
Co., $2,400; Bell Truck Co., 10 m., $200; J. Burton, 10 mi., $500; Corbett & 
Cowley. 11 m., $3,300; C. Dangelas, 11 m., $935; Diamond Book Store, 7 m., 
$525; Diamond Clothing Co., 74 m., $562.50; Diana Ltd., 2 m., $400; P. 
Volgy,”3\m., $585; W. Lavoie,’ 6) m., $625: Mr. Leroux, 74 m., $225: He 
Margolis, 11 m., $660; Madame Meunier, 4 m., $400: Smith-Patterson Co., 
$2,416.66; Mr. Torrino. 104 m., $885; H. Westover, 102 m., $910; Workman 
Vaitorm Con. 19 m7, Sh,0005 Wm) Renakis: $2,950.05 2 Sn a ol aa acc 20,379 16 
67063—1 3y 


Part V—4 


PUBLIC WORKS — TRAVAUX PUBLICS 


Casual Revenue—Con. — Revenu casuel-Suite 


Miscellaneous Revenuwe—Con. — Revenus divers—Suite 
Rents, buildings and sites—Cone. 
Ottawa |Cityvalzaverdune> Block 43 tes eet) weet... a We Ba. ae ee ees ee: 
Ottawa City, Wellington St. Area: Mrs. N. Black, on account, $115; Mrs. J. 
Boucher, 3 m., $45; J. J. Callaghan, $240; Capital Brewing Co., $16,882.15; 
Miss B. Cleave, $240; J. McNally, on account, $509; L. Rogers, on account, 


$96: G EF. Trudeau, 10’) m., $250;°’Mrs: Young, $5; Mrs. ©: Young, $15...... 
Ottawa City, sundry rents: clock line service, H. Birks and Sons, $13.33; Ottawa 
electric (@osye13.S3 Qe e ye, P52 | OUMs..xio/devacanonseheun oe eine piesa «is sve CRM Ce ee 


Toronto, F’ederal Block: Beaumont & Baker, $530; J. H. Beynon, 14 m., $168; 
P. Bistry, 9 m., $445; G. Brimstin, on account, $1,240; Callow Bros., $1,980; 
H. Cartwright, $132; W. T. Clarke, Sr., on account, $975; Direct Agencies, 
Inc., on account, $150; Gordon & Clark, $175; E. Hahn, $240; G. Hardy, $240; 
Lowe-Martin Co., $1,380; J. Manson, $470; S. M. Ross, $180; W. Ross, on 
account, $75; J. Sagar, $1,280; L. C. Smith & Corona Typewriter Co., 2 m., 
$200; J. W. Thompson, on account, $100; B. Williams, on account, $230; 
T. A: By vWorld,ton. account)¢S75¢s is i240 Gs eee. See oe eee 

Horonta, advertising wrivitege, Hsla.duddy. (CO... ss sees ba ss ca oy ue be oleae 

Ontario, Generally: Almonte, W. C. Pollock, $90; Cardinal, E. V. Dodge, $24; 

Imira, Musical Society Board, $12; Hamilton, R. J. Hanna, $600; Kenora, 
Ontario Government, $123.63; Kingston, W. R. Davies, $300, Ontario Agri- 
culture Dept., $300, Labour Dept., $240; London, Miss E. M. Wilson, $560; 
Pigeon River, G. F. Gibbs, $96; Port Arthur, Can. National Rly’s, $2,186.61; 
Prescott, W. H. B. Dowsley, $306; Seaforth, Neelin Agency, 2 m., $10; 
Sturgeon Falls, Can. Legion, 5 m., $10; Timmins, Public Library Board, 11 
m., $580; Waterloo, Boy Scouts’ Association, $12; advertising privilege, 
POO S., SUBGLY, COLO sso aid ok y 4 ssee bo ee alee Ue ee ee eee ee nT ee en 

Manitoba: Boissevain, M. H. Gartin, on account, $27; Deer Lodge, Suburban 
Rapid Transit Co., $50; Elmwood, T. Petrocchi, on account, $70; Minnedosa, 
Harrison & Burgess, on account, $100, Manitoba Government, 11 m., $577.50; 
Neepawa, Corporation, 9 m., $45, Public Health Nurse, $15; Norwood Grove, 
W. A. Leslie, on account, $160; Winnipeg, Despatch Garage, on account, 
PBOS.O0 Bndavs WK ester ltd GRO Oyo. ee oi oe ia heme Rite ane ee ee 

Saskatchewan: Melfort, Public Library Board, $150; Moose Jaw, Ruddy Kester, 
Ltd., $20; Regina, British American Oil Co., $450; Saskatoon, Caswell’s 
ods; vor account.) SLO: sundry So ahh: . eo Plc cana ee eee. aera 

Alberta: Calgary, Hook Signs, Ltd., $100; Coutts, W. Elliott, $180; Grande 
Prairie, Alberta Government, 18 m., $1,170; Lethbridge, Alberta Govern- 
ment, $5,028; Vermilion, J. H. Bell Estate, $10; sundry, $5...............-- 

British Columbia: Chilliwack, W. H. Kepp, $300; Cloverdale, Postmaster, $37; 
Cranbrook, Public Library Board, 9 m., $45; Esquimalt, E. Game, $180, J. M. 
King, 10 m., $40, J. Knowles, $180, E. Tink, $180; Kamloops, B.C. Govern- 
ment, 13 m., $2,409.16, Public Library Board, $150; Kimberley, Public 
Library Board, $60; Vancouver, Harbour Commission, $180, Home Oil Dis- 
tributors, $350; Victoria, R. Hall & Sons, $18; advertising privileges, $20; 
BUDO Y PLO .UG soa tee eae lyse iy ule nts SRPMS cy, 6 ee a ne Smale 

Rents, Engineering Properties: — 
Nova Scotia: Hantsport, $375; Sheet Harbour, $375; sundry, $1 


New Brunswick: Edmundston Bridge, privileges, pipe line, Fraser Companies, . 


$500, telephone line, N.B. Telephone Co., $10, land, $1; Kennebecasis River 
RothesayisBoall (Club) $106). dundey weLOma eA 27 8.2. perk: 
Quebec Province: Black River, Pembroke Electric Light Co., $25; La Belle 
Riviére, Price Bros., $30; Lauzon Dry Dock, land, Davie Shipbuilding Co., 
$437, Morton Engineering and Dry Dock Co., $750; Levis, C. E. Belzil, 
$863.32; Little Chaudiere, slides, Booth & Ahearn, $25; St. Maurice River, 
Ile St. Christophe, Brown Corporation, $300; St. Maurice Paper Co., Ltd., 
Ta St. Roch Nord, Anglo-Can. Pulp & Paper Co., $4,225; sundry privileges, 


2 


PROPS: 9, BARES OX eS) 9) Che Te) @ O00 Le tere. 61.b.c6 6: we ele ele ia) e (etal els <0: a, eu eie) 0/8 alee, SUT e ee tele een, oo fal a eiteltaree 


FOO Le SEPT O Ee SIF (Cae 8 8 8 OS UP Se OCG) 6 i006 O86 se Bee 0.0 She CRS ES OS MA USS (6 is fo 6 46 48) a cel 


2,640 


18,397 


28 


10,265 
45 


5,488 


6,493 


4,167 


751 


531 


6,877 


3,321 


00 


15 


66 


00 
85 


00 


00 


00 


22 


00 


00 


32. 


20 


Part V—5 


DETAILS OF REVENUE-Con.— DETAIL DES REVENUS-Suite 


Casual Revenue—Conc. — Revenu casuelFin 


Miscellaneous Revenue—Conc.— Revenus divers—Fin 
Rents, Engineering Properties—Cone. 
Ontario: Burlington Beach, gas main, $20; Hawkesbury, telephone line on 


wharf, C. N. Railways, $25; sundry privileges, $9.15..........ccccececeees 
Manitoba: Killarney. hay permits, $15; sundry privileges, $ll............ 
Damsatchewan: Juast Mountain Lake, ha yeperniitss.s >. 6. +> nun ax eie «cgecdion 2 


Ontario and Quebec, $2,256.04; Manitoba, $64.45; Saskatchewan, $54.25; 


Proceeds from Sales — Produits de ventes:— 

Telegraph and Telephone Lines (authorized by Order in Council): lines in 
British Columbia, British Columbia Telephone Co., Salt Spring System, 
$20,100, Jordan River to Luxton, Sooke to Rocky Point, $4,800.............. 

Sundry Sales:— 


SE fet wae Le) ae) agloiis (py 6.4) CSRS ole 64, © Teo fete) 6 =) latices 9 a5 ‘ahs 616) 6) 6, 0) 6 16! 6 \e 


oe 0e es Sie, 0) OMe) 6 Cyan a sis, ©: 


eee es eee 


F. Townshend, $30; A. Tremblay, $1.77; M. C. Wardell, $18.87............ 
Public Buildings: Summerside Armoury, $30.96; Regina Post Office, $3.25; Cal- 
Agree BOLE Train Oey G7 Oiled tenets ot «Dele AAs be! 5) -s 6.0. ANS ED chee el 
Flags for Dominion Buildings: Rainy River Immigration Building.......... 
Ottawa Buildings: char service, $126.12; heat, light and power, $2,374.61; rents, 
lO Pepeive, CLC. -elo0.90° ...4 4 eR eat eea ee SSE. Mee ohh ee 


Dominion Buildings, Maintenance: Maritime Provinces, $148.25; Quebec, 
$1,565.50; Ontario, $180.01; Saskatchewan, $9.50; British Columbia, $33.63.. 
Dredging: Ontario and Quebec, $13.50; British Columbia, $54.20............ 
Harbours: Nova Scotia, $68.55; New Brunswick, $3; Quebec, Duke-Price Power 
Co., $984.38, sundry, $202.25; Ontario, $2; Manitoba, $10.84; British Columbia, 
SOO D0F, Oh, OHS 
Roads and Bridges: Hawkesbury-Grenville bridge. ......... 0... cece cece cccceeee 
Inspection Boats: Motor launch D.P.W., $80.40; sundry, $7.58................ 
Surmeys amdlinepettions:“i Novas, Scottatweg yer). 2. eR is aia) 
raving Docks; Esquimalt .New ‘Diy Wocks yer) PIR eos ee ec elks 
Telegraphs: Lower St. Lawrence and Maritime Provinces, $84.76; Saskatchewan 
and Alberta, $93.95; British Columbia, $60; Yukon, $3.49; Generally, $2..... 
Damages: P. W. Dredge No. 1, Campbellton, N.B., ss. Blairgowrie, $1,725.46; 
whart, ibapotville, Que. ss. Trevansons Slowoo os eS ae 
PL ELE SAE REIL TY Oe Lot ren Pema ¢ wih og eienes teams s ke ¢ tackeen 
Sundry: costs of Attorney General re Mr. Stephen’s abandoned appeal to 
Supreme Court, $3; unused portions of railway tickets, Canadian National 
IArliwayves olol.1D, Canadian Pacing -RatlWany sco a-00,. cab ab. 6c. de owl ep tes swe 


OF6 O01) ® Is fe feh ele 0, @ 0b.6) 07 8) By aes) Ole @ He, © O ele! e's (6 (oe o 'eTs 0,0 ©) © ew s eke, @, 0 0 © ale ot ee eo ey 


AWN SSL. 09 Gym ite SS Opin Coy i a kita ibang ec aes Rael alien eben ebete 


1,622 


2,793 
106,580 


24,900 


735 
1,047 


25097 
6,149 
35,630 


2,818 


198 
18,625 


35 
00 


25 
74 


$ 163,655 20 


Part V—6 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vines and Forfeitures — Amendes et confiscations 


Fine -for | breach,.of, Sec. 38,.O/C. 2627,) Nov. SUUISS0RSi0. SEARO. 22 Oi eae 3 5 00 

Security deposits forfeited: Dartnell Ltd., $650; Dennis Wire & Iron Works Co., 
$49.50; D. J. McLachlin, $300; P. A. Potvin, $185; Sin-Mac Lines, Ltd., $874.65. 2,059 15 
TOUARS . sPOULL. Wee ake COE. TAU Ce eh oe GM cg $ 2,064 15 


Premium, Discount and Exchange — Prime, escompte et change 


Hxchange on cheques: Great. Britain, 15c.; United States, $8.31.......:........-. $ 8 46 


Special Revenue — Revenu extraordinaire 


War Appropriation, 1919-20:—Sale of property, Toronto, St. Andrew’s College 
property sold to Suydam Realty Co. for $325,000 and interest; principal paid to 
March 31, 1933, $315,000, less $313,000 credited in previous years (see page V—6, 


1931-32); interest on unpaid balances 1932-33 at 6 per cent, $660............ 2,660 00 

Unemployment and Farm Relief Act, 1931:—Refunds of previous years’ expendi- 
ture, Quebec $344.76, Ontario $3.25, British Columbia $76................-.ec0. 424 01 
Total’ voy ig < ole CARY OR Ce ei GUS inlae WOU Fam 7 tlh a rani oan a em tailed ae $ 3,084 O1 


DETAILS OF EXPENDITURE — DETAIL DES DEPENSES 


(A summary and classification, by vote, of this expenditure, appears on pages V—102 to 105 
Un sommaire de ces dépenses, classifiées par crédit, paratt pages V—102 a 105) 


Salaries at Ottawa Amount Traitements a Ottawa Montant 
Vote — Crédit 25—Civil Government Dumoulin, J. A., confidential messenger|$ 1,296 00 
Salaries — Gouvernement civil: Foster, Bi Hy, “elk Puen, @. 7 Va 1,458 00 
Traitements Green, W. G., confidential messenger. . 1,134 00 
Harrell, W. P., private secy.’s allow- 
Minister — Ministre—Under Statute— Bhde OL Vou UL Ge aero aA 540 00 
Hon . Ai Stewtaits. Hieck xd ated $ 9,000 00 ||Harrell, W. P., chief clk............... 3,024 00 
Deputy Minister — Sous-ministre— Johnston; i, olkeviors 4 . awash. 1,728 00 
fT uniter i ee 2) ys 2 ae. Te 9,000 00))/Plunkett)\K), headselkwcioll. ..nteotl . 2,376 00 
Asst. Deputy Minister — Sous-ministre Sauriol, R. A., prin. clk., 12 m. at 
adjoint— $2), 1060, lessi7 dhe warm inher Lae 2,118 73 
b.E. O' Brienne ae. oe Eee 4,698 OO d|Savoy;/ Lik, stens ere: ii. ose d 1,134 00 
PERMANENT EMPLOYEES Secretary’s Branch — Secrétariat 
PERSONNEL PERMANENT 
Belanger, A., photographer............ 1,620 00 
Deputy Minister’s Office Bell, 1. G...sr. phokosrapher. 4... dios, 1,998 00 
Bureau du Sous-ministre Belliveau, E., sten., gr.3...... is ap ens 1,296 00 
Beasette,da bi cel insta oad cre conta 1,332 00 
Baker, deo (sy... Clic er yal eae ee. ce 1,728 00 ||Bouchard, A., process printer.......... 1,296 00 
Belanger (A. d;., clk.or. 4. scki es 1, 728,00 || Boucher Ws Oy Clete 3c hex. « doo oe. 1,404 00 
Burton aA. Sten. OP. OP) ke. 1242:00 i broderick, JoBoelk wer, 2)... 5. ecae 1,080 00 


i a Oe ee ee ee EE a ES ee a eee 2 et a ee 

Nore: Unless otherwise stated, all Salaries are for the 12-month period ended March 31, 1933. 

Remargue: Sauf indication contraire, tous les traitements sont donnés pour la période des 12 mois terminés 
le 31 mars 1933. 


Part V—7 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Salaries at Ottawa 


Vote — Crédit 25—Civil Government 
Salaries—Con. — Gouvernement 
civil: Traitements-—Suite 


PERMANENT EXMPLOYEES—Con. 
PERSONNEL PERMANENT—Suite 


Ohamitone clk. er. 3........6. 565 q 


GChanstie sd icles ert 2eyselue. 2)... 
Cherryholme, T., messenger.......... 
Gocke; MF ’..'sten, ors? )........ 86th 
Crerar, A. J., jr. deptl. solicitor, 2 m. 
' at $2,538, deptl. solicitor, 10 m. at 
Sapela less side sh Gr inate Jie . 
Oroenk ey... A, clk. ot. 4000.. inake stpan 
Day, A. E., sr. photographer. ......... 
Derichie; J.E1.. prinviclkii loss. \epne...: 
Desjardins, N., 
Dibkin, L. 
Dowling, Ly clk., Sree, vs Bowe th. 5" 
Drouin, J. A., 
DunanitsM on) ick sera oi. lo se eas 
» Wehey J., process printer.....,.4% fala 
F arnington, he Ce Sere se lak. 
Foy, er Py , messenger, 12 m. at $918, less 
IGRI ts » oat ere Volt. 
Gosselin, Ct, st. trans; weriwih.ae..b. 
Gosselin, W., process printing foreman. 
Guilmont, A., sten., gr. 2 
Hancox) G) 'T., vclk.;: grin 2,)12 m. /at 
SI1SS) lees 103id.. 2.4 ; wsinetiveh 2% 
Hatiee hs prin, clk) aon. leete ..8., 
Hebert.) BS typist;. gr. 2,12. m-tat 
io iogs 34.0), oa e a Oe. Bio ths 
Ha Gree prin yelowas. «end mae fad... 
WI OMGON Sd 5 be NERC I NEES SR, Boas cc by 
Lachapelle, B. ax photostat 0) oe a 
Lafontaine, L., prin. clk 
Laframboise, ae photostat opr....... : 
Laramee, Gi. sr. messenger............ 
Legault O- Malk ent? weglad . cll. ck 
Revemues Hi clister: 3 cena hy Ae 
Mrteureux ti elk.-or. 1 .E a. ans.,. 
MacDonald, M. A SUCM 5 BE HR vr AN TD 
Mackay, L. u, prin. elk.. PRL: 
MacMartin, G. Celle... or. idee oola. 
McIntosh, J. E., sten., or. Pigs Ae eee 
McIntyre, E., chief SE eine se 
Miller, J., sten., (ig hy yee Maries 2) MEE 
O’ Halloran, 1 is ‘elk. Bg ic: MRO ie fis 
Poulet, P. E., typist, CEG bse Oe 
Rivard, A. Ai hésd oll, Mirra. Jaren 


mares) IN. jelk?, er. 4... Siam..a0a ie. 
Scrim, W. H., sr. messenger........... 
Somerville, J. M., asst. secy........... 
eitteter, Vii A wolky or Roeny', uetetie yak 
Lremolay, A.) prin. traisiig, ,0ia.. 


Accountant’s Branch — Comptabilité 


Alleah. Ko veik, gori4.. us. aliens 
Anderson, Fight _elk., er saient hae. .:. 
Bateman, D. _ elk. im or. 2,6m. to Sept. 

30 at $972 (transferred | to Post Office 


clk ena Buln 
Brown, J. in , office boy FS 
Bruchesi, J: ‘elk., gr. 2,6m. to Sept. 30 

BUSH S90 Gesiened)... ...u. hio..2eie: 2. 
Buckingham, H. C., clk., gr. 4........ 
Burns, M. S., office app. opr., gr. 2..... 


Amount 


1,512 00 
1,134 00 
1,080 00 
1,188 00 


2,849 08 
1,728 00 
1,998 00 
2,160 00 
4,050 00 
1,026 00 
1,674 00 
2,700 00 
1,728 00 
1,296 00 
1,458 00 


874 13 
2,160 00 
1,404 00 
1,242 00 


1,154 47 
2,160 00 


1,230 31 
2,160 00 
1,458 00 
1,242 00 
2,160 00 
1,242 00 
1,242 00 
1,188 00 
1,458 00 

702 00 
1,458 00 
2,160 00 

702 00 

972 00 
2,808 00 
1,350 00 
1,674 00 

864 00 
2,700 00 
3,078 00 
1,890 00 
1,242 00 
3,348 00 
1,512 00 
2,700 00 


1,728 00 
1,728 00 


486 00 
1,728 00 
486 00 


945 00 
1,512 00 
1,080 00 


Traitements a Ottawa 


Cadogan, M., travelling paymaster, gr. 
Caier ie Nts ‘stem ery Sie a o's sc oc 
Chenier, M? B. Lutypistg ere 2 l. oa 
(ote, iy Bia, ‘elke af 46a an Bee 
Drove. Fie -elleiv ers Sid oo Jeo are, 
tate, (a... clk: er 4... 4.98 ae 
Ethier, J. A., travelling paymaster, gr. 


Factor, G. E., office app. opr., gr. 3.... 
Horget, Sil, clk., gr. Qvnurmean BA 
Gagnon, P. E., 
Gauthier, is Ey. 
Gauthier, B.C: _ clk. er. D2 uaa os eB 
Gimblett, Bi, Abc, " elk.. wale. ee 
Groulx, A, elk., er. Lea ay eens? 
Chrertine Al Glee Ord 2.005 ne won 
Johnstone, J., deptl..acceti,. e713. 240. ... 
Joubarne, J. Z. P. E., office boy....... 
dowabt,0D., clk... grei2ius. Lee uey 
Beating’ N).A., prinsdilolt uals een... 
Kingston, A. G., deptl. acct., gr. 6..... 
Laperriere, J. M. H., typist, gr. 2, 12m. 

BtiS1134 jlessS dios, oem. Vee LA 
Lemay, J. H., deptl. acct., gr.1....... 
Besperance,'#)., elk.,.er 40 te 
Marchaad; Ayvoll ner 4) | eee, 
McDonald, K. R., clk., gr. 2, 11 m. to 
Feb. 28 at $1,242 (deceased)......... 
MeDonald, MT. clkyers 4)iiclsdoo.. 
MeKay? Govelk er, dite. dome. wee 
McMullen, uf EK... elk., OP 3... ¢ hea Te 
Minard, rie McR.., Bare acet., 2ri5..: 
Mitchell, OND sie 
Nelson, H. Ry 
Nicholson, pe. "elk. ’ or, Dian) wae haat 
Pinard, C. prin. Pa GURL art Magee Cae 
Pratte, H., deptl acct., gr. 3.. lek 
Raye, D. M. E. _ typist, gr. ah 
St. Jean, fA _ typist, PEPSI PLP SSA 
Sendeel) ME istent>er: 256.62 tn lhe 
Schofield, C. AM clk. or) Leen ha. a, 
SlackaG. Hi.clk., ery4at vas ee od. 
Slonemsky ,'M., clk.,jor 2.) 10) ROR 
Smith, A. M., clk., gr. 2,6 m. to Mar. 

InAs S972: 2. se A OR AS 
Site, bey celk?! or 45008) om Pe 
kation & ber Clic. ors Okabh | PUNeay teed. 
Stewart. J. t., bead. elk. . fu eee. 


Architect’s Branch — Architectes 


Anderson, A. D., asst. architect....... 
Babeook, MSE. Nestea. sern2 6 et se. 
Heel Bie. Sten Ph id along pic's weseane 
Barclay, A. J., supervising architect... 
Beaudry, C., architect, fittings........ 
Berton, V. F. R., asst. architect....... 
Boucher; Ci S.; prinvelki 37k) Gee 
Brault, J. C. G., sr. construction archi- 

COCR sy hess: Sse od Aen me LIE, BENS BO 
COerdail tH Mi elk or... 80k ae. 
Chalmers, W.C. es asst. architect....... 
Charron, IPs Ascii’ 28. 20). ere ok 
Gianéey M.. D typist; cE) ee 
@alauboun, \G., sten., er. 2.2 2k. ky. 
@erbeil {L.; jniarechitectcnee (2. as 
Davidson, W..,\3r. architect..244..4180u, 
Davis, A. 8., asst. architect........... 


Doherty, Vi M. _sten., er. 
Dube, W. A., elk., er. 4, uae July 
3 at $1,890 ‘(retired ) pt et) eee Gee 2 aR 


Montant 


$ 2,808 00 
1,512 00 
1,242 00 
1,674 00 
1,242 00 
1,566 00 


2,808 00 
1,350 00 
1,134 00 
2,916 00 
1,242 00 

972 00 
1,674 00 
1,080 00 
1,242 00 
2,538 00 

432 00 
1,026 00 
1,944 00 
4,158 00 


1,109 61 
1,890 00 
1,728 00 
1,728 00 


1,138 50 
1,566 00 
1,296 00 
1,458 00 
3,564 00 

918 00 
1,458 00 
1,296 00 
2,160 00 
2,646 00 
1,188 00 
1,134 00 
1,242 00 
1,728 00 
1,728 00 
1,080 00 


486 00 
1,566 00 
1,458 00 
2,700 00 


2,430 00 
1,242 00 

648 00 
3,564 00 
2,808 00 
2,214 00 
2,160 00 


3,024 00 
1,350 00 
2,430 00 
1,026 00 

972 00 
1,242 00 
1,836 00 
1,836 00 
2,430 00 
2,430 00 
1,080 00 


487 74 


Part V—8 


PUBLIC WORKS — TRAVAUX PUBLICS 


Salaries at Ottawa 


Vote — Crédit 25—Civil Government 
Salaries—Con. — Gouvernement 
civil: Traitements—Suite 


PERMANENT HE MPLOYEES—Con. 
PERSONNEL PERMANENT—Suite 


Dn bors, fA., clk.,.or. 4...... tence: $ 


Ferguson, J. A., architect, fittings..... 
rence AM. isten. wre 2s ci cae 
Fuller, T. W., chief architect.......... 
Gagnon, J. B. P., messenger........... 
Goldman, R., ‘sten.,,gr. 2:0itlailete ct 
Graham, C. H., jr. architect.......... 
Grant; J. R., sr. quantity surveyor. . 
Guilmette, B. es AV DISh, ter) eI. dee 
Hamel, F. O., sr. mech. eng., heating 
and ventilating Schatten tla & (acti ine SON 5 Oe 
Hearndéen, A., clk.,. gr.0&;.J000...20als . 
Heisler, 7 A head hy ety aes NS 
Hewitt, D. A., appraisal architect..... 
Hickey, W. J., asst. electrical eng...... 
Huber, W., arch. specification writer. . 
Hunter, D. H., asst. architect........ 
Hutchison, G. N., asst. chief architect. 
Keefer, A., sr. construction architect. . 
Kenny, T. i 
Kent, H.P., 
Larcher, M. iy _ elk. LF Se we 
Lavoie, peat E. asst. structural eng. 
Lefort, aos A., construction architect... 
Legg, H. Gale, Sr. asst; ene, 2 Be ee 
Liston, D. , office DOY 25 8 Pe ards eat 
McGee, M.C. jSten., SoS2. se aN 
McLean, Bs P. [clk er. AR RO os a | 
McLean, W. L. head Clic. 8. sey: le 
McWade, Ad clk., GO. fs SA Re 
Merrill carr. stes:, ary 1s. 2. eae 


Mitehell, AiC., sten., er 2: deine . 2, 
Montandon, E. E. W., asst. architect, 
2m. to May 31 at $2, ‘214 (deceased). . 
Moore, H., clk. of works, CTR Re S; 
O’ Connor, M. HE) sten fer 1s Sua 
Officer, R. _ office DOX.g Ra ee oe 
Owen, i i construction architect ../1. .. 
Pelletier, Ji Ate structural eng...:.. 
Pennock, E. E., elk. (20 25k ee ie. 
Platt, E. A., asst. mech. eng s..7m .caee 
Purvis, M. , typist, eT 2 ee Dead 
Ralph, eee , electrical eng. ........... 
Randall, a: _ elk. ob. works.g9. 35.2) 0c ... 
Rankin, i ipa , Supervising architect. . 
poe P. 16 adeptl: joer pir 


Richard, A., ‘elk. 5 2s laphl A Adetheea. 
Robinson, W. L., sr. messenger........ 
Rocque, Y, sten., PG 
Rogers, G. Ce, head elk., 
Ross, F. W. , clk. of works, gr. 4....... 
Rouleau, R, Cli Creda ee in Oe 
Routhier, Tho he » Drmielicns tes... dec 
Schryburt, Be , typist, Oi 2m, Ale, oth ot 
Scott, A., asst. plot eng.. 

Scrim, W. J., elk., gr. 4 
Shearer, J. _supt. of Government bldgs. 
Smith, W.L. , asst. architect 
Steele, R. asst. architect. . 
Sutherland, (eek). , supervising archi- 


Temple, E. E., construction architect. . 
Thompson, J. W. D., asst. architect... 


Amount 


1,728 00 
2,700 00 
1,242 00 
5,850 00 

756 00 
1,242 00 
1,944 00 
2,268 00 
1,026 00 


3,132 00 
1,728 00 
2,700 00 
2,538 00 
2,430 00 
2,538 00 
2,430 00 
4,266 00 
3,132 00 
1,242 00 
1,728 00 
1,458 00 
2,430 00 
2,538 00 
2,862 00 

486 00 
1,242 00 
1,620 00 
2,700 00 
1,512 00 

702 00 
2,214 00 

972 00 


369 00 
1,782 00 

756 00 

540 00 
2,538 00 
2,862 00 
1,188 00 
2,214 00 
1,242 00 
2,808 00 
2,268 00 
3,726 00 


432 00 
2,214 00 
1,170 00 
1,134 00 

648 00 
2,700 00 
2,592 00 
1,566 00 
2,520 00 
1,242 00 
2,430 00 
1,728 00 
3,456 00 
2,430 00 
2,214 00 


3,726 00 
2,538 00 
2,322 00 


Traitements 4 Ottawa 


Thompson: JM. io, stent. or. 2.5.5. 48. 
Tremain, H. 8. ir. architect, 12 m. at 
$1,944, less 12th oot REE oo) 


Von Staffeldt, O. B., architectural 
drafteiiages.cd.:.. -. \ eee ee ee 
Watts, CoT., jr. architect. (aes, 2 


Whittingham, J. W., mech. draftsman. 
Wiley, W., asst. supt. of Government 

DEGGS 2 Week sia: s 5 a ee ee 
Wilkinson, DoG., clk., ori 19 3h 
Williams, D. asst. architectural speci- 

fication Wier... 8 oe. 
Williamson, D. A., structural eng...... 
Wilson, F. H., mech. eng., heating, 

ventilation and sanitation............ 
Wood, +3 J.jasst. mech.eng. .%..8. 
Woods, C Oh: , messenger TARO toe 8 
Wright, A. B., asst. architeet. A0ut 2. 


Engineer’s Branch — Ingénieurs 


Ball, C. W., tester of building materials 
Bance, H., chief clk 
Belanger, M. L., 
Blais, Bi, clktpriak ih. al Shwe 
Brousseau, C., chi 
Brousseau, E. J., sr. draftsman........ 
Cagnat,'|G. Heyengi brill ini semen, 
Caldwell, T. D., draftsman.).... 0020... 
Cameron, K. M., chief eng............ 
Carriere, J. P., draftsman..........0.. 
Carwardine, B., mech. eng............ 
Casey, L. Divisten., er. 2). he . eee. . 
Goughlin, HP. elk. er.3....,..0.80! 
Chalifour, J. M., auditor, engineer’s 
DPSRGH  Soiecd hid bac so ee ee 
Chaplean! Si J.) eng.4 gree Sowa a 
Connery, M!M.. clk. sr.3 49.420 
Corriveau, R. de B., asst. chief eng. . 
Coutlee, on B., eng., er. om 
Currell, W. J., lab. helper, ‘12 m. at 
$810, less 254 Am on ie! a gene” 
Davy, Hy Mey ene or. 1. ee eee 
Dumoulin, i. prin. CHOIR. ttn Ai th 
Panine, HH. )., asst.ene..... 18 eee oe 
Bratisyhabvelkusor 4tchm oe Gt, uo). 
Farrell, W. K., office boy, 12 m. at 
$4864 less 28 oo es dk ss A 
Mortier, (1 Sten: @6 es oe 
Craitest J! Fl Miele er n3 od bet iat 
Grantee H Selkutersd. 38 .. te Ae & 
Huot) E.,deptl.acct.,er. 2. fin lean. .. 
Jamieson, D: Wi sir. eneest owas 4) 
Jette, M. ‘As stens. or. 2.../... 2 sae 
Keenahan, E. M. , Messenger, 12 m. at 
$1,026, less 35 Ge he, When hatin 3 BRS 
Lacourciere, Jostene etto wy. oie. A 
Lafram boise, M.,:clk., ere4int. sie: 
Lamoureux, J., 
Langlois, ch 
Lapointe, R. J2 _ sten., ered ss Aves 
Larochelle, J, EB: -mech. supt. of dredges 


Light, A. Ki _ chemist BPC AER oc <a 
Marion, 48 B., asst. tester of building 
materials. . 


Marion, J. E. _ dept. ‘acct. er. Qo lenund 
Matheson, ©. Sear draftsman Sc eee 
Matte, J. E. Fi: | prin. draftsman....... 
McElroy, JAE. ote ee S 9s eee, 
Milne, W.C., asst. chemist!) .. ome. 
Mineau, A. ce prin elkivsse% cl heegier 
Moore, W. J. Lar ene) Wee Cold |. “RL 
Ouellette, Led, Acd Gk Sera Queyiy ook 


Montant 


$ 1,242 00 
1,879 20 


1,620 00 
1,836 00 
1,620 00 


2,970 00 
918 00 


2,430 00 
3,024 00 


2,646 00 
2,430 00 

918 00 
2,322 00 


66 00 


D2 G1 
— 
a> 
S 
Oo 


NID WONT 
> 
oo 
> 
Oo 


OD > 
NS 
lop) 
S 
j=) 
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(Je) mt rt DOR Ode COM DOR ADR 


w wy 
> 
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; 4, 158 00 


754 38 
3,348 00 
2,160 00 
2,430 00 
1,674 00 


" 448 43 

972 00 
1,404 00 
1,566 00 
2,430 00 
1,944 00 
1,242 00 


1,016 36 
1,026 00 
1,728 00 
3,348 00 
1,350 00 
1,080 00 
4,158 00 
2,754 00 


1,566 00 
2,322 00 
1,728 00 
2,106 00 
1,458 00 
2,214 00 
1,836 00 
1,944 00 
1,188 00 


, Simard, M. R., 


Part V—9 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite, 


Salaries at Ottawa 


Vote — Crédit 25—Civil Government 
Salaries—Conc. — Gouvernement 
civil: Traitements—Fin 


PERMANENT EMPLOYEES—Conc. 
PERSONNEL PERMANENT—I in 


Pilgrim, F. L., tester of building mater- 


SAT re ee eta HNN 8 oe $ 


Ridgway, J. H., prin. draftsman....... 
Rondeau, R. Wists drditsmanag lt. 2)? . 
Scharfe, A. Ei: 


Slater, M.B. Ei _sten., EPO oie... 
Slinn, im A., sten., er. N AGhd oh. Ath 
eiity | A OO So ee Sa en 
Smith, F’. G., bridge and structural eng. 
ENR Er CU. BTS Su Sci w.n can cn dee 
Valade, A.; clotlieniSenl lh ail 4'. 
Viens, E., supervisor, building mater- 

Inls [aby 8.9 sneer. £ she Be 
Villeneuve, L. L. O., office Pew, NS. . hte 
Walmsley, Ed Ne _ clk. Pia les te Ratereoy 


Parliamentary Estimates Staff — Budget 


rarton, Vid. Sten. eh. 25 bce icar ee: 
Brocnaw Hoel ot) oo n't 
Cantin, J. A., estimate draftsman..... 
Cardill, P; a 
Davies, sa, elk., er. Ley ee 
Kavanagh, Mier Oy nigh io bieS) Lae a. 
La, Va OL. typists er Bee ee te, 
Narraway, @ A5, lite cl kia bellbing oad 
O’Brien, W. E., clk. of estimates...... 
Stewart, AoG: , typist, SPS 2 i 5 ee 
Stewart, ict DEI Ole eA da: 
Sylvain, E., clk., gr. 4, April 1 to Mar. 

26 at $1, 728 (retired). pe SN ey aan ee 


Telegraphs — Télégraphes 


omcmer ellen ek oe 
ED Big peel viding 0) wh dng 314 eh le a 
Burgess, P. G., deptl. acct., gr.3...... 
MacDonald, A., insp., telegraph service 
Bleek ionc. Meo SteneT Dele. nc base es 


rea eer OMe wore? Fry te tele} Mal} 
Riendeau, eM. V. BOLAN ET hin e, 
Ruddy, K. , elk. er. EE at RE eee 
Sims, F. en general supt., telegraph 


National Gallery — Musée national 


Baker, D. H., 
Booth, ALG "elk. * or, Sea. ee 
Brown, nu, Gireaeoauly. Pry biic.. back 
Fowwiek wi. May clkj-pr. Bao. .6 6 secs. 
Ingall, G.;els prides, . SR, AS 


Amount 


1,944 00 
2,430 00 
1,620 00 
1,674 00 

918 00 
1,350 00 
1,242 00 
1,296 00 
3,186 00 
1,512 00 
1,512 00 


3,564 00 
594 00 
1,458 00 


1,242 00 
1,080 00 
2,160 00 
1,620 00 

756 00 
1,458 00 
1,080 00 
2,916 00 
3,726 00 
1,080 00 
2,160 00 


1,704 77 


1,080 00 
2,160 00 
2,538 00 
2,700 00 
1,026 00 
1,512 00 

810 00 
1,350 00 


3,888 00 
1,566 00 


1,026 00 
1,458 00 
4,590 00 
1,350 00 
1,350 00 


Charged as follows — Imputées comme suit:— mA 
Under Statute — En vertu de la loi—Salary of Minister........ 


Vote — Crédit 25—Civil Government Salaries 


Traitements 4 Ottawa Montant 
McCurry, H. O., asst. director and 

secy .1$ 3,456 00 
AY ate oy ye Pe ‘museum asst. . 1,242 00 
Wardlaw, W. | museum helpers)? ce 1,134 00 

Purchasing Staff — Achats 
Dawson, H. F. G., deptl. purchasing 

Ch A 4 ie a OL SAE I Get Cae rey ae A 3,078 00 
Gortian, P. Jjclk) Jeri 8. lord. ete 1,458 00 
Hutchinson, M. W., deptl. purchasing 

ARE. Oroier st: ee.) BL MTB: hype BR 2,592 00 
Kingsley, A., office boy............... 594 00 
Tarove iWP., stenrvenudd . JP... . ee! 918 00 
Minean, J..A.,.deptl: acet.,ier. 2) ..1.... 2,322 00 
Ross, C., sten., gr. 3, April 1 to Oct. 21 

Hhiod /OLOR(retlredyyn...0/4°%. olteree «ake 841 35 
Puartiertoras Poste Pe OTs dave st 918 00 
Sareite ls clic ner. de Peay. Gee ree as 2,160 00 

598,161 06 
Vote — Crédit 25—Civil Government 
Contingencies — Gouvernement 
civil: Dépenses contingentes 
TEMPORARY EMPLOYEES 
PERSONNEL TEMPORAIRE 
Clerks, Typists and Stenographers, unless 

otherwise specified — Commis aux écri- 

tures, sténos et dactylos, sauf indication 

contraire: Gr, 1—$648; Gr. 2—$972; 

Gr. 3—$1,242. 

Becksted, E. I., gr. 2, Dec. 14 to Mar. 

SL IR ee abate ae Se Mae cee is Les Ae 290 03 
Bourke, A. A., jr. architectural drafts- 

man, ‘April L to Mbaly Qu) Pia hs pees. 1,006 69 
Wats re) auc... aes so ae eee: 972 00 
Farrell, F., gr.1, Feb. 24 to Mar. 10.... 27 06 
CRA EGOP UN ah gee, ak mh odes ae 972 00 
Girard, ‘e} _ laboratory assistand sy. le. 1,026 00 
Goulet, I. or. 2, April 1 to May 17.. 125 42 
Harrod, IM. er, 2, May 25 to Nov. 30 504 29 
Holmes, Davgrnts Mar.7to3l........ 43 55 
Kearns, C., gr. 2, Mar. 17 noon to 31... 37 89 
Kill, R. M., gr. 2, April 1 to June 17, 

TDCCR TS TONITE. Ghee ce tly oe es 495 32 
ERT eet 2k ES oO at 4 TED, 972 00 
Lafreniere, D. E. H., office boy.. 378 00 
Lett, R. 7) hier aoe July 28 to Mar. 31. 658 45 
Lucas, J W., tester of building mater- 

BAIS ies as 8X 1 OR We ed: EOS 1,620 00 
Moyle, O r. 2, April 1 to Sept. 22 

PROGHI ents ins Whe ee alae tr ce utr ae 463 05 
McCaul, M. J., gr. 1, Oct. 1 to Nov. 30. 108 00 
Pennington, H. G., gr. 2, April 1 to May 

BG Re. A RR 8 MER. 122 81 
Swerdfeger, C. K., architectural drafts- 

TLL Fok kes EE eo en 1,350 00 

LITT 506 
Ota eat. SEO? mr Pe F, 609,333 62 
.(Page V—102)$ 9,000 00 
Eee ae a re (Page V—102) 589,161 06 
—————— 598,161 06 
. (Page V— 10) 11,172 56 


$ 609,333. 62 


4 


Part V—10 


PUBLIC WORKS —TRAVAUX PUBLICS 


. Vote — Crédit 25 — Civil Government Contingencies — Gouvernement civil: 
Depenses contingentes 


Salaries and Wages — Traitements et salaires:—Temporary employees (Page V—9) big bo af AS, 3 

Travelling Expenses — Frais de voyages:—Hon. H. A. Stewart, $1,000; EH. G. Baker, 
$13.20; H. Bance, $22.14; A. J. Barclay, $211.23; C. Baudry, $142.93; Cg 
Boucher, $49.50; C..G Brault, $259.28; M. Cadogan, $60.95; K. M. Cameron, 
$606 ; B. Carwardine, $138.20; J. M. Chalifour, $305. 15: GC. R. Coutlee, $99.18; 
R. de B. Corriveau, $59.40; a alg Crerar, $121.90; R. O. Czoll,.. B25. Dosashs A. 
Ethier, $210.01; T. W. Fuller, $168.25; EF. O. Hamel, $309.90; W. P. Harrell, 
$227. 53; A. Hearnden, $5.85; 48 AS eae $29.50; D. H. Hunter, $34.10; Wm. 
Hunter, $9.75; E. Huot, $56. 10: J. EK. Larochelle, $850; H. G. Legg, $30.45; A. K. 
Light, $35, 50g Ps MacLuckie, $810. 61; H. A. May, $30. 35; A. McDonald, $83. 90; 
D. McR. Minard, $110.18; H. Pelletier, $130.32; HL. Pratte, $60.50; J. H. Ralph, 
$250.87; T. D. Rankin, $20.60; F. W. Ross, $7. 60; F. G. Sims, $748, ag ON ME eF 


Smith, $69.80; J. M. Somerville, $95.50; C. D. Sutherland, 883. 15; E. Viens, J 

S21 F268 28 FIP Wot AES6. SGU BAe EER Te RO EMS $6). Miata etary come ote NE ae 8,099 36 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.:— 

Photographic work and supplies, $620.38 Ssundriegs S56182....ce. OV eee Te 1,182 20 
Printing and Stationery — Impressions et papeterie: King’s Printer: parliamen- 

tary publications, $530.45; printing, $10,299.19; supplies, $7, COU ZEA «NII 18,520 88 


Miscellaneous — Divers:—New spapers and publications, $627.41: postage, $185; 
subscription to nee sain ali Agency, $125; telephone tolls, $2,202; telegrams, 
S1-472:38:, sundries: | SIOVTO Tel Stee. ke ete ee ae ed aceite lem here ere GM ee Pee 4,742 89 


Total (see Summary — voir Sommaire, page V—102)................4. $43, 747 eeu 


PUBLIC WORKS CHARGEABLE TO INCOME 
TRAVAUX PUBLICS IMPUTABLES SUR LE REVENU 


Vote — Crédit 111 — Public Buildings — Edifices publics 


Nova Scotia — Nouvelle-Ecosse 


Canso Public Building, improvement and repairs:—-Painting and repairs, $5,920.13; 


sundries, $117.90 AA aati SBE RAL A rot CUR Mt A Wael Cre AMIR Art aei ahead wa dp d As 6,038 03 
Halifax, repairs to buildings ‘and wharves at R.C.N. Barracks and H.M.C. Dock- 
yards:—Labour, $7,428.32; pile work, $10,097.83: sundries, $7,472.93............ 24,999 08 
Inverness Public Building, extension of sewer:-—Construction..-........ceceeeees 2,000 00 
New Glasgow Public Building, addition:—Balance, additions and alterations, J. N. 
Kenney, $7,224; sundries, $773...... aha whale AIAN Pepe yas Grclewdicus stameakammancrs tes otters came 7,997 00 
Sydney Mines Public Building, improvements and repairs:—Balance of contract, 
iPates, Contracting (Co. ieluitd., (2elor ot SUDGIMGB el Saudi, o. ove Meus miei fy» oaciatean 4 2,161 77 
Total (see Summary — Voir Sommaire, page V—102)................- $ 43,195 88 
Classified as follows — Classifiées comme suit:— 
Salaries Vardi Waser lie iin tubaedls.. 6 . 6 deere vbbvad oil. aboaenelem 7,428 32 
Matenals, Supplies: Repairs & tec ris» 0 Roets oO wieleadect aes - eeroke 35,644 89 
Printing: aadiwStationetynia alist. cal hes. A Be. as ae Dal 
Weave nl eheodss es lores. 4. dhe wleudanlk 2s MOM Aa dele hakeel. he eee 120 20 
$ 438,195 88 


Vote — Crédit 112 — Public Buildings — Edifices publics 


New Brunswick — Nouveau Brunswick 


Saint John Quarantine Station, Partridge Island, improvements and repairs:— 

General pepanr sektav Rinse Mae! . «din « Soy Seb Ebbatal ld ah oie eee Pa echt i ok 6,015 57 
St. Stephen, Building for Custom and Immigration purposes:—Purchase of site, 

$18,000; sundries, ‘$71 HE ao oe ww 6 ee ER OA dE dos oer eb anaes oad he 18,071 85 
Tracadie Lazaretto, bss ibiod and repairs:—General repairs............e000. 6,433 07 


Total (see Summary — voir Sommaire, page V—102)............00008 $ 30,520 49 


Part V—t!1 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 112—Public Buildings — Edifices publics 
New Brunswick—Conc. — Nouveau-Brunswick—Fin 


Classified as follows —- Classifiées comme suit:— 


Rie PATHS) Le VW OS ioey 1 wSY Eat. oD eat hath AAR Bole st Aull Estero Cal v dicts 1,217 89 
Materials,, Supplies; Repairs, setes wie tut deteele aitutel of eld osieale'ela ols 11,009 59 
RUNG | BG PIU MCNOTNELY iiststa,’ "sali Rett detete tee hs aide De 64 oa } 4 61 
DV PBOCMATIONIAN, ORs ig, Sith eel le de OI a POEL oul ee uee 288 40 
ICS On FE TOS) 4, ela ll a i ae CS 10a SO 18,000 00 

$ 30,520 49 


Vote — Crédit 113 — Public Buildings — Edifices publics 


Maritime Provinces Generally — Provinces Maritimes en général 


Dominion Public Buildings, improvements, repairs, etce.:—Travelling expenses, 
$1,256.97; materials, supplies, repairs, etc., $39.269.17; printing and stationery, 
$175.48; miscellaneous, $826.34. (Detailed with Maintenance of Dominion Public 


Buildings, Page eV PanOO wan a AM ae CRA, UU VGN ECE teers Ch) ha. aes ata Se $ 


(See Summary — voir Sommaire, page V—-102) 


Votes — Crédits 114 & 346 — Public Buildings — Edifices publics 
Quebec — Québec 


Beebe, Building for Immigration and Custom purposes:—Construction of building, 
Bans Royer, Ltd., $9, 961. Se SUL TGS, he Leche OME Pah onrtohm Bat tuaps «iva susy sary Meeks CAMTR 9 ae 
Dominion Public Buildings, improvements. repairs, ete.: alaries and wages, 
$10,001.32; travelling expenses, $1,405.43; materials, supplies. repairs, etc., new 
truck, auto repairs, etc., $1,193.25, general repairs, etc., $61,147.46; printing and 
stationery, $391.61; miscellaneous. $6.413.19. (Details with Maintenance of 
Doninion Raivbeisuildings! (Paces oOoin ...wsiermliedn. «rvs » dd Woks bie. areMy > « 
Grosse Isle Quarantine Station, improvements and repairs:—-General repairs...... 
Huntingdon Public Building:—Balance of building contract, A. Daris, $7,408.63; 
SOTA ICORAT NGO wipe ciate ss al mid kere aD. TNO Sb oo PL par" ied Dae 
Montreal Craig St. Drill Hall, reuewal of roof:—-Roof covering, W. A. Moffat & 
oie, sau otindriosg: $905.02, oo he i PRS BML SOUR MR AL Frotexoile lt Oe Wn 
Montreal Postal Terminal Building:—Legal services, Lafleur, MacDougall, 
ae & Ree ny $828 ; taxes, local improvements, $2,356.97; sundries, 
RES IPM ad). hl a tit cae a Aa G eR TE el folate 8 yt a ha 
Montreal Stephens, Building, equipment:—Construction of mail acceleration, 
De atoas Van OMY Vern Udy 6. sc 5 ce RIM loi oes bee as 3 hea owe te eats ode dite oars 
Quebec Citadel, Governor General’s Quarters, improvements, maintenance, etc.:— 
Salaries and wages, $4,500.95; improvements and furnishings, $1,937.16; 
maintenance, $4,145.67; sundries, $299.61; on account construction of quarters 
for chauffeurs, D. Maranda, $2.60 A Me Reet ee Ue so SP RENC TR Ey Ma Tee re eed aig 
Ste. Anne de Bellevue, Public Building:-—Balance of building contract, N. Gagne, 
$9,147.87; furniture and fittings, $2, 491.03; new driveway, $2,357.50; grading, 
etc., $1, 500; EG re EE as i RY CARMI PAPE 2 = a UR RE PRE E Sb ae AU PD EP Cr 
Trout River, Building for Immigration and Custom purposes:—Clerk of works, 
$651.53; construction of building, J. Delisle, $12,264.34; purchase price of 
POV EEUY Te ONE eUMUTICS, SOOO 8) sea. Mimirs «<i, dha bho tid cetele woe) Sues e's Kuk ena deers 
Westmount Armoury—(Lease on rental-purchase basis of 40 semi-annual instal- 
ments over a period of 20 years), Sun Life Assurance Co. of Canada for the 
Westmount Armoury Association, 13th and 14th instalments.................. 


Total (see Summary — voir Sommaire, page V—102)................. 


10,746 


80,552 
2,269 


Sih bl 
7,904 


3,285 


6,604 


13,483 


16,213 


16,215 


04 


17 
47 


67 


02 


22 


94 


39 


12 


68 


12,624 30 


Part *V—12 ' 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 114 & 346— Public Buildings — Edifices publics 


Quebec—Conc. — Québec—F in 


Classified as follows — Classifiées comme suit:—- 


Salaties: : a ncdieVViaoee ey bh «n08 5 aa a eeteeeid ate Ren Sata beeels, lets 9 SEIT 15,170 50 
Travelling, Maxpenees! (i Foy aes Mie ct + cea eet IR las 1,405 438¥ 
Materials, Supplies, Repdirs, etc., general. ..... cc... seen eecees 92,933 35 
Materials, Supplies, Repairs, bE, NOW, \UtG (ELON... Se eee 1195720 
Preinging andi S GRU Oer Wie Yayewe BRR SU eo cbt eld olla} : Sas 409 91 
IVLISSCDL ATCO US oi, ws vie icons fe ehene oh W hace UE peegsieiet.e ae Ale sls CE > Oe ree eriet an 13,556 76 
cer sOuUslay,, We AS dent. Waters Rite lete eis Seana nbc RENEE GRMN NEES shel et ty 54,006 82 
$1 178,676 02 


Votes — Crédits 115 & 347 — Public Buildings — Edifices publics 


Ontario 


Dominion Public Buildings, improvements, repairs, etc.:—Salaries and wages, 
$2,317.88; travelling expenses, $1,634.23; materials, supplies, repairs, ete., 
$82,820.34; printing and stationery, $172.55; miscellaneous, $10,184.32. (Details 


with Maintenance of Dominion Public Buildings, Page), V—-59) 0. fabian. aeperee 97,128 82 
Hamilton Public Building, renovation of heating plant:—Installation of boilers, 

SOHG-0S. SMILIES) “SSSA NL Ae CL AAr-s aisles gpeaierece eer alates he ails a leteete ue Wwtads ite icles ene etn eS 6,340 08 
London Armouries:—Government share of local improvements... i >. sa. uaa es ewes 3,271 60 
New Liskeard Public Building:—Furniture and fittings, $5,398.37; sundries, $1,221.67 6,620 04 
Parry Sound Public Building: —Clerk of works, $682. 26; balance of building 

eontract, M. H. Braden, $40, 161.70; furniture and fittings, $5,911.02; sundries, 

RT a INL ated or ae) ho ad ene “atte afk s eAt-a) oat kilarigece i Sravace WUMOR! St ec ecleic OS vie a ed ae ee 46,932 80 
Penetanguishene “Public Building:—Furniture and fittings, $3,923.93; sundries, 

$401. OF, Wits SET PE re PER OUGHT OS AE COS 4,325 00 
Perth Public Building: —Clerk of works, $493.55; balance of building contract, 

J. Davidson, $39, 079. 70; furniture and fittings, $5,172.91: sundries, $322.52...... 45,068 68 
Toronto Custom House:-—Furniture and fittings, $36,244.42; linoleum, $2,222; 

BORAT ICS UDO Oly cele OE. calte etre Behe eee Dee cen ek rate AUD Rane nnieg tae ee es 41,553 78 
Toronto Postal Station “<A,” Mechanical Equipment and improvements:—On 

account conveyor to car, W. & J. G. Greey Ltd., $4,050; conveyor belts, 

$45168.78;/ sand reese? S23839 46 IE A, ee ee peer amaen Oe REE EO 11,078 24 
Windsor Public Building:—On account architects’ fees, Sheppard & Masson, 

$13,642.65; on account construction, Carter-Halls-Aldinger Co. Ltd., $274,780; 

government share of moving and replacing monument, $2,197.06; sundries, 

SOG RI2 4 Gime Dee aD thers a Pe be dais LER eg Se Nt Caw Piet ae Moe eee 292,555 63 

Total (see Summary — voir Sommaire, page V—102)...............48. $ 554, 874 67 67 
Classified as follows — Classifiées comme suit: — 

Mabkartesi aie \OW ai ecin irk le Pm NN tee eT ge cma Eee 3,503 99 

Dvia VGLH rie VE XP eOMSCS) cleus fhe tearne -~ sasetsgnsatole bode Wises tebe//o Redaiehiln to coleas fas (ac L901 73, « 

Materials, DUD PLIES MVE PITS, OLE « fovea whe word oie taetehesatanede ete ta utara oe OEE 165,877 53 

Printing and, HlaOnery oh, srs ales) ccatersialteekinnpnawateNote pha ie aka toe tls Cee 187 71 

VTC NN VTE SONT Se ite, NevAeL owe, SG ach hVd me ba vata a teeicles a Malte re eave ties Tate ihe hs ane a 29,382 31 

Wither Ouilay nes ea) an cba rec aleve cnhens ls\lebel os Cage seeder are tea Seige ete Re eeraee 354,021 40 

$f 554,874 67 
Votes — Crédits 116 & 348 — Public Buildings — Edifices publics 
Manitoba 
Brandon Public Building, fittings, alterations and improvements:—Alterations, 
ea 2as' sundriés,. S215 05% (okies ell ele. GORE. ive SE ete Sea ecde fee 4,939 05 


Dominion Public Buildings, improvements and_ repairs:-—T'ravelling expenses, 
$510.61; materials, supplies, repairs, ete., $12,672.54; printing and stationery, 
$48.78; miscellaneous. $58.18. (Detiails with Maintenance of Dominion Public 
Baier age Ve) oe a ces cee cr eee Rute car ete enn ere Oe eae 


13,290 


ll 


Part V==13 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suiie 


Votes — Crédits 116 & 348 — Public Buildings — Edifices publics 


Manitoba—Conc. — Fin 


Portage la Prairie Public Buildings, renovation of heating plant:—Installation of 

boilers, PEC! TR MANET so: <>. o's ovate oats WAL Els ot aE AE pat hts ve oyouniahiad bt elecsse idee eae 1,425 00 
The Pas Public Building: —Clerk of works, $537.09; balance of building contract, 

Bird, Woodall & Simpson, $40,798.50; furniture and fittings, $4,999. 65: sidewalk 


and roadway, $1,454; sundries, $703.48 SAMI Ls Satta As bere Vaid od ay bay Si ogo RTD 48,492 72 
Total (see Summary — voir Sommaire, page V—102)................. $ 68,146 88 
Classified as follows — Classifiées comme suit:— 

Pane eee Mer Wares teh cy. Sells. Pi) oe DR Sees Bea oe 537 09 
Travelling Expenses. dN geek MSs gay oe ES ha OR rele SG aged de ikea 510 61 
Materials, Supplies, Repairs, ete Eos, SSE ian np EP erence OIR) oe alg te we cme 25,944 36 
Pee ACER IOONT Che Ca ULOTROR V1. ets ¢ e hikig eee Ghee bg ble, 8 kW e Oia kt 4 8 OSs Sleak 
A iwGolla moons hen eel eH wince ARRON HAG cae SER. BA 305 11 
CIDE SOOT Sebo i Cd SC Gia Ta I a) RESTS Ue A 8 Pi A a 40,798 50 
$ 68,146 88 


Votes ais Crédits 1127 & 349 — Public Buildings — Edifices publics 


Saskatchewan 


Dominion Public Buildings, improvements and _ repairs:—Travelling expenses, 
$1,381.10; materials, supplies, repairs, etc., $18,933.75; printing and stationery, 
$90.21; miscellaneous, $2,640 (Details with Maintenance of Dominion Public 


Diratags, Pigge Vero} eh. be. mL Od a Lie to ore: murine idehs 23,045 06 
Qu’Appelle, purchase of Union Bank Building for postal purposes:—Purchase 
Dricewor pDroperty.--$2,000; . sundries, 0.9997. G0inIay atid. OT DAR URES ye leas 2,997 60 


Regina Armoury:—Northern Trust Co. for Regina Armoury Association: insurance 
premiums, $1,542.82; seventh and eighth semi-annual payments on purchase 


ne OAR erste cys seme atc Art. don hl VI Na atalg retina es NUMIaC ahs. ay Rue: » aid SH, ax aC IMR Ream Ate og 29,397 46 
Regina Union Postal Building, SOUUPMIEING = NGI Gah hehe: weit hare ie Can erthe cltee snd ece 155 51 
Total (see Summary — voir Sommaire, page V—102).................4. $ 55,595 63 
Classified as follows — Classifiées comme suit:— 
bevel re Aves ihe «702i a. 08d dos raty cet alos line alee atest a ale ead dade 1,446 45S 
Materials, Supplies, Repairs, CEG: Aaa tld heise ate te tame roe Stee wha iclearts hate Sanne 19,904 05 
Printing ‘and ays Ly. ay SR hy oe Re Os: MOP a Teme idle vod Maken 90 21 
MiTSCe ARCOM ech ects oie Foe TRU UO eC eae OS Sue nla ee ebay 4,300 28 
Other Outlay. . 2 MRS AR gS RR 29,854 64 


$ 55,595 63 


Votes — Crédits 118 & 350 — Public Buildings — Edifices publics 


Alberta 


Calgary Public Building:—Furniture and fittings, $6,283.31; sundries, $117.30... 6,400 61 
Dominion Public Buildings, improvements, repairs, etc.:—Travelling expenses, $643; 
materials, oe. repairs, ete., $10,465.61; printing and stationery, $25.13; 
miscellaneous, $2,784. (Details with Maintenance of Dominion Public Build- 


ing, Page V—59 RRR ete oat cinta eM (Oat tals etal ty a's ARM GONG veg ey eS at 13,917 .74 
High River Public Building:—Balance of building contract, B. P. Scanlan, 
Peas OR SOE ZO. ook Ue Se REM Ce A cP obulis a ia Se Eigfahe e Oe tuple Waa, «a cke oom Ore 133-77 


Total (see Summary — voir Sommaire, page V—102)................. $) 21-057. 12 


Part WV—14 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 118 & 350 — Public Buildings — Edifices publics 


Alberta — Conc.—Fin 


Classified as follows — Classifiées comme suit:— 


W favelling: Wx persed... o's is ke kneel ein wines & ale pike kw ® Reais we 643 00 
Materials, Supplies, Repairs, BEC MELA. EO, VER, onteine nua ee.8 h7SS E27. 
Printing and eo acer Avie aes Le. ls Shicee , Baenetaee. 25 138 
LIRCETIANOCOUSS © oer Aan vteels sine Oh cape SR ss wihisinun se Ge pw oo CERES 2,909 15 
Ci aieks CMU AVS Bch ks kee eels SORE Oo tlele Lao RUE oie Ee ster OT Renna ee 344 57 


$ 21,057 12 


Votes — Crédits 119 & 351 — Public Buildings — Edifices publics 


British Columbia — Colombie Britannique 


Atlin Public Building, renovating heating plant:—Furnace installed............ 1,590 00 
Dominion Public Buildings, improvements, repairs, etc.:—Travelling expenses, 

$2,088.24; materials, supplies, repairs, etc., maintenance of autos, $334.81, gen- 

eral repairs, etc., $23,447.51; printing and stationery, $345.73; miscellaneous, 

$530.16. (Details ee Maintenance of Dominion Public Buildings, Page V—59) 26,746 45 
Esquimalt, repairs and improvements at R.C.N. Barracks and HM.G. Dockyards:— 


Repairs) tocoal., wart, $0,020.24. SUMOTICS, "O258.20. 0 40 5465 6st aus bedi ea ree ee 9,914 47 
Kamloops Public Building, renovating heating plant:—Boilers installed......... 976 00 
Vancouver Armoury, payment on instalment on purchase of armoury:-—On account 

premium ' for), imeura eed) ies ey alg oi a yeleg <1 Rese)? = ie Beakeveyeseanct cael’ > ote at a et pe ee 1,400 00 
Vaneouver Public Building, repairs to roof:—Repairs, etc., $5,994; sundries, 

S88255! i abhi th etiaenkhs by emitter hictnn bs deep ea hie eles + eRe hi ee ee cee 6,082 55 
Vancouver Public. Building: —Montreal Trust Co., interest, y. to Jan. 1, 1933...... 20,000 00 
Vancouver. site for Public Building:—On aceouihit purchase price of property: 

Montreal Trust Co., $49,484.76; Victor Spencer) ($50,515.24. ice . ee esas 100,000 00 

Total (see Summary — voir Sommaire, page V—102)................-.. $ 166,709 47 
Classified as follows — Classifiées comme suit:— 

ES Veli: WR RE MBER es oes atk oe aestosts ls lite ta tel hy he Walb’ o te tae ta ee lies Pati 2,088 24 

Materials, Supplies, Repairs, ete., general’. .....0.000.0......0-- 41,787 99 

Materials, Supplies, Repairs, auto repairs, etc. ..............--- 334 81 

Printing and stationery. (S01. Oe N.. ba ee eee nea Gee aera 349 62 

Miscellavecousee SSR 2 oS Oia Eee. VEEN LEG DOORS hele oe ame 22,148 81 

Other 'Oublay SU PAGO E a Cees kwew be ode ber ede sens 4p ee ee 100,000 00 

3} 166,709 47 
Votes — Crédits 120 & 352 — Public Buildings — Edifices publics 
Generally — En général 
SUMMARY —- SOMMAIRE 

Experimental Farms, Replacements, repairs, etc.............ceeees (Page V—15) 22.680 71 
Flags *for ..Dominion Public? Buildingessa2o. RMeUN),...Jol de. ita hoot a (Page V—15) 2,521 84 
Military Buildings, Repairs, fittings, eve... 2k wank. utes oN lene (Page V—15) 22,162 38 
Military Hospitals, Repairs and improvements..............0ceeeees (Page V—16) 57,444 02 
Public’ Buildings) ‘generally. 20) 2200 PRPO RR. Re. Ae (Page V—16) 32,004 50 
Ottawa Public. Buildings sais. o3 had Bi terAe es hah Sitch hal Si age A atin Ah deems (Page V—17) 108.998 37 

Total (see Summary — voir Sommaire, page V—102)................ $ 245,811 82 


Part V—15 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 120 & 352 —Public Buildings — Edifices publics 


Generally—Con. — En général-Suite 


DETAILS — DETAIL 


EXPERIMENTAL FARMS: REPLACEMENTS, REPAIRS, IMPROVEMENTS, ETC. 
FERMES EXPERIMENTALES: RECONSTRUCTIONS, REPARATIONS, ETC. 


Ottawa Central Farm:—-Construction foreman, D. G. Boyd, $2.052; carpenters, 


labourers, ete. $18,196.09; supplies and repairs, $2,135.90... 0. occ ee ek. 22,383 99 
Beane oti CUCL, LULAMb re Ts. ae he te ee ee ene a eee. cae SU YS 45 75 
We ae aewiek .——- FeCericLom. TUTNILULE |) cutee tae ee ies cats cieitd eee Nie wees 75 09 
Quebec:—La Ferme, repairs, $10; Ste. Anne de la Pocatiére, furniture, $31.69.... 41 69 
Ontarioi;— Taro,  renainey. hie! modi Dee 407 SA nlie Bosend ahahie<« oi4 woes 6 40 
Ri awe s -=— Nini Cis SUMS HAS: TE. ths IT las chk wut einteuaen «. oval tidyel tem be vw obede’ » oe vial Porte 45 60 
Serer ewol se oW Ly CULrrenG,, (UT NIGULS,, -e aaa ies © wa sean an's 445 ees uaa on aun bs 47 45 
mivewun wermoriape, “Trerenty. “Gtey + si 5.415 cu nis tilly hm Be wh Le ak ete a Bole ited a's 34 74 

te AM THAR A tat Oe eee EN REO A Ee fy) bare Poh (Page V-—14)$ 22,680 71 
Classified as follows — Classifiées comme suit:— 

a Ui ea Ce VN CS Lue s ce shar gs ie ereel ns cdg ake tae ister oad obi eis wie Shiva! s 20,248 09 

Meteta lew oupp Mes, | Repairs, “ele. .4 i 64 aes obas bbs aa eed san ce ds 2,416 38 

Mpg Ap Wee Ripe ed ia, ape it a aaa ia ete A coal kl ai Sasi ote ac ku Ray ER Rn a Ear 16 24 

S61 22,680/ 71 


FLAGS FOR DOMINION BUILDINGS —- DRAPEAUX POUR LES EDIFICES DE L’ETAT 


Union Jacks, 684, $2,475.16; sundries, $20.89; detailed with Maintenance of 


Dominion Public Buildings, page V—-59, $25.79................. (Page V—14)$ 2,521 84 

Classified as follows — Classifiées comme suit:— NL eR 
ML DGOr atk PUD DA CSyL NOD AIIS, (GUC. «acc c .'s circu) vices ee deeio\ + eos bs aupon ein, = 2,504 10 
Riper eeOtie tc oar aia een wr cites chine Sistatoc initia « Mans coe eeiacea sae 17 74 
¢ 2,521 84 


MILITARY BUILDINGS: REPAIRS, FITTINGS AND ADDITIONS 
BATIMENTS MILITAIRES: REPARATIONS, AMENAGEMENT ET ADDITIONS 


Nova SCOLin seb actmolutns,  TeEDAITS bOn AUIMOUFY sk een ees ey ah anise’ alata haere yg 287 83 
Quebec:—Beauport, new roof, $1,825, sundries, $68.56; Levis, alterations, etc., to 

electric fittings, $375; Montreal C.A.S.C., cartage, $20; Montreal, R.C.N.V.R., 

repairs, $445.10; Montreal, Craig St. drill hall, repairs, $10; St. Hyacinthe, 

repairs to roof, etc., $1,100.35; St. Lambert, repairs, $300; Sherbrooke, repairs, 

Cebu Troiswinivieres,c Mew TOOL piso gO alnisus + a platiaiec: asia 5 delele oe Shere atacaie Mili ese GO.2721 7 oh 
Ontario:—Brockville, new roof, $1,343.68, sundries, $207.62; Haileybury, repairs, 

$275; Markham, new roof, $936; Ohsweken, repairs and alterations, $250; Orillia, 

new roof, $1,610.84; Port Credit, repairs, $5.38: Port Hope, new roof, $2,295, 

sundries, $464.07; Toronto, alterations to garage, $3,010.01; Windsor, new fur- 


ners | Wve aera ied 0 Lcbee oon rae g o.c- SG eitutaateee ae 17 bad ENS eRe aeeee me Laws, le eivve 11,610 60 
Saskatchewan:—Kelvington, furniture and fittings, $268.80; Lloydminster, repairs, 

Ce ar eats: ois a sree RMN ia eaten mse late SO MINTS aoe a Gh aah Ma © 1,063 80 
ert OU eS ODA IT Sv «oui Cie Eee 9 Ck ce tin, 6 Syalee G nC e eek auepa'ae ag ee 631 00 


British Columbia:—Kelowna, repairs, $660; New Westminster, repairs, $1,090; 
Prince Rupert, R.C.N.V.R. wharf, repairs, $410; Vancouver, armoury, sundries, 


Bibs 34 oe CAO. SEER R.A TE. sesel eT ee eT he 2,347 34 
Rot DRO ees oe DA MCT OA G8 EROS. «ore wieuopthe cele (Page V-—-14)$ 22,162 38 
Classified as follows — Classifiées comme suit:— k 
Materials: "Suppises; Repairs, ete.y. <i BEd: . oigertorere olf» coh ESS 21,938 86 
Peis Aid OLATLONCLY © o's psa gp he ee ois tee Rl Re sas 11 76 
PVN rated ea Nd eae SED aa oath os ok oe a es alee: lac ad eae, one: aR RLS on pale Birds 


$ 22,162 38 


Part V—16 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 120 & 352 —Public Buildings — Edifices publics 
Generally—Con. — En général-Suite 


MILITARY HOSPITALS: REPAIRS AND IMPROVEMENTS 
HOPITAUX MILITAIRES: REPARATIONS ET AMELIORATIONS 


Halifax, N.S., Camp Hill:—Uabour, $1,945.34; supplies, etc., $4,617.26............ 
St. John, N.B., Lancaster:—Labour, $586.04; alterations and new chimney, $2,448; 
Bah VE RDS asa oa ccsncs lta ws gs sateen coy bn gee wb ngs ip mW ae eM nye vin ra 
Ste. Anne de Bellevue, Quebec:—Labour, $789; construction of fire wall, $3,194; 
laundry equipment, $1,223; repairs to heating apparatus, $8,065.52; sundries, 
TANG 03. cdc Son buulvw orale es owe mie Ue Guede haces GF wba soley ge fs by el ne 
London, Ont., Westminster:—Labour, $2,114.94; supplies, etc., $4,169.53.......... 
Toronto, Christie St.:—Balance of contract for magnesite floor and wainscot, $500; 
building extension to orthopaedic factory, D. C. Kay, $7,288; supplies, etc., 
BZ GSO.D0 o's sake lorcet ot oX ota atabienchaten Mtatighel bletiew Niatia dala diy « aan PU ORIG OES oT Cle 2k eee mre 


Winnipeg, Man., Deer Lodge:—Supplies and repairs........ 20... c ee eee cc eee es 
CalgaryorA ltay-=_General sirepairs 50.05 oy 6's i oie ae sls eo oie a sual eee yes oye ecm oNvue Ula eee 
Vancouver, B.C., Shaughnessy: Labour, $1,072.01; painting, etc., $3,138; 2 mechanical 
etokers, .$3,396:50; supplies,. ,etc., $2,608.52 »,. es Side yank See en) eae wien 
Tota leaita peas POV IO SUC eS UN Is, COE oe Mea (Page V—14)$ 
Classified as follows — Classifiées comme suit:— 
SALATLOS DANIEL WV VRe CR rar Frege erduny BUPE + cua Mei oe aaeMORS ee ie a ie et oe 6,507 33 
Materials, Supplies, Repairs, etc............. cha eli Mint eae Chg 50,552 94 
Printing” Ame OTA MONEry: Ca uci tic tere cm te eee eh 2 pee ereidee re 2 
Hiscellameous sy geeks te cn cee es eee ee ate se areata ne ae eee 381 14 
$ 57,444 02 


PUBLIC BUILDINGS — EDIFICES PUBLICS — GENERALLY-— EN GENERAL 


Nova Scotia:—Digby, legal services, $24.10; Halifax, sidewalk, $276.07; Springhill, 
sidewalk, $420.92; Sydney) legal services, $3.50. 06 ss.20 5 sca s > salwsis Ae ue eas oe ois 
New Brunswick:—McAdam, advertising, $4.38; Moncton, sundries, $46.13; St. John, 
City and County, repairs to pavement, etc., $1,698.40. ..........sscceercccceces 
Quebec:—Lacolle, legal services, $117.75; St. Ours, repairs to sidewalk, etc., $168.60. 
Ontario:—Fort William, fence, etc., $105.40; Guelph, preliminary expenses, new 
post office, $1,566.30, purchase price of site, $2,000; Millbrook, levelling lot, 
$140.09; Morrisburg, care of site, $30; Ottawa, legal services, $972.05; Southamp- 
ton, removing snow, 63c.; Thorold, legal services, $51.84; Toronto, removing debris 


from: lot, $403 "“Wattord,’ care’ of ‘stber SOO 2 7 LS ok Senn hewn See «Seta 
Manitoba:—Brandon, legal services, $30.45; Tuxedo. balance of construction of 
driveway, $206.70; Winnipeg, legal services, $38.50. .... 0.0. cce0ccsncceucccsres 


Saskatchewan:—Saskatoon, fence, $109.17; Watrous, cost re expropriation of 


Jand,  SI23861 Kee. pscnhck cL OL0.BR . anaes. as ate in teeta ceeeerel oe 
Allberta!—Calgary, legal services, tC. iscceccccsicedicaeecscbaveeaas duels. atthe 
British Columbia:—Prince Rupert, repairs, etc., $20.50; Vancouver, legal services, 

on, account, CC:  MvO brian, 1.405 7$500> sandry, $142 43" ".4 0s Se 7, ele 
Colilection of rents:—Montreal, commission, $702.66, legal services, $775.20; London, 

commission, $26; Ottawa, commission, $184.18, legal services, $25............ 
Taxes:—Montreal, $77.74; Fort William, $1.68; Thorold, $49.35; Toronto, $12.24. 
Taxes for local improvements:—Bridgewater, $55.50; Digby, $65.25; Aylmer, 
$328.06; Miontreal, $1,087.80; Aurora, $78.82; Barrie, $265.03; Chatham, $97.04; 

Fergus, $116.81; Gravenhurst, $143.38; Hamilton, $629.06; Oshawa, $989.93; 

Peterborough, $126.90; Port Colborne, $547.37; St. Catharines, $89.20; Sturgeon 

Falls, $35.54; Welland, $172.20; Winnipeg, $194.03; Prince Albert, $463.23; 

Regina, $1,825,173, “Edmonton, $2,788.55 0s <eccec ce hecs ec cs See eee 


London, G.B., Canada Building:—Detailed with Maintenance of Dominion Public 
Butidings: (Page «Vn bath. oie sa ease ig SL. dee ae ane 


6,562 60 
5,338 27 


15,975 45 
6,284 47 


11,468 90 
998 46 
510 84 


10,305 03 


57,444 02 


724 59 


1,748 91 
286 35 


4,956 31 
275 65 


233. 03 
21 10 


662 93 


1,713 04 
141 01 


10,048 87 
2,652 88 


Part V—17 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Swite 


Votes — Crédits 120 & 352— Public Buildings — Edifices publics 


Generally—Conc. — En général-Fin 
PUBLIC BUILDINGS — EDIFICES PUBLICS — GENERALLY—Conc.— EN GENERAL—F'in 
General Expenses:—Photographic supplies, etc., $4,087.22; King’s Printer, printing, 


$1,006, supplies, $3,211.47; telegrams, $1,245.16; sundries, $400.17; work done for 
Architectural Branch by Photographic Branch, $2,177.03; in full and final settie- 


ment, Hull Wall Plaster Co., re nail-a-crete for Parliament Buildings, $500.... 12,627 05 
36,091 72 
Less—Work done for various departments by Photographic Branch.............. 4,087 22 
GUI, DAHON. Suis 6 Ue 20s". da A eee ATG Botts. (Page V—14)$ 32,004 50 

Classified as follows — Classifiées comme suit:— 

Materials, Supplies, Repairs, etc.....0..600. 6. cee cease ccc esee's 12,514 88 

GUD A Vt DIME SUALIONCIY 6 os oss « scar'dls OAR Cee aes A 4,217 47 

ae CON Fh OEE eee lc don « PO AT cy oe 6 5 17,359 37 

CA UML a aot e oe Meade wa ok oo Cy, a Be, Bo onan 2,000 00 

36,091 72 

Brese- A Wj neumIeMts 6 5 6 ee heh os oo I eT AES 4,087 22 

$ 32,004 50 
PUBLIC BUILDINGS — EDIFICES PUBLICS: OTTAWA 
Ottawa, C. Jackson Booth, for restoration of Transportation Building:—Final 

settlement of claim for damages done building and equipment, during tenure of 

Teaser py lieeAVV Orie. 4 oh 02. « ht ose He 0 octyl. Gels Wek, 19,925 00 
Ottawa, Central Heating Plant, improvements, etc.:—Installing ash-disposal system, 

Some? sundry alternations, $3,459...) . |. vera es es Sol SAN Se 7,354 00 
Ottawa, Connaught Building, alterations, etc.:—Sundry improvements.......... 985 00 
Ottawa, Departmental Buildings, Fittings:—Filing equipment: Agriculture, 

$284.20; Auditor General, $207.08; Canadian Farm Loan Board, $32; Civil 

Service Comm., $43.68; External Affairs, $399.44; Finance, $643.06; Fisheries, 

$426.14; Insurance, $93.60; Interior, $989; Justice, $30.16; Labour, $30.70; Marine, 

$1,172.30; Mines, $1,273.28; Niational Defence, $768.53; National Research 

Council, $94.10; National Revenue, $5,094.33; Parliament Buildings, $1,393; 

Pensions and National Health, $818.48; Post Office, $1,092.26; Printing and 

Stationery, $1,357.50; Privy Council, $284; Public Works, $306.60; Radio Comm., 

$250; Railways and Canals, $119.77; R.C.M. Police, $2,714.96; Secretary of State, 

$3,916.82; Trade and Commerce, $1,206.10; generally, $18,346.10; less, $980 charged 

tovV ote 235—Imperral’ Heonomic Conferences ri, ee. fee, Sei eee. « 42.407 19 
Ottawa, Government share of cost of local improvements:—Paid to City of Ottawa. 18,156 96 
Ottawa, Laboratory for Department of Mines, Booth St., and alterations:— 

Balance cost of three-phase line with additional cable, etc................000- 3,500 00 
Ottawa, Paving roadiway, etc.:—Sundry repairs, $4,525.99; detailed with Ottawa 

Buildings Repairs, ete. (Page V—23), EAMES Deate? og sill’ Sis a oce eda oeeNy a 4,987 93 
Ottawa, Photographic accommodation for R.C.M. Police:—General repairs, $455.67; 

detailed with Ottawa Buildings Repairs, etc. (Page V—-23), $676.62............ bia2 29 
Ottawa, Purchase of building for Government Workshops:—Ottawa Wine Vault 

Cee a SRV ANNU E ek LANDON U Lieto <3 o* o> ws: 3) ot 0 cncat ohare EME REED heey) ei'es cn'cg sich chavich cyuss doen ctemen avers eRe En 10,550 00 

OCR ASS Ve hea ok 6, oes ata sa oe a, fer hts on, asda (Page V—14)$ 108,998 37 
Classified as follows — Classifiées comme suit:— 

MsGersaleDupyiies, <Kepairs, .ebG. ss samedi ated op ok’ 5! aloes 97,438 98 

DISSCEW A WOO Bie spi’ sive. 2 « OS «2d oh mE I ofa 6 GRE sk as 8 « 850 83 

OtheraQutlayeathee ook. Fo 4 os etn hea 5 ee Ee © PL, StTk edhe ts 10,550 00 

PRC MIST OTHE RARE, Caeetee s 3 5,6 45 %s-0 mre 16 vole ye EY Peas. 6 GRC ALS 158 56 


67063—2v 


Part V—18 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353— Public Buildings — Kdifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Ottawa Public Buildings and Grounds — Edifices publics et terrains a Ottawa 


SUMMARY — SOMMAIRE 


Departments Generally, char service, etC........cccseeeccesccvcscecs (Page V—18) 
PHEVHCOE MATECTIC ANS ton, s soln ees ee ORG. ohit meas © otros wales tata eben (Page V—19) 
Heating, including salaries of engineers.............2.0ccceseecsves (Page V—19) 
Light) and Power, including -roads’ and’ bridges). «05 s.i.ce1s sae oe {Page V—20) 
Repairs, improvements, additions and maintenance.................. (Page V—21) 
RideawtHail, allowance for fuel and dightsso4. Mil eh. ae eee (Page V—23) 
Rideau Hall, including grounds, improvements and maintenance..... (Page V—23) 
Helephone eServices. dite cgi soa sOue ses ded eee ee (Page V—23) 
RV Ge OE SAR ul te aan aupo e an cekauwcars Sie ewe Pe AG eases A TR lab Na (Page V—24) 

(See Summary — voir Sommaire, page V—102)................-.000- 


DETAILS — DETAIL 


DEPARTMENTS GENERALLY, OTTAWA: CHAR SERVICE, INCLUDING $135 TO EF, SNOWDEN 
FOR FIRING NOON GUN- MINISTERES EN GENERAL, OTTAWA: SERVICE DE 
NETTOYAGE, Y COMPRIS $135 A E. SNOWDEN POUR LE TIR DU CANON A MIDI. 


Salaries and Wages—Traitements et salaires:— 

supervisory P.. R.. Henry, $1,728, ‘assistans.. S.. Collins, <$1.404...05 2. eee eee 
Foreman, fall! time Je Devlin! Vianvy-Mar. 32. CeO. Pot nO Eanes 
Foremen (part time), at $540: G. H. Bell; J. Devlin, Apr. 1-Jan. 6, $413.71; 
. Flanagan; J. Harris; E. N. Wughes: E. Lecompte, $478.50; W. Morford; 
ra Nunn, $489.38; J. Potter; W. C. Ralph; C. H. Sharpe; J. Stack; W. A. 
OAS "ls tarenatutere tatehetatety latalarstatatletaraleteVetateds hatatatet atatatietctaNetetallsts Name ROETRME y HINRIMIaM MD DUNRAAL Aaa 
Cleaners: W. Bowerman, July 25-Mar. 31, $555.24; W. J. Bracey, May 1-Mar. 
31, $677.18; J. F. Bryan, $864.45, W. Connor, $918; W. Dale, Apr. 1-June 11, 
noon, $154.28; J. J. Hburne, July 25-Mar. 31, $555.24; H. Gravelle, $744.68; 
W. Gunn, $1,026; J. H. Heyes, $1.019.90; H. Hicks, July 25-Mar. 31, $555.24; 
J. Jackson, July 25-Mar. 31, $555.24; W. A. Johnson, Oct. 25-Dec. 31, 
Mar. 22-31, $169.86; J. E. Lavoie, Sept. 4-Mar. 31, $441.07; R. A. Lonie, 
$1,026; J. McCormick, Aug. 23-Oct. 2, $91.46; W. D. McEwan, June 13- 
Mar. 31, $582.68; A. W. Mitchell, July 25-Mar. 31, $555.24; L. K. Murphy, 
Aug. 23-31, $19.60; J. H. O'Donnell, $1,026; C. Percy, May 1-Mar. 31, $660.84; 
W. Pritchard, Aug. 23-Mar. 31, $489.92; W. J. Reid, Apr., $67.50; J. J. Ryan, 
$701.42; W. Smith, July 25-Mar. 31, $550.89; E. Thomas, $864; EH. Tremblay, 
Apr. 1-June 24 (retired), $239.40; J. A. Viau, $1,080; A. J. Wilcox, July 12- 


May idly SES GAT tr A fe teach pence a A one Fim) Aa end ait apne Sai peau ORR) tee? 
Charmen at $450, $51,747.79; charwomen at $378, $324,083.17................ 
Firing noo eins) Snowdém, 12 *metot Margin . 3. Lar eee Soe. rae ie 


Materials, Supplies, Repairs, etc—Matérial, fournitures, réparations, etc.:— 
Cleaning supplies: mops, brooms and brushes, $2,938.32; mop presses, $497.57: 


polish and floor wax, $1.859.80; soaps, cleanser and disinfectants, $2,627.05; . 


sugar bag linings, $2,686.23; vacuum cleaners, $271.32; waxing machine, $258.72; 
sundries, $330. 5500.. sree. -2taebed nil . Satire Fe eae he ede 
DDE TR ora Bid 6 Fle be eK woo Gx dvs oo cd a ge SEM tego ed eo keys lade asueee es Aegean a eae 


Other Outiay-— Autres déboursés:—Gratuities to families of deceased charwomen, © 


$70 each: Mrs. A. Burner, Mrs. L. Charbonneau, Mrs. M. De Beaumont, Mrs. M. 


Lirler, Mrs. 8S. dualiberte, Mrs. Al liortie, MraG, Trudelss. ©. ween tee 
Less— 
Charged to’ Dept.\‘of Printing and Stationery..............5.... $ 16,395 28 
Sales’ to" waybious "departments ULav lu ee welaoke ete t gout eee ee 13328 67 


404,808 33 
106,799 00 
399,930 24 
185,104 38 
384,771 95 
19,000 00 
40,582 22 
82,500 00 
58,039 85 


3,132 00 
252 58 


6,781 59 


16,726 97 
375,830 96 

135 00 
402,859 10 


11,469 56 
7,713 62 
19,183 18 


490 00 


422,532 28 


17,723 95 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
e6e6306NaR{jTlTtw?eOha‘“seOOoes®=®=swwnwoooooOoSSS ns 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


ELEVATOR ATTENDANTS—PREPOSES AUX ASCENSEURS 


Salaries and Wages—Traitements et salaires:—i2 m. to March 31, 1933—R. Ayotte, 
$1,006.61; A. Baker, $1,134; J. Beaulne, $1,080; J. P. Bedard, $1,080; C. Blais, 
$1,134; P. Blondeau, $1,134; J. H. Bradbury, $1,026; EK. C. Bridge, $1,080; T. 
Brown, $1,134; G. A. Bruce, $1,080; W. Brunette, $1,080; L. Cardinal, $1,134; 
E. Carriere, $1,080; J. B. Carriere, $965.24; J. E. Carriere, $1,080; O. Carriere, 

' $1,080, arrears $3.45; E. Charette, $1,134; A. Chevrier, $1,134; R. Christy, $519.68 
(retired); J. Cleary, $1,134: R. Connell. $1,134; W. J. Connolly, $1,184; H. Dale, 
$806.61; N. Deslauriers, $1,080; P. J. Donnelly, $1,134; G. Donovan, $1,080; A. 
Drapeau, $1,134; J. Floyd, $1,020.30; F. F. Fraser, $1,134; W. J. Gates, 
$972; L. Gauthier, $748.16; W. Gauthier, $1,080; J. D. Gaw, $1,080; F. Ger- 
brandt, $1,020.40; M. Girouard, $1,080; J. Hanna, $757.74; R. J. Hill, $1,080; 
D. C. Hunter, $1,130.62; G. Ironmonger, $1,080; F. R. R. Jacques, $972; T. 
Jodoin, $972; G. Kimber, $1,080; H. Kimber, $956.06; J. Lacroix, $614.62; 
G. Lafontaine, $1,134; L. D. de la France, $1,134; A. Langevin, $1,003.48; F. M. 
Laughren, $1,063.85; C. Lavasseur, $1,026; T. Lavoie, $1,134; E. LeBlanc, 
$678.08; J. G. Levesque, $1,242; J. Lewis, $1,134; M. Lortie, $972; E. Lumsden, 
$1,077.10; J. J. McAndrew, $749.91; J. McCarthy, $1,059.20, arrears. $6.90; C. 
McConville, $1.134; W. L. McCormack, $950.66; F. Mercier, $1,077; H. Mercier, 
$1,134; H. Miller, $1,080; W. Murphy, $955.98; T. J. O’Hara, $.L,062¢...8.’ aly 
Olmstead, $1,080; E. M. Olson, $1,080; O. Pageau, $1,080; J. A. R. Paquin, 
$1,080; R. Pariseau, $1,074.10; J. H. Phillips, $1,080; J. Pitts, $972; A. Proulx, 
$1,130.85; G. Proulx, $1,080; W. H. Quigg, $1,134; M. Reid, $972; L. Renaud, 
$903.98; O. Renaud, $1,020.39; J. W. Rochon, $1,130.85; J. E. Rock. $1,059.70; 
M. A. Sabourin, $1,134; J. Sheridan, $1,080: J. H. Simard, $1,080; J. O. St. 
Amour, $1,026; A. Steele, $1,080; H. Stuart, $744.81; A. A. J. Telford, $1,134; 
EK. T. Thomas, $1,080; M. J. Touchette, $979.86; I. Trepanier, $1,134; J. Trepanier, 
$1,134; H. Tudor, $1,080; P. Turpin, $1.080: M. Violon. $587.56; J. Whalen, 
$1,134; E. H. C. Wittenburg, $1,134; H. Woodlock, $1,080; accounts under 
Se ee rae ns Ae eae ee LM EM Sec Toe ee ee eee 106,426 12 

Miscellaneous—Divers:—Uniforms, F. W. Burn, $30.25: Cowan and Page, $2,394.10. 2,424 35 


108,850 47 
Less—Charged to Vote 235—Imperial Economic Conference Bixpenses.. 26.00. 4 2,051 47 
Loti eiroa ie tesenertawrds ts 2B Ao. Sle 5\ ste ah cade tis akc PE 6 Bova siete cA% ens (Page V—18)$ 106,799 00 
HEATING, INCLUDING SALARIES OF ENGINEERS 
SERVICE DU CHAUFFAGE, Y COMPRIS LES SALAIRES DES CHAUFFEURS, ETC, 
Salaries and Wages — Traitements et salaires:— 

WeRema ery ae Es Gib accents. Warm ee uc, a Vien ee che ey 1,134 0 
Engineer-caretakers: F. Deavy, $1,350; J. D. SLEMELOMs: WL SoU es 5.1 OAS EO ER 2,700 00 

Firemen: W. J. Hemphill, $906.77; W. Jean, $1,130.95; M. Larkin, $1,186.35; 

LipMason 51.242 ant nla . ai lode wed: $6. suet hock. sanethlot, Lone ao 5,600 07 
Firemen’s helpers: J. Clost, $972; F. NEILL ATS SOD AAU cron yietUedveiemndts 6c 4 1,944 00 
Firemen-labourers: G. Brunet, $1.134; G. Burke, $1,134; H. Groulx, $1,242; 

W._E. Manchester, $1,132.47; W. McCann, $1,134: W. A. McPhail, $1,134; 

EH. W. Nunn, $1,134; E. O’Callaghan, $1,134; M. Shenkman, $1,242; J. Stearns, 

NUE tee gee igh, yk aa Age se 8 Co ea LAR sae ML Tia el ee Uh a eee 11,554 47 
Mecnanical suparimeeeeivie sh MO UGCRCW, co bos \cla fae cua tAR cc a eee ccd, 2,052 00 
Stationary engineers: J. A. Barber, $1,296; E. Benoit, $1,350; C. Berry, $1,620; 

J. Binns, $1,512; M. Brown, $1,402.11; T. Carr, $1,350; M. S. Carrigan, 

$1,512; L. Clyne, $1,296; J. Donoghue, $1,512; T. J. Doyle, $1,188; F. 

Dumoulin, $1,350; W. A. Fletcher, Apr. 1-Oct. 1 (retired), $678.63; A. Girling, 

$1,350; G. Girling, $1,296; R. J. Gorman, $1,728; G. Hollingsworth, $1,728; 

J. Huard, $1,296; J. M. Jackson, $1,296; J. H. Johnson, $1,288.47; F. X. 

Lortie, $1,350; W. McLean, $1,350; J. B. Mulligan, $1,728: P. O’Connor, 

Apr.-Aug. (retired), $562.50; J. J. Ogilvie, $1,679.23; J. J. Reeves, Apr. 1- 

Feb. 26 (retired), $1,078.40; R. H. Russet, $1,350: G. Turpin, SL,188. 20, .0% 36,335 34 
Steam power-plant engineers: W. J. MclIninch, $2,268: A. V. Wills, Sept. 9- 

WERE os etm er ee a mee Ae ain ee ee RR OU AN ie sal Ces vee TL 3,248 26 


67063—24v 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


HEATING, INCLUDING SALARIES OF ENGINEERS-—Cone. 
SERVICE DU CHAUFFAGE, Y COMPRIS LES SALAIRES DES CHAUFFEURS, ETC—Fin 


Salaries and Wages—Conc. — Traitements et salaires—Fin 
Watchmen: A. Auger, $810; E. Ballance, $810; W. Bambury, $1,134; R. Baxter, 
$1,080; H. Boucher, $1,080; J. W. Brunet, $1,026; E. Burden, $864; R. A. 
Burns, $810; N. Chartrand, $810; J. L. Clarke, $1,080; T. Colbourne, $1,080; 
I. Foisey, $1,134; A. Gamache, $1,080; A. R. Hind, $810; W. O. Jones, $918; 
A. T. W. Lawson, $1,080; A. Lloyd, $810; D. McGillivray, $918; R. W. 
McMillan, $810; R. F. Manning, $810; R. Patterson, $1,080; W. E. Sarson, 


$1,080; .accountd) under’) $200; '$331801 8.) 0.0. A Oe eo a eee, 21,147 39 
Weighmaster,), W.. Ji" Meagher) td, SS, see YE. SOG. Cae 1,404 00 
Winter engineers, $22,653.87; winter firemen, $33,743.25; winter fireman’s 

helpers, $1,039.94. 0H00082, coth shh cick. VAS ROOT ek RAG. 57,436 66 

144,556 19 
Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, ete.:— 
Coal: Independent Coal Co., Ltd., alexo. $272.47, buckwheat, $283.37, cannel, 

$100.47, chestnut, $929.98, slack, $154,399.61, smithing, $38.70, steam, $19,691.99, 

stove, $139.59, cartage from yard, $672.11; small accounts, $347.50.......... 176,875 79 
Coke, “Independent.'Coal.s'Col, td akt...-% aie cutee cs eae ima |e ok tothe aden hee 8,379 10 
Coke,., breeze, Independent 1 @oal’ ‘Go... TLutd Sat Ae, Cee ee | Se 3,848 27 
Fuel oil: J. Heney & Son, Ltd., $10,957.60; Imperial Oil, Ltd., $5,665.53; Sun 

Oil Co. "LAG. . $41,475,277 oismally accounts; "S270.25 02, gE PASO eee ee D 58,008 65 
Sundry items: boiler compound, $466.22; wood, $100.75.............ceceeeees 566 97 

247,678 78 
Miscellaneous — Divers :— : 
Allowance towards heating the Canadian and Woods Buildings................ 2,170. 29 
Allowance towards heating building, Laurier Ave. and Elgin St. .............. 459 77 
Gas heating, (Ottawa. Gas "Ge. Oey un Aa, Rk eee ear ee 9,167 88 
Advertising, $932.89; electric heating, $234.14; telephone service, $24.75........ 1,191 78 
12,989 72 
405,224 69 
Less— 
Charged to Ottawa Buildings, Repairs, etc......... (Page V—23)$ 2.870 92 
Charged to Vote 235—Imperial Economic Conference Expenses. . 2,423 53 
we 5,294 45 
POA 6: BJ. LAME SE ce eet BE cooks Seen, ae eel) ee (Page V—18)$ 399,930 24 
LIGHT AND POWER (INCLUDING ROADS AND BRIDGES ) 
ECLAIRAGE ET FORCE (Y COMPRIS LES PONTS ET LES KOUTES) 
Electrical energy supplied: Canadian National Railways, $1,366.57; Ottawa Elec- 
tric Co., $131,922.28; Ottawa Hydro-Electric Commission, $36,518.46; sundries, 
$157.28 ($169,964.59 ) — 
Government-owned buildings: Archives, $1,156.63; Astronomical Observatory, 

$1,572.27; Central Farm, $9,760.73; Central Heating Plant, $3,619.75; City 

Post Office, $2,935.08; City Roads and Bridges, $3,197.97; Comparator Build- 

ing, $28.18; Confederation Building, $9,506.08; Connaught Block, $6,222.11; 

Daly Building, $7,543.66; East Block, $5,705.64; Hawkesbury Building, $34.28; 

Hunter Building, $8,803.29; Langevin Block, $4,261.22; Major Hill Park and 

Greenhouses, $379.45; Mines Laboratories and Fuel Testing Plant, $10,772.19; 

Mines, Sussex St., $2,711.43; National Research Laboratories, $8,777.28: Par- 

liament Buildings, $19,851.06; Printing Bureau and storage, $8,046.65; R.C.M.P. 

Building, $594.05; Royal Mint, $197.73; Statistical Building, $4,778.17; 

Supreme Court, $832.39; Victoria Museum, $6,047.25; War Trophies Build- 

ing, $4.87; Wellington street properties, $2,854.68; West Block, $3,944.02; 

Workshops, . $1,126.28; Lyon ‘street. wood yard, $9:30..0....0..0.....2...... 135,273 69 


ing, $1,194.52; Canadian Building, $2,664.08: Dom. Loose Leaf Building, 
$1,414.13; Duford & Charleson Building, $82.52; Duhamel Building, $14.08; 
Earlscourt Block, $55.57; Elgin Buildings, $2,056.17; Free Press Building, 
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DETAILS OF EXPENDITURE-(Con.— DETAIL DES DEPENSES-Syiic 


a 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 


Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 


Ottawa-—Suite 


LIGHT AND POWER (INCLUDING ROADS AND BRIDGES)—Conce. 
ECLAIRAGE ET FORCE (Y COMPRIS LES PONTS ET LES ROUTES )—Fin 


Burlding, Slater: St. $1,807 44-202 ccrerceeteee ceee tec ee UL OTAGO Bie, 34,690 90 
General supplies: lamps, O17,195.91;, sundries, «$86.26 -5... RO, goroeari | le T/ Jae 1 
187,196 76 
Less—Charged to Vote 235—Imperial Economie Conference Expenses.......... 2,092 38 
Totals aes sk tt eter hr eke tet ei ls raters BOR (Page V—18)$ 185,104 38 
REPAIRS, IMPROVEMENTS, ETC. — REPARATIONS, AMELIORATIONS, ETC, 
Salaries and Wages — Traitements et salaires:— 

Assistant machinist! (We Ib Hvoy -.( PE ebay dew es eaue die Spa, Shere Lan 1,458 00 
Chauffeurs: J. Doherty, $1,267.28; J. W. B. SUH TOL 10782 9 erwin, ks Pie Gs og 237510 

Clerks: W. T. Cosgrove, $1,296: G. H. Dudley, $1,458; W. Dudley, $1,512; 

R. M. Dunn, $1,728; J. B. Gallagher, $1,512; E. G. W. Hurley, $1,188; W. E. 

La Beree, $972; A. G. Mason, $1,242; H. A. Paynter, $1,512; G. B. Reid, 

or 385). D# dee Phorburny $2,160). webu FORT be Uri cassny crigtnnrolo. sy 16,308 00 
Clerks of works: A. Hudon, $2,052; D. Laverie, $1,731.87, arrears, 1931-32, $29.04 3,812 91 
Pires jarar vbester J Brennuait sn! SOR es! OMT ke. winleteall ¢ yrempan tll 1,566 00 
Gardeners: W. J. Davis, $1,080; E. Gagne, $1,296; D. Kemp, $1,296; R. Palen, 

FL 296. 2 VORA PION? 20 PEO EP BEATER asi ies pia swt Piml Pahsid 4,968 00 
Messengers: C. D. Platt, $864; W. Stewart, $1,170; J. Thomas, PLUSO Ie Ate: 3,114 00 
Stenographers: F. Latour, $1,026; H. E. Lovekin, $1,026; H. L. Maser, $972.... 3,024 00 
Bhoiemeener, Ge Brontie Ua. . fee heme Mee: SUN SA Way RRS bine ols 1,697 53 
pancuvisor, oferoundes,"P. Hl) Davigy. osama te een eee itds 1,620 00 
Employees at prevailing rates: blacksmiths, $1,665.10: blacksmith helpers, 

$1,391.68; carpenters, $45,361.64; electric power plant operator, $1,504.90; 

electricians, $19,307.21; electric wiremen, $3,924.20; elevator repairmen, 

$6,053.01; foremen, $16,268.79; assistant foremen, $14,452.37; labourers, 

$58,160.13; locksmiths, $3,621.90; machinists, $7,189.40; masons, $8,712.38, helpers, 

$5,613.26; painters, $16,940.45: plasterers, $2,116.13; plumbers, $20,574.03, 

helpers, $6,570.56; roofer, $1,366.16; sheet metal workers, $3,775.91, helpers, 

$1,035.40; teamsters, $12,060.17. .............. BR ye iG Nee Bat AN. Ac ARE Nal a i 257,664 78 
Services of temporary carillonneurs: R. Donnell, $1,270; J. Lu. Richardson, $25.. 1,295 00 

298,903 82 
Travelling Hapenses— Frais de voyages:—Sundries............0. ce cecececece ee, 130 20 
Materials, Supplies, Repairs, ete. — Matériel, fournitures. réparations, etc.:— 

- Agriculture Dept.: furniture, $1,184.77; sundry supplies, $1,270.27... oe.255 es 2,455 04 
Cer CIDE Se SUDDLOR! 2 ho Gh MEN et Ge Ae uk) ges mes 149 18 
Aaditor Generals, | Offical veundry aupplieswiiia yor 0 KOU 88 ad Th ete 12 55 
Canadian Radio Commission: furniture, Sia PUGS) S4G8 a bebe aL 1,680 20 
Clyil Bervire Gominission, “sulidry supplies | Meee oa es et ies ea ae ta 
External Affairs: furniture, $148.72; rugs, $134.10; sundries, $73.88........... 306 70 
Finance’ furniture, $625.61; rugs, $642.75; sundries, $294.03....... dC eek al 1,562 39 
Heshenten: mimervorauppliese’.', {See ieee ETE Tihs Abo SPE OR ed ba A 9 02 
Immigration and Colonization: furniture, $27: SUNNTIes S85 ORs tee eke ay 62 28 
Indian Affairs: furniture, $161.52; sundries, PeuDo: eartace, $80.7. oe ee, 267 07 
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PUBLIC WORKS—TRAVAUX PUBLICS 


- Votes — Crédits 121 & 353— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-—Suite 


REPAIRS, IMPROVEMENTS, ETC.—Con.— REPARATIONS, AMELIORATIONS, ETC.—Suite 


Materials, Supplies, Repairs, etc—Conc.— Matériel, fournitures, réparations, ete—Fin 
Interior, SUNGLY «SUPP]I|S!) 4. id. oh & bieleten ORE SES o choke Ad ic peueingeene « SASHOLNn fs Re EI tee 


Justice:,, furniture, $1,102.40; sundries, $75.49. \. sy). gi < 2k & thi sisinis » seen eras 
Labour,.,sundry; supplies. £....G BES a. we Bl ewble th aactes es 3 ee ot + es ee - ee 
Marine:. sundry: «supplies; $105.10.) -cartage, «$12! . nie Beier mislislieG. Dati. tied 
Mines: furniture, $19; installing metering service, $342.28; rug, $75; shingling 

roof, $749; smoke stack, $291.50; sundries, $390.40; cartage, $20............ 
National Gallery: uniforms, $90; sundries, $84.82........ 0... cece eee eee ete eee 
National Defence: furniture, $9.36; rug, $33; sundries, $272.20.............. 
National Revenue: furniture, $128.78; sundries, $584.40; cartage, $32........ 
Pensions and National Health: furniture, $51.74; sundries, $91.30............ 
Post Office: furniture, $45; rug, $39.95; sundries, $411.52; cartage, $45.......... 
Prime Minister's Office, TUPTIGUTC. cc .aio.s 01 50 aye 8,8,059)008 nis acee 5 iol Slee hi oda <a 
Privy: Council, cleaning ‘curtains’... .. AiO « svsimiahisisistes lets Ces poedatnn AOE » die 
Public Works: furniture, $315.05; rug, $29.20; sundries, $197.78.............. 
Railways and Canals: furniture, $20; sundries, $83.87; cartage, $4.......... 
Ratwayo Oommission:, sundry supplres’ cigs ess hep si2 6 On ous ose tutes 19 ouedels em ae 
R.C.M. Police: furniture, $12.63; sundries, $793.30; cartage, $384.. .......... 
Rovalodisat, unre SUDPIICs pac 'ccents cose age > wim olny. sixes sia gel tie hee eee een 
Secrebanyy Ob Staley SUNGTY. HIPpPliGs. os sae oa o's «Sie cle ae eels Soeeee rele) Wie Sree 
Sunteine COUT, ySURATY, SUPPes 6s ca yn ars\s lors wore cole Gre nial lie ats ao eteta ts eleta tete ts belaha hel eMte 
oor and Commerce: furniture, $67.95; rugs, $59.05; sundries, $369.77; cartage, 

DA pena a NPs ice A) i ee Pas NT PS RL TH ooh ALIAS An oy gots (5 1OKd GUTOR CO CG) Od OU MOOG. 
Victoria Museum, ‘sundry esupplicstliaiws . RAOETAMAT AG oo. IE. . AER IIORAIEE. «5 
Auditorium Building, installing electric water heaters. ............ cece cece eeeee 
Bate Building, installing electric water heaters........... 0. cece ee eee eee eee. 


Central Heating Plant: heating supplies and repairs, $3,860.25; sundries, $1,156.75. 
Confederation Building: maintenance service of elevators, 12 m. to Mar. 31, 


$6,375; sundry (supplies ($771. aas.be . e6leitd. Fb. oO). pBOG Te. arom. .ch 
Connaught Block: elevator repairs, $959.35; installing water service, $171; 
sundries, S20... So de MEME ER - vcoheeep >. cA... 20. GRORUER s tet Mle EP shasta eee 
Daly Building: elevator repairs, $1,072.79; sundries, $1.50.............+...... 
Dominion Observatory and Geodetic Survey Buildings, sundry supplies...... 
Edward’s Mills Property: lumber, $1,104.90; maintenance of signals, 12 m. to Oct. 
3.1988, SlO0 baer. ooh -. ae Fe api t E> - POE: E+ ponte: OF -GeG-dae etree: bey 
Hunter Building: heating supplies, $274.38: maintenance service of elevators, 12 
mr bor Mari: 31,983,000, sis sgeumnmsaedtlts He + SR eee « dipenay eRe oes Shee ORR IIeE. > Si ats 
Jackson Building, installing lighting service............0.see sees eee aN ae 
Langevin Block, sundry repairs ....... 0. cece eee e weet ee tees ent teense oo 
National Research Building: furniture, $45.50; maintenance service of elevators, 
Oct. 15<Mar. 31, $715; snow cleaning, $496.52; sundries, $3.86.............. 


Parliament Buildings, Centre Block: clock repairs, $159.38; dishes and glassware, 
$891.05; elevator repairs, $202.57; furniture, $1,969.55; furniture repairs, 
$190.75; rugs, $184.28; shades, $224.68; sundries, $2,494.25; cartage, $30.... 

Printing Bureau: construction of sidewalk, $149.60; elevator repairs, $267.42; 
improvements to heating system, $300; sundry BUDPITES, S2,4260G0.% sa es 

West. Block,, SUNAEY); SUDDINES pacers = sicvatnes. cc Pius fe) tueo she> ep eaveiernee yaks © SAisls 2 0 © > ae. cimane 

Government Grounds, Greenhouses, Parks, etc.: bulbs and plants, $785.66; 
ereenhouse repairs, $324.67; roadway and sidewalk repairs, $2,481.31; sods, 
$925.40; treating trees, $805.90; sundries, $1,646.17.......... 2 cee e ee eee ee eees 

Government Workshop, sundry supplieS ........cec eee ee eee e ne ee terete reeeces 

Generally: auto supplies and repairs, $60.85; awnings, $3,346.30; clocks, $142.80; 
felt, $220; furniture, $2,359.46; gasoline and oil, $721.19; linoleum, $1,620.18; 
sundaes, $22,558.76 iu) mules . MuPAM Rees eo OLD GN ie caee amieneiste ts o kia so otelatlens 


Printing and Stationery —Impressions et papeterie:—King’s Printer: printing, 
$976.99: supplies, $317.43 fice nels t este ee ee tee eae ee es bowen s eye ae n¥ cs 
Miscellaneous — Divers :— Na 
Taxes paid to City: Sussex St. property, $971.96; Wellington St. property, $925. 
Tcé;) $3,935.80 # sundries) ($595.93" os iat. Hoses «ee Ve sige ingens © Mane ola sh anes 


1,896 § 


4,531 
6,428 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
ea_»@0w*o>*n0»oOa_aeeoooo—s$S$<S<S—_—ooOoOooooonoanmaqS09mmamanaS eee ee owe __ eee 


Votes — Crédits 121 & 353— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


REPAIRS, IMPROVEMENTS, ETC.—Conc.— REPARATIONS, AMELIORATIONS, ETC—Fin 


Other Outlay — Autres déboursés :— 


i favuityttoithe widow: ofthe: late W..H,- Ashie 2.4. eo CRUE. OO Rte 300 26 
Adjustment — Ajustement:—Detailed with Ottawa Buildings Heating.......... 
(Page V—20) 2,870 92 
e 392,320 62 
Less— 
Charged to Ottawa— National Research Council Laboratories 
PRATER UTICA SE MSS ER aD CEAOREE TELL (Page V—99)$ 2,452 89 
Charged to Ottawa—Paving Roadways, etc........ (Page V—17) 461 94 
Charged to Ottawa—Photographic Accommodation, R.C.M. Police. 
(Page V—17) 676 62 
Charged to Vote 235—Imperial Economic Conference Expenses.... 2,876 76 
Repayment for work done on Fisheries Exhibit.......... dihirde ne ati 587 52 
Repayments tor .eusidry repairel ©, 2.5 OMe Bes pone, IE, 492 94 
_— 7,548 67 
POLAT hs Oe eee ePID. POR FM! Co eee aT ROR: 1B (Page V—-18)$ 384,771 95 


RIDEAU HALL (INCLUDING GROUNDS) —-IMPROVEMENTS, FURNITURE, ETC. 
RIDEAU; HALL Y COMPRIS LE PARC—- AMELIORATIONS, AMEUBLEMENT, ETC. 


Salaries and Wages — Traitements et salaires:—Engineers at $1,350, A. W. Hughes, 
T. J. Smith; fireman-labourers, P. Carpenti. $1,048.38, L. Goyer, $1,051.18, J. 
Cranston, $769.50, Z. Plouffe, $850.50, E. Richard, $850.50, N. St. Germain, 
$850.50; head gardener, A. E. Challis, $1,800 (quarters, $360, not included); 
gardener, B. C. Best, $1.134; greenhousemen, H. 8S. Aweock, $1,188, C. J. 
Schoenherr, $1,296, L. A. Schroeder, $1,296; seamstress, Mrs. A. O’Hara, $1,080; 


employees, at iprevaslings rates,) $13,932. LOre aye ee OE. eR Ne wy he RL Sone 29,846 66 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, etce.:— 
Bulbs, plants and seeds, $2,115.34; dry goods, $1,906.08; sundries, $5,939.89...... 9,961 31 


Miscellaneous — Divers:—-Express and freight, $414.90; ice, $315.35; sundries, $44. 774 25 


—— ees 


RIDEAU HALL: ALLOWANCE FOR FUEL AND LIGHT 
RIDEAU HALL: ALLOCATION POUR CHAUFFAGE ET ECLAIRAGE 


His Excellency, the Governor General, allowance, 12 m. to Mar. 31, 1933........ 
(Page V—18)$ 19,000 00 
TELEPHONE SERVICE -— SERVICE DU TELEPHONE 


12 months to March 31, 1933 —12 mois terminés le 81 mars, 1933 
Centre Block exchange: equipment service, $4,650.81; station service, $11,253.36; 


IpeLALOrS.. 0,100 BOG ema ge? \R10S.4 200 hime oe dale SOOO. MIS ARS ST 23,367 94 
Connaught exchange: equipment service, $3,401.65; station service, $4,100.17; 

Geer tors wien i atO a bind leage,, SIL Ga team aveiardtenshs) Gie¥ iin alatadarcdchoreove hein aed iareors 10,469 01 
Farm exchange: equipment service, $899.67; station service, $956.56; operators, 

POU 2 2. siete Ty eee a st. ote EER. os ie Sad em LB bei Leg 9g Bt ot 2,867 45 
Hunter exchange: equipment service, $7,800.37; station service, $9,307.55; operators, 

$301 5.003) Mileaee1SODDI60. FF LU ade TIP bee ITNT ECR Stee tba ed ode v Gy 21.641 54 
Mines exchange: equipment service, $352.40; station service, $194.52: mileage, $16.96. | 563 88 
Museum exchange: equipment service, $722.26; station service, $757.21; operators, 

DO eo 20S ea erie basics ides ER RI EE eh EE bey RMEM oe LPN rieST.. 2,365 62 


National Research exchange: equipment service, $710.13; station service, $1,286.50; 
OPeratore,.. 51 0a Bhs Mea oS LOT Al. SRO LOR a nerghetcut ciroisl cielo sewtersyersi tbe dw ecighee es 2,805 61 
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PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 121 & 353— Public Buildings — Edifices publics — Rents, 
Repairs, Porpiiar e, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Ottawa Public Buildings and Grounds—Con. — Edifices publics et terrains a 
Ottawa-Suite 


TELEPHONE SERVICE—Cione. — SERVICE DU TELIEPHONE-Fin 


Prime Minister’s office exchange: equipment service, $207.96; station service, 
S1SNGO: operators Sb2B8.. . soisiee teresa ose orpteletes aide a PE HEEL Dies bin AE aaa 
Printing exchange: equipment service, $884.28; station service, $1,014.38; operators, 
SLOG 4 ; nia eh BSG: os as oe es pido ope Ree ere pie nee are been ery ee 
Rideau Hall exchange: equipment service, $500.64; station service, iat 
operators i SLO82A8 SFG. . HG thew ati ad MOE I. Be cae + Siete ater aps a 
Woods exchange: equipment service, $2,684.74; station service, $3,494. O4: oper- 
ators, $2,535.79 simileare! $2HG-40)) coe te WN ee odie alot ie sb ece Maaiatn le hen oti a PR 
Office telephones, direct lines: Agriculture, Minister, $72, Hull Research Station, 
$86.36: Governor General’s Office and Rideau Hall, $311.04; House of Commons, 
Hon. R. B. Bennett, $72, Hon. W. L. Mackenzie King, $68.40, Speaker, $1.14; 
Labour Minister, $90.60; Marine, Radio Branch, $68.40; National Defence, medical 
stores, $68.40, ordnance stores, $66, radio station, $63.60, Rockcliffe Airdrome, 
$328.20, Rockcliffe Annex, $126.60, small: arms school, Connaught Rifle Ranges, 
$334.20, Victoria Island, $330 40, wireless station, $99.80; National Revenue, Hull 
Custom House. $73.40; Pensions and National Health, Aull Laboratory, $70.80; 
Post Office, Hull P.O., $68.40, Ottawa P.O., $10.70: Railways and Canals, 
Minister, $72, Rideau Canal Service, $267.60; R.CM. Police, $2424, 76. 0 ek te 
Telephones in private residences: Agriculture, Minister, $71.05, private secretary, 
$39.60: External Affairs, private secretary, $39.60, stenographer, A. Hall, $39.60; 
Fisheries, Minister, $61.20; Governor General’s Office and Rideau Hall, P. 
Broderick, $39.60, coachman’s residence, $37.20, head gardener, $37.20, married 
servants’ quarters, $37.20, military secretary, $67.94, steward’s residence, $37.20, 
superintendent, $37.20; House of Commons, Hon. W. L. Mackenzie King, Kings- 
mere, $50.04, Laurier House, $238.80, private secretary, $54; Immigration and 
Colonization, private secretary, $37.20; Interior, Minister, $58.80, private secre- 
tary, $39.60; Justice, Minister, $68.68, Solicitor General, $74.40, private secre- 
taries, Miss M. M. Turcotte, $25.93, J. Landry, $15.84; Labour, Minister, $60.80, 
private secretary, $39.60; Marine, Minister, $43.20, private secretary, $39.60; 
National Defence, private secretary, $39.60; National Revenue, private secretary, 
$49.20; Pensions and National Health, Minister, $43.20, private secretary, $39.60; 
Post Office, Minister, $44.20, private secretary, $39.60; Public Works, Minister, 
$46, private secretary, $47.60; Railways and Canals, Minister, $55.20, private 
secretary, $39.60; Secretary of State, $27.60, private secretary, $39.60; Senate, 
Speaker, $24.47, private secretary, $37.20; Trade and Commerce, Minister, $41, 
nemmetemsechetany,. $3900. os dodarced 8a ts ee Fcke Bes ted eh es ete 2 ae ea 


Printins and‘ Stationery Nane’s: Printer, prinvine <i.40) e742 02062426 age ma ae sae 
Less— 
Charged to Vote 235—Imperial Economic Conference Expenses. .$ 750 23 
Charged to Vote 246—Unforeseen Expenses, etc...(Page F—25) 2,140 47 
Sale of government telephone directories..............eee ewes 152 06 
Total. oo x ween le 85 Be MT Pt OY laa Je eae (Page V—18)$ 


WATER SERVICE — SERVICE DES EAUX 


City of Ottawa, water supply, 12 m. to Mar. 14, 1933, metered service: Archives, 
$1,093.93; Bureau of Statistics, $7,044.65; Canadian Building, $1,661.54; Central 
Farm, $2,108.22; City Post Office, $1,156.30; Confederation Building, $2,470.88; 
Connaught Block, $1,149.97: Daly Building, $2,283.89; Drill Hall and Ordnance 
Stores, $111.08; East Block, $5,297.15; Forest Products Laboratory, $367.94; 
Fuel and Ore-testing Laboratories, $1,193.67; Harris-Campbell Building, $484.97; 
Hawkesbury Building, $164.91; Hunter Building, $1.3894.54; Imperial Garage, 
$156.30; Lamh Building, $218.22; Langevin Block, $1,198.63; Mines Dept., Sussex 
St., $989.23; National Research Laboratories, $281.04; Printing Bureau, $2,565.62; 


1,596 56 
3,059 26 
1,955 67 
9,070 97 


2,994 80 


85,542 70 


3,042 70 


Part V—23 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suile 


Votes — Crédits 121 & 353— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Ottawa Public Buildings and Grounds—Conc. — Edifices publics et terrains & 
Ottawa-—Fin 


WATER SERVICE—Conc. — SERVICE DES EAUX—F'in 


‘City of Ottawa, water supply—Conc. 
Rideau Hall, $2,255.62; Rockcliffe Rifle Ramee $619.12; Royal Mint, $678.16; 
Supreme Court, $134.51: Sussex St. property, $274.69; Victoria Island Shipyards, 
$636.57; Victoria Museum, $707.63; Wellington St. properties, $10,135.73; West 
Block, $2,858.94; Woods Building, Slater St., $1,329.43; Workshops, $471.22; 
Rep at eel eae ee Arter UE er iret eae ene ae cate Ventas tne 
City of Ottawa, rates based on assessment: Forest Products Laboratory, $48.19; 


Sussex St. property, $122.83; Woods Building, Queen St., $37.44................ 
Adjustment: Wetailed. én .lOdleaad DAE 4 Vine leer) tee op aad > paiven bile + 4008.0 Shoe ST + miacsege 
Less—Charged to Vote 235—Imperial Economic Conference Expenses.......... 

CL Oat, bit rs AVR: eh Peas tvchs:s CAPR cp cary lg PR ens We oh Br ns wa cctedds (Page V—18)$ 


53,909 


208 
4,788 


10 


46 
35 


58,505 91 
466 06 


58,039 


85 


Dominion Public Buildings — Edifices publics du Dominion 


MARITIME PROVINCES — PROVINCES MARITIMES 


Amherst, N.S., Public Works Agency:—Char service, $195.48; exchange service, 
Ie BSL OMY, FEMI LOR CO ie Siete, Cede YS = can aie uetinus 6, s(ie 2) esse pusl ge Cents ace lee sp 
Amherst, Post Office: —Caretaker, J. O. Lamy, $942 (quarters $300 not included) ; 
care of clock, $45; heat, $627, 49; light, $614.01; repairs, $523.05; sundries, 
ene Re ace ee a tee ae 4 Tt REM dase the we, oe Pale OS hale’ 45 os AK esha PE + he 
Annapolis Royal, Public Building:—Caretaker, J. F. Riley, $834 (quarters $300 not 
Aree heat, $458; light, $281.05; repairs, $1,447.88; water, $50; sundries, 
A A RN ae SRN hy it on. tcl thay apie okie GORE & Meas TRING BEES said dash os het srg AIREE: suchaheld 
Antigonish, Public Building:—-Caretaker, T. Duggan, $942 (quarters $300 not in- 
cluded); care of clock, $45; heat, $544, 71; light, $321.99; repairs, $890.90; sun- 
Cememie 7 LOO, Prati e eo sb Meet ota Aca enna «RON fcr ee mere « BAC « wears, = % 
Arichat, Public Building:-—Caretaker, Apr. 1-Nov. 18, D. Terrio, $194.83, Dec. 19- 
Mar. 19, A. Boucher, $135.44, Mar. 20-31, J. Latimer, $3.38 (quarters $9.68 not 
included); heat, $310; light, $148.85; repairs, $250.26; sundries, $41.06......... 
Baddeck Post Office:—Caretaker, J. N. Nicholson, $1,134; heat, $196.47; light, 
S142) ‘sundtres, 104.56) 10) 1 RR. REG. ocs ean apie elax enced. ondigals 
Bridgewater Public Building:—Caretaker, S. A. Conrad, $834 (quarters $300 not 
included); care of clock, $45; caretaker’s supplies, $109. 16; heat, $333.53; light, 
$275.66; repairs, $127.68; sundries, SESS Mes SR ia) MUTANT. Pee HOA, eR co, of 
Canso Public Building:—Caretaker, G. A. Pyche, $942 (quarters $300 not in- 
cluded); care of clock, $45; heat, $414.47; light, $446.98; repairs, $106.22; 
SUMPADIER SOLA ble. nk srch abet Coee sap se: vb aren aeaneh akat eee eves tas TONE Nite ea Lan Coc) Ger ay geet PANES. 
yee ee Post Office:—Light, $37.46; rent, $324.96, less $125 paid by 
OQ. CD Uae eet ecctooe oat okl-voh o-atotcl ot emel ohn NGRE RS wattas SIMs. cl CMON cen, wel Sh Eyc ua stra eo hous ele ba 
Dartmouth Post Office:—Caretaker, J. F. De Van, $834 (quarters $300 not in- 
cluded); care of clock, $45; caretaker’s supplies, $116.40; heat, $438; light, 
S67 2.07? *euttarmies SOLOS 529 SE ie BR Pree 24d. ol ie Pit ek, FE a 
Digby Public Building:---Caretaker, G. E. Syda, $834 (quarters $300 not in- 
cluded); care of clock, $45; heat, $3883.38; light, $515.40; repairs, $879.38; 
Waters Stac. venndries, «$158.64 00, NGS VUE Oe John et bModl, oolkeaaiaegel,.. 
Glace Bay Post Office:—Caretaker, J. MacInnis, $834 (quarters $300 not included) ; 
heat, $610.50; light, $271.98; water, $57.40; sundries, BLOODS OLE RUS TOE, SOT 
Guysboro Public Building:—-Caretaker, $123; care of clock, $54; heat, $266.50; 
Nght; $281 45*>repairs; $924 86? ‘sundries, $48.95. 8245 88 OS, RESED GOR os 
Halifax, Bedford Building:—-Char service, $163.50; rent, $780; sundries, $111.85.. 
Praia Cae sEROeDIenl VV aLel . pete rae oA re oe fo ee te rr oes 


52 


82 
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20 


82 
35 
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07 
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06 


35 
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Part V—26 


PUBLIC WORKS —TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du) Dominion—Suite 
MARITIME PROVINCES—Con.— PROVINCES MARITIMES—Suwite 
Halifax, Condon Building (Labour Dept.) :—-Char service, $324; light, $97.51; rent, 


$060: sundries, SIG56. «sedmsediwsie s chred ASkB& oa lewiae.- | ee re aM he A cerita 
Halifax, Cragg Building (Marine and Fisheries Office) :—Char Me $216; 
furniture, $265.62; rent, $1,850; repairs, $143.22; sundries, $15.9 Nyce be 5 cat 
Halifax, Cunard Building: —Char service, $486; exchange service, bie tp 25; light, 
$130. 40; rent, $11,320; repairs, $108.90; sundries, DOLD tn sds Gs coated: achiac. @PREN att Bes 


Halifax Custom House:—Caretaker, Bs W. MacDonald, $834 (quarters $300 not 
included); cleaner, M. S. Penny, $1.026; elevatorman, J. Wiles, $1,134; engineer, 
W. Morash, $1,296: fireman, M. Duggan, April, Oct. 10-Mar. 31, $573.68, less 
$286.84 charged to Halifax Post Office; firemen-labourers, A. Kisenhauer, $1,134, 
W. Holland, $1,026, F. Nolan, $1,026, less $472.50 paid by Fisheries Dept.; char 
service, $1,404; uniform, $24.50; caretaker’s supplies, $277.87; furniture, $227.49; 
heat, $1,414.79; light and power, $1,685.39; repairs, $2,891.03; water, $576.79.... 

Halifax, Dominion Analyst’s Office: —F urniture, $184.79; rent, $1,600; repairs, $6. 

Halifax, Old Fisheries Experimental Station: fWorniture.. Mee. do ee 

Halifax. Navigation School:—Light, $128.46; rent, $960; sundries, $4.98........... 

Halifax, Post Office:—-Caretaker, J. F. Sullivan, $780 (quarters $300 not in- 
cluded) : cleaner, J. Gordon, $810: eleyatormen, G. H. Blackman, $1,080, W. R. 
Evans, $1,080; engineer. L. Cunningham, $1,296; fireman, M. Duggan, $286.84; 
firemen- labourers, T. Connors, $1. 134, J. Woods, $1, 134; watchman, E. Hy Martin, 
$1,080; char service, $1,495.80: care of clock, $67. 48; uniforms, $48.65; caretaker’s 
supplies, $64.40; furniture, $259.69; heat, $1,314. 40: light and power, $3,134.06; 
repairs, $4,168.48; water 1571493 vemoeen (emcin tas Bee. tie. Sites eels EY 

Halifax, Public Building. site: LAKES oe Ai & + OM « Sle ely s eee ear aber e ee 

Halifax, Quarantine Station, Lawlor’s Island:—Heat, $790;. light, $406.84........ 

Halifax, Quarantine Station, Rockhead Hospital:—Heat, $1,844.88; light, $400.04; 
water, 19240. [6 cus ae ctagat |. JRO ee) vaeleeie Are kD Dee Dee, Clad 

Halifax, Queen Building (Canadian Farm Loan Board):—Char service, $180; 
rent, $1,080: , sundries, \iS30. 98.0. due. Be Leo desileaes Selah oe el ees eee 


Halifax, Stevens Building (Weights and Measures Office) :—Rent................ 
Halifax, Telephone Building (Income Tax Office) :—Char service, $648; furniture, 

190.503) light,” $169:43 = rent, $7,000: vsunrd ri bg! "SOD St PAS tN tae MR et kan, 
Halifax,. Buildings Generally*——Simdries ives oe ce eee ek as Re rane Sen ae ek 


Hantsport Public Building:—Caretaker, W. H. Pulsifer. $240 (quarters $300 not 
mechided); Hight; * $6817 ‘sundries, 1$151.20.',2..5.,45 6 aetennees «ee ae epee as 
Inverness Public Building:—Caretaker, D. J. Gillis. $888 (quarters $300 not in- 
eae sundry labour, $127.17; heat, $353.25; light, $384.30; water, $50; sun- 
dries e119 “niu REO CURR ERE A Nak CR OEMGD COR ERN TERE UA DALE SR CMC EE CMR tu es 
Kentville, Experimental Farm:—Heat, $824.82; light and power, $702.26......... 
Kentville, Public Building:—-Caretaker, W. Hiltz, $942 (quarters $300 not in- 
cluded); care of clock, $45; furniture, $179.75; heat, $503.99; light, $288.43; 
repairs, $192. 10; water, $50; sundries, $14. SOO... ik ees oh. 
ange. service, $39; rent, $180.0... AR SOIE. .wciehs 
Fase ncol: Poin Office: 7 tletaicert D. F. Winters, $930 (quarters Oct.-Mar., $150 
not included); care of clock, $45; heat, $522.74; light, $153.61; repairs, $844.65; 
UITT TCS, SLOG eric cas sigvenvnrae vehesetcdete ae linaces doatctesascnct@e LUM CML a eee Bee he hiss 
Lunenburg, said Building:—Caretaker, J. F. Fox, $888 (quarters $300 not in- 
cluded); care of clock, $45; caretaker’s supplies, $109.37; heat, $410.84; light 
and power, $443.47; Repairs, .S856.525. water, Solocicu ahucideuiee ee eo 
Middleton, Public Building: — Caretaker, J. P. Dodge. $780 (quarters $300 not 
included); heat, $391.87: light. $236 93: sundries, $150.14 ial. 235, 22 eee 
Nappan, Experimental Farm: :—Heat, $568.67; light and power, $505.32........ 
New Glascow, Post Office:—Caretaker, J. F. McDougall, $857.42 (quarters July 
4-Mar. 31, $222.58 not included) ; heat, $587.50; light and power, $746.32; water, 


$100; sundries, PG sn co igilorcue tary hue: BAAR sagas, ee yO a pen clue Rei te ck Bs eee] 
New Glasgow, Tempor 19S 1 fC . seabton ssl es, 3 cy «mye 
North Sydney Immigration Building:—Light, $68.70; rent, $2,280.............. 
North Sydney M. and M. Examiner’s Office:—Rent...............cccccceeees 


North Sydney Naval Air Station:—Watchmen, T. Bartlett, $810, gratuity, $67.50 
(retired), R. Clarke, $918, Habes $76.50 (retired) ; sundry labour, $449.28; 
ight; $22.65; “sundries, "869-46 or. es v5 pk ee ton oe. Be eee ee 

North Sydney Post Office:—Caretaker, H. D. McMillan, $942 (quarters $300 not 
included) ; heat, $467.75; light, $472.20; repairs, $1,318.12; sundries, $132.54. 


1,398 
2,490 
12,339 


2,413 
3,332 


07 
81 
75 


21 


Part V—27 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 

Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
MARITIME PROVINCES—Con.— PROVINCES MARITIMES—Suile 


Parrsboro Public Building:-—-Caretaker, C. L. Johnson, $834 (quarters $300 not 
included); care of clock, $54; heat, $481.20; light, $763.80; repairs, $103.84; 


Water, S00; polmarice, yquse Oo. lS. cer oes Aa, Keen se. Neyo ee Yok. ee 2,435 47 
Pictou Custom House:—Caretaker, A. Stiles, $1,134; heat, $407.68; repairs, $300.40; 

SNe EOL AVS ORF Ah RL nat. AN ahchuch vt, oats! atan  ehokeboh mine eo raer ey ace m caeint soca HURT A AAU Be: OLA okt 2,005 89 
Pictou Post Office:—Caretaker, G. MacLean, $442.56; heat, $390.54; light, $248.31; 

Pepairs,. Boars > SUG ries, VeOO4On. CNET HRS? Ceil. R SDLS. ited bleed ahiae). dea 1,630 64 


Shelburne Public Building:—Caretaker, R. M. Bower, $780 (quarters $300 not 
included); care of clock, $45; heat, $455.37; light, $246.77; repairs, $115.61; 


ACh RPE As F220 Akad 0 odie wiv way BAe de Cees ote eA OA As 8 de eh tee 1,669 75 
Sherbrooke Public Building:—Caretaker, J. K. Bright, $240 (quarters $300 not 

included); furniture, $174.50; heat, $167; light, $63.20; sundries, $27.33...... 672 03 
Shubenacadie Public Building:—Caretaker, J. Blake, $240; heat, $124.74; light, 

Soe. Os. SUT GROG LG ily!) iow ae tniiny OMe. ted bh df. aoc sakG de «seal 508 19 
Springhill Public Building:—Caretaker, A. L. Canning, $834; care of clock, $45; 

heat, $471; light, $308.13; repairs, $826.33; sundries, $186.94.............008 2,671 40 
Stellarton Post Office:—Caretaker, J. Ward, $240 (quarters $300 not included) ; 

heat, $309.50; light, $131.85; repairs, $365.55; sundries, $98.74.............. 1,145 64 
Sydney, Immigration and Marine Offices:—Furniture, $125; light, $16.15; rent, 

AAs EO ks Ueda ee Reh HCE. SRG «SE SO chaebat A ORIE sri teb Ts je Md 575 99 
Sydney, Masonic Building, Fisheries Office:—Rent...............cccececcccece 655 50 


Sydney Post Office:—Caretaker, G. Fox, $834 (quarters $300 not included); care 

of clock, $45; char service, $216; heat, $672.25; light, $927.40; repairs, $790.88; 

Water, | pow; TeuMmaried. 1 ol 4B oneatee, easel. « cepa l » llsa ee. sdearie bcs. 3,689 37 
Sydney Mines, Post Office:—Caretaker, C. Ivey, $375 (quarters $300 not incl ded ) ; 

heat, $411.34; light, $380.84; repairs, on account electric wiring and fittings, 


$001.00, sundry }).o12;93s%eundries,, $104.90 2. 2). ulelnde lo sun i Wilde. S 1,846 56 
i Trenten,) ost ,Otlice:-—bicht,,,$44.27:) rent, S600.08. \ dani iea. 0G DLE. cideul. 3 644 27 
Truro, Agriculture Department:—Rent, $1,020; sundries, $9.60...............05. 1,029 60 


Truro, Post Office:—Caretaker, W. Armsworthy, $834 (quarters $300 not included) ; 
furniture, $103.19; heat, $683.75; light, $376.83; repairs, $219.58; sundries, 


SUE tre « . eeckats as er EG eR er) ai ed hs 8 a a a CR Re Retna RES 4 fe | 2,369 96 
Westville Public Building:—Caretaker, R. McCoull, $834 (quarters $300 not 
included); heat, $322; light, $149.13; repairs, $550; sundries, $66.63.......... 1,921 76 


Week, “SoU. animes, ‘S370 teo Oe lee FAR ERS ek Ae Ue ek 3,879 83 
Wolfville Public Building:—Caretaker, R. Spicer, $942 (quarters $300 not in- 

cluded); care of clock, $45; heat, $405; light, $232.16; sundries, $126.50...... 1,750 66 
Yarmouth “Marines tthool!—+Reémtuy, cOte amg). WOW. ba4 ON EOS. wlelestcle ne cintthl), te 300 00 


Pioeae. Gy ators S100). indies SPOON eos Come h eh Rte Be AF 6 RP ON ogi 2,637 49 


gouche, $120; Weymouth, $240; Yarmouth, $760......2.. 00. cccccadecccsccce 7,287 81 


Yarmouth R.C.M.P., $90.45; painting 3 letter boxes, $6........c.0ccccecccees 488 75 

Sundry Rents:—Telegraph Offices’ exchange service: Baddeck, $34.90 ; Englishtown, 
S0otr Liverness BSS F208) vi VS COR ae © OR ORE otal oe RELL ORS Fe ase. 81 10 
Nova Scotia, Buildings Generally: —Sundries. ........ 0... c cc cece ccc cccececeueeee 54 51 
162,955 71 


Charlottetown, P.E.I., Custom House:—Caretaker, G. 8. M. Larter. $1,134: char 

service. $155.52; sundry labour, $141.61; exchange service, $94; heat, $523.19; 

light, $265.42; repairs, $145.82; water, $34; sundries, $94.85................ 2,588 41 
Charlottetown, Dredging Office: Exchange service, $49.04; light, $10.57; rent, $105. 164 61 


Part V—28 
PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du) Dominion—Suite 
MARITIME PROVINCES—Co.— PROVINCES MARITIMES—Suite 


Charlottetown, Experimental Farm:—Heat, $910.16; light and power, $284.19. 

Charlottetown, Post Office:-—Caretaker, J. Saunders, $834 (quarters, $300 not in- 
cluded); cleaner, J. J. Savident, $1, 080; char service, $1,080; sundry labour, 
$251.76; furniture, $123.49; heat, $1,593. 01: light, $1, 633. 82; repairs, $1,310.15; 


BappMes, SlS9 ADs wake S2Q5 wis cas ecens,-cqpovceatasa ale tee pene geae pepe hades cabana «, See 
Charlottetown, Riley Building:—Light, $50.75; rent, $625; repairs, $6.......... 
Sire caltiy Post Office:—Labour, $467.46; heat, $261.82; light, $101.39; sundries, 

Hic w/a DPC LAR UMRC AC AR Shae MMe (ABER or tebe g SRU Rl UR COABMM lise oars: 66 Meine Lo Gio hens CHARIS CAC 
Kensington, Post Office:—Caretaker, W. L. Delaney, part time, $360; heat, $79.37; 

hphteS84 72s \weundwies, AS36738) Vag bo eie oe TS aS PDS US Sin owas sheytaeln sree ikea tobe oe 
Montague, Post Office:—Caretaker, G. H. Nelson, part time, $360; furniture, $50.16; 

heat, $289.28; light, $201.10; sundries, SO. Tyas op OL Beat ) OBOE oaeean se 
Port Borden, Marine Pid mineretOMess Rome) 6) ciallede tele eee | od 
Souris, Post Office:—Caretaker, M. Madore, $834 (quarters $300, not included) ; 
sundry labour, $53.28; heat, $367.93; light, $123.30; sundries, $108.97.......... 


Summerside Experimental Fox Farm: 4 eat: $412. 81; light and power, $245.56. 
Summerside, Post Office:—Caretaker, G. C. MacPherson, $942 (quarters $300 not 
included) : care of clock, $45; char service, $108; uniforms, $24.50; heat, 
- $754.43; light, $522.50; repairs, $1,058.76; water, $73; sundries, $83.16........ 
Tignish, Post Office:—-Labour, $829; heat, $347.66; light, $298; repairs, $223.36; 
rengcor) site, $lsysundries SSMS sid cis Oe SRO © See eed ee ee 
ai latan “tee Department, Rents:—Charlottetown, R.C.N.V.R., $1,200; Mon- 
Cawrwes i S2254 AE ES AR Ps TAH DRL, ah Liem $ Gis (eRe ag ree AOI EGS. 
Minor Offices:-—Cape Whittle Radio Beacon Station, $6.20; Charlottetown, 
RCMP...) $BEE08e nwt: Mie IEE ace gato BNE. Stan T.. ORS eed at eine Pea EA, teat 


Atholville, N.B., Public Building:—-Caretaker, C. Ayles, $270; furniture, $278.04; 
héat$?$122 902. light, :$50.733 . sundries, »$7.50.. 2095. Sdess. “IS ERR ie Dee 
Bathurst, National. Defence Department:—Rent.. 2.0... 0.0.0.5. eee ee dle wees 
Bathurst, Post Office:—Caretaker, J. C. E. Canty, $834 (quarters $300 not in- 
cluded); care of clock, $45; heat, $537.38; light, $380.41; repairs, $1,953.52; 
sundries, SUP. be Rb ae CR re a BER CLO MIUR Gute yg Ek BY Snead eS ear EDs VOPR TRC URL ONY by UEL NA Pa olay 
Buctouche, Public Building: —Caretaker, P. Leger, $540; heat, $114.36; light, 
$94.52; sundries, $82. OD LOUS mete SSeS er end ett, DAES: «ete el ee Nt ee 
Campbellton Armoury :—Rent home, SEAR ON ae dhs. ots CPA eS poet OE. 2 
Campbellton, Post Office:—Caretaker, J. E. Barclay, $834 (quarters $300 not in- 
cere cig care of clock, $45; heat, $510.46; light, $469; water, $52; sundries, 
LATO 7. eb Pinhh  Ba EO Ree SRR |. RUPEE tho Ga ed a ieee eee 8. 
Campobello, Marine and Fisheries Office:—Rent....... 0.0... ccc cece ec eee eens 
Centreville, Post Office:—Light, $58.70; rent, $300, less $125 paid by P.O. Dept.. 
Chatham, Public Building:—Caretaker, J. LeB. Johnston. $834 (quarters $300 
not included); heat, $435.72; light, $418.56; repairs, $1,122.02; water, $40; 


Binaries: SS TSS Riel be eel aed A el. ROT BR) Rite heer HER. iy 
Chatham, Quarantine Station? /Middlevilsland+-+Heat sc winters )\ cer pena... 7 
Chipman, Public Building:—Caretaker, M. Kane, $486; heat, $81.75; sundries, 

$7520.04. . SRST, BROCE. Ghd. eee. 08. 18. cebealinke > SOReR. ceroecEt). 
Clair, Customs and Immigration Office:—Caretaker, A. J. Long, $216; heat, 


$143.91;) lightee$440: Sig Visundries(Sa5i40r wo.tonhee hs. RRS: . SENET Fe Poe f. 
Dalhousie. Public Building: —Caretaker, R. A. Letourneau, $942 (quarters $300 not 
included); heat, $261.34; light, $248, 53; sundries, $53. 30. nbilekbcacwte. wine 
Edmundston. Customs and Immigration Office :——Heat, $118.46; light, $353.77; 
Sundries, $IS5:87w west RGAE. BE ES aed we A eins Beene ot 1D. 
Edmundston, Post Office:—Caretaker, J. F. St. Onge, $834 (quarters $300 not in- 
cluded); char service, $378; care of clock, $45; heat, $341.71; light, $335.09; 
repairs, $206.41... water, $60.;. sundries, SI26D02ii9e! .o. nathician, eee ..."0 06. 
Fair ie Public Building:—Caretaker. A. Scott, $942 (quarters $300 not included) ; 
eare of clock. $45; heat. $240.23; light, $90.40; repairs, $692.24: sundries, $103.21. 
Forest City. Custom and Immigration Office:—Caretaker, A. Veysey, $162; sun- 
RPE STORRS axew), Ase Bal eues lene ZN. Werte. on eee. cae 
Fredericton, Custom House:—Caretaker, F. L. Foster, $834 (quarters $300 not in- 
cluded); heat, $408:93; light. $215.45; repairs. $603.29; sundries, $116.60...... 
Fredericton, Experimental Farm:—Heat, $930.33; light and power, $880.88...... 
Fredericton, Military Hospital, Dept. Soldiers’ Civil Re-establishment:—Watchmen, 
M. Allen, a G. E. Tufts, $918; sundry labour, $436.20; heat, $35.73; light, 
BREED Teas gdh Sheet ye esis als cas clatis fu eeeeetal ete OHOUS US SIN een ay otter el cries Ras carey aivecda get colt 8 aoe Matra eeu a 


1,194 


8,270 
681 


888 
560 


992 
125 


1,487 

658 
3,611 
1,754 
1,425 


350 
24,752 


729 
150 
3,853 
831 
300 


2,052 
120 
233 


2,888 
156 
643 
846 

1,505 
608 


2,327 
2,113 

238 
2,178 
1,811 


2,341 
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Part V—29 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


MARITIME PROVINCES—Con. — PROVINCES MARITIMES—Suite 


$45; furniture, $114.71; heat, $622.13; light, $457.24; repairs, $335.20; water, 
SLOO ONS: SUIS MEA DOM Wes FAP Se! bie aa AN Nias PMD, OAD he 3,646 91 


SUG PICR: SUOOTS. ater eis ot. 4, Wie. od goles Aa ei ena ee. Pee Ee ae TG: 1,953 25 
Hampton, Public Building:—Caretaker, A. Kay, $834 (quarters $300 not included) ; 

Heat, S20 coack light; Ae4S/00 i sundries; S137 85. hod whe bivewa ba eels oa. ehozae’s... V228i237 
Hartland, Public Building:——-Caretaker, W. Fraser, $540; care of clock, $45; heat, 

PEON GNG ING NO ol SunOTIeS, “S151 SO, arate: Saeed Yow leaky GAM la sce u lt, . 938 47 
Hillsboro, Public Building:—Caretaker, H. S. Stevens, $834 (quarters $300 not in- 

Ghided >. Heat $113.50 7- lights’ $117.25 ye eundities., 8118-08) Ue obi Oee stench . 1,182 83 
Marysville, Public Building:—Caretaker, G. L. Inch, $105 (quarters $300 not 

included); heat, $226.36; light, $81.80; repairs, $173.70; sundries, $52.78...... 639 64 


cluded); care of clock, $45; heat, $222.45; light, $258.26; sundries, $150.39.... 1,618 10 


HiomceoR PnINONty Inet, ool ss eae eo RU et ee ee. elie tec iets eee 1,800 00 
Moncton, Examining Warehouse:—Rent, $2,125; sundries, $124.42................ 2,249 42 
Powcion, lc iseauil Dinllding Kent. ;. sn. sete. le Wieck. ck cul cee eee 545 00 


Hairs, 2205-10 n water oot). Sundrics, ouU4 aii is ee tite ee ee Be a 3,020 18 
Moncton, Wilbur Building:—Heat, $402.50; light, $254.44; PEDUU SA Oly Vel eure hie 5,481 94 


rele: SLAG. OS etek tine tl Li Lt nek bt, ame Rha MTN TT tilt « ast aiBl My ty oy lI 2,226 87 
Richibucto, Public Building:—Caretaker, J. R. Le Goff, $834 (quarters $300 not in- 

cluded); heat, $390.33; light, $109.01; sundries, $78.37......0)....00c0-0.0.. 1,411 71 
Sackville, Agriculture Dept.:—Furniture, $307; repairs, $65.20.................. 372 20 
Sackville. Ammoiury< Sent. sh. 2) wa deeded MOE chads ONTO Ay ARES LS EE ANC) 120 00 
Sackville, Post Office:—Caretaker, J. E. Ayer. $834 (quarters $300 not included) ; 

furniture, $166.40; heat, $304.81; light, $380.69; sundries, $196.68............ 1,882 58 
Ste. Croix, Custom and Immigration Office:—Caretaker, A. C. Kelly, $360; heat, 

$202; light, $344.87; repairs, $200.80; sundries, $10.45.........0..0c0cccccecuu, 1,118 12 
St. George, National Defence Dept.:—Rent.i li... co.cc ccc cece ec cede ccevececces 233 33 
SignsounuG. Neh ai Station, ..Matlrooms+— Riemti ose reich ihe -aiceaizicratty ae OOo USED, 266 25 


i) Pee aac BipeaN Lie: ROAM EAS i) 6s ik shape ole Se at atest, PG S'S wey aebivet t’ ARUP SP acl, 14,275 79 
St. John, Immigration Office:—Char service, $108; rent, $200............ccc0e0e 308 00 
St. John, Marine and Fisheries Office, Hamm Building:—Rent.................. 180 00 


light and power, $2,439.08; repairs, $2,522.83; water, $539.12..............08.. 133721" 35 


UiICR 545. Boe) IS eis. OFT. OUTER IL. Tein G Res tert. ORLA 8,597 49 
St. John, Quarantine Station:—Heat, $3,824.45; water, SOSHISO VEN A IARe oe 4,513 95 
St. John, Royal Canadian Naval Volunteer Reserves:—Rent.......ccccceecceeee 1,200 00 
St. John, Savings Bank Building:-—Caretaker, G. A. Walls, $834 (quarters $300 

not included); char service, $108; heat, $408.25; light, $105.80; sundries, $143.81. 1,599 86 


Part V—30 


» 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 

Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


MARITIME PROVINCES—Conc. — PROVINCES MARITIMES—Fin 


St. John Wests, Immigration: ,Shéd pand Iband?—Rent. .vidalaeckia eden. eu.. 
St. John’ Weat;.Old Martello *Hotel:—-Repairay. ) 2c. kOe ceeds, Ose ah. wea 
St. John West), Pensions. "and. National (Health +-Rent). Ue). eit ob cde tee 


St. John West, Post Office:—Cleaner and helper, J. Appleton, $86.40; light, $51.94; 
rent, "PIOO MN SM Gl Tard. ee, SOREL cided cue Pease aiken IEDR EONOE | Sten Ok wid 


St. John West, ‘Radio Inspector's Car Garage!—Rent.tis. 2h) ..eee). ce ell. 
St. John, Buildings Generally:—Fireman, S. Miller, $598.50; uniforms, $73.08; 
caretaker’s (supplies; $5651383 sundries, $522.00... VOR week oe 
St. Stephen, Custom and Immigration Office:—Caretaker, F. J. Myshrall, Jan.- 
Mar., $45; heat, $200.55; light, $106.75; rent, $87.50; sundries, $175.37.......... 
et./Stephen.. National, .Detenee » Dept:i—-Renti on i.< in ee bees et ae cee 
St. Stephen, Post Office:—Caretaker, B. J. Maxwell, $834 (quarters $300 not 
included); heat, $420; light, $315.55; sundries, $191.15.............--ccececccs 


PF) OA OL O, 0) NG OO, 6. 6) 0) lel) Ve FOO, 100 .@ 6) "6s 616.400 ee) (6) Oh ©) le! Clue. l0, 0) mie, 0) aate) Leonie (@ “Oe: @.'elie el ete e kere baal e: 


00) 2) me) AiO) ee! fe D9! ee) 16! 0. e566! 6) 0:70, 816 @) ‘e!@)0)) 616) 'e a) .e).e wile) wa: o) velite\'e!e\ ave veilie is) | Wee eee. wl 8 


Minor Offices:—Albert R.C.M.P., $80.47; Andover Immigration, $126.75; Bathurst 
R.C.M.P., $25.31; Bay Shore Export Cattle Shed, $6.50; Clair R.C.M.P., $10.46; 
Doaktown R.C.M.P., $42.50; Fredericton R.C.M.P.. $405.81: Minto R.C.M.P.., 
$49.42; Moncton, McManus Property, $28.10, R.C.M.P., $274.02, Rly. Station, 
$6.13; St. John Observatory, $27.15; St. Leonard, Immigration, $28.75, R.C.M.P., 
Gai Sussex R.C.M.P., $12.30; Woodstock, Immigration, $63.84, R.C.M.P., 
ETO. heb Eee amr TI I I, iyo ae the RE: peeee tile ea RL GRU el) 

New Brunswick Buildings, Generally:—Sundries. .....0 0000. ccd vues ce eed dleces 


$73.35, supplies, $102.13; lamps, $1,340.28; postage, $212.33; telegrams and 


QUEBEC — QUEBEC 
Abord-a-Ploufie, Post Office:—Rent;. $540;. repairs, $lis.i. scan .ecseudd).seacs oun 
Acton Vale, Public Building:—Caretaker, G. Marcile, $942 (quarters $300 not in- 


cluded); care of clock, $45; heat, $128.14; light, $232.87; repairs, $186.16; water, 
S150: Sondre) SUGAR Iie See NU De ae Ry ee eee Oe 


2.8 POL OS L008, 0) 8 eee Ah ege 0 veces ese \e! ef \el sei ie. a (e\eie) eive: © fa) va yale e's owe) enema, Bb er @! cliw.ve, feyef-e) a felclie 


ASS 68 (8, Tol ial ol he. jm e:6: only le (ey @ ie) @ fetie, 6) et @ © Tete, Of6.6) Sie) O Oa) 6 + (6 eltelis (eee ei 16's el6 se. wile 


Baie St. Paul, Public Building:—Caretaker, J. A. Gariepy, $240 (quarters $300 
not included); light, $157.40; repairs, $142.40; sundries, $123.87............... 
Beauceville, Post Office:—Rent, $600 less $275 paid by P.O. Dept.; sundries, 
SL00.89. 2 MGS atin oR bp PORE alhn VIR OUY HA ee Amal a coco ERASE utyeelars 
Beauharnois, Public Building:—Caretaker, E. Trudel. $780 (quarters $300 not 
included); heat, $361.04; light, $190.53; repairs, $102.83; sundries, $137.42.... 


2,502 


5,309 


1,660 


1,356 
11 


1,238 


3,646 
131,030 


541 


1,837 
126 
1,676 


1,559 
453 


806 
663 
425 
1,571 
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Part’ V—21 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
3—o—ee————onnanaannannanooaSCOO OEE eee ee eee eeeeEE--x-r--yE ioe 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 

Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC—Con. — QUEBEC—Suite 


Bedford, Post Oftice:—Rent, $400 less $275 paid by P.O. Dept.; sundries, $38.24. . 
Beebe, Custom and Immigration Office: —Caretaker, E. Sheppard, Jian. 16-Mar. 31, 


So.US Nests Sh60).1lent, 909:05°, sundries, Sol.joor es cent. aoe eee per Or 
Bertherville, Public Building:—Caretaker, P. Rocray (quarters $300 in lieu of 
salary); heat, $191.44; light, $64.19; repairs, $158.30; sundries, $63.40...... 
Bromptonville, Post Office:—Rent, $396, less $150 paid by P.O. Dept............ 


Buckingham, Public Building:—Caretaker, T. A. Bisson. $150 (quarters $300 not 
included); heat, $393.94; light, $148.20; repairs, $1,778.34; sundries, $77.40.... 
ee de 7 Madeleine, Post Office:—Rent, $660, less $275 paid by P.O. Dept.; sun- 
Uh OOOO, tiie icacbnes, Svante oie ke tie > eae Ree TE ee Lee Dy 8 TERS PEED 


Compton, Post Office:-—Rent, $270, less $100 paid by P.O. Dept.................. 
Cookshire, Public Building:—Caretaker, E. A. Newport, $780 (quarters $300 not 
included); heat, $292.80; light, $217.25; sumdries, $113.33.................... 


Cowansville, Public Building:—Caretaker, A. W. Ross, $540; heat, $273.55; light, 
HOON Se SaaS TP Gre Se i ge: SR li lh at ASSO ee EO ah Reha RR ie ORI CUA a gs io a 
Danville, Post Office:—Rent, $1,080, less $325 paid by P.O. Dept. .............. 
Disraeli, Post Office:—-Rent, $525, less $175 paid by P.O. Dept.; sundries, 50c.... 
Drummondville, Public Building:—Caretaker, April, E. Duhamel, $69.50 (deceased) , 
Apr. 27-Nov. 14, L. Labonte, $594, Nov. 15-Mar. 31, L. Champoux, $294.67 
(quarters $112.50 not included); care of clock, $33.74; heat, $546.07; light, 
$292.33; repairs, $650.69; water, $135; sundries, $189.32................cee. 
Dundee, Custom House:—Caretaker, L. J. McCaffrey (quarters $300 in leu of 
paraty) iieat Sle? hebtarS 1 1 b66e: SUMdIesy BOD sy. «mato o.< ccs hese oi ciess itsic ob» eta tee 
Kast Angus, Public Building:—Caretaker, J. A. Jolin, $942 (quarters $300 not 
included); care of clock, $45; heat, $720.14; light, $475.40; sundries, $225.77. . 
Farnham, Experimental Farm:—Heat, $350.95; light and power, $114.31...... 
Farnham, Public Building:—Caretaker, S. Girard, $942 (quarters $300 not in- 
cluded); heat, $232.20; light, $96.02; water, $50; sundries, $68.06............ 
Father Point, Quarantine Station:—Heat, $375.50; light, $148.35................ 
Gaspe, Public Building:—Caretaker, F. J. Ropert, $78 (quarters $300 not in- 
cluded); heat, $266.80; light, $279.38; sundries, $12.32............0cececee 
Graal PAT uaa pet RC Es 0 71. 4, oly < ERS as ASG RE. Wieder eA icc ct a canon. 
Granby, Post Office:—Caretaker, G. W. Fayers, $942 (quarters $300 not in- 
el eare of clock, $45; heat, $598.80; light, $645.74; water, $150; sundries, 
MN a io 2h hd TAS oon Iais Wo, 6, a, 5, Soros Sr A ES MOP ORCI. cise Oe La tena la 
Grand’Mére, Public Building:—Caretaker, J. A. Carignan, $834 (quarters $300 not 
ee’ heat, $612.01; light, $158.20; repairs, $283.78; water, $53.96; sundries, 
RSA cs lene Hae AG sw Shoo ects oem PIETER MRS ha, ec 2) RR RON So Aa 


Grosse Isle, Quarantine Station:—Heat, $2,126.43; Hehe, “S403 54 ool. tied WOLD. of te 
Hull’ :Armomey—Rent beret ex. AUR. ee. 3 PORTER. acne. ah EEE aeables:. tie aR, 
Hull, Laboratory of Hygiene:—lLight, $212.10; repairs, $455.34; water, $64...... 


Hull, Research Laboratory:—Heat, $3,357.99; sundries, $50.30...........0eccc0e 
Huntingdon, O’Connor Building, Old Post Office:—Rent, Apr.-Sept., $500, less 
$2004 pathy Waa) Dept sree Hee. 2 dhl LAE OCRY Mikes da dated. 


Part V—382 


PUBLIC WORKS—TRAVAUX PUBLICS 


Lae TT CT UN ED Or aM an ce ine SUPE Fa ce oe SEE Ted oe i 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC—Con. — QUEBEC-Suite 


Knowlton, Public Building:—Caretaker, H. 8. Ball, $105 (quarters $300 not in- 
cluded); light, $121.15; sundries, $95.53......... cece cece eee eee ree tenes 
Lachine, Post Office:—Caretaker, B. Hudson, $240 (quarters $300 not included) ; 
care of clock, $45; heat, $365.53; light, $137.64; repairs, $152.03; water, $107.92; 


$45; ‘light,: $3255 .sundries, AS13000... 22s phi lds as oye es oes Prine Ons es snes ~ 
Laprairie, Public Building:—Caretaker, H. Lefebvre, $105 (quarters $300 not in- 
cluded); heat, $285.03; light, $89.51; repairs, $135.05; water, $45; sundries, 
SOT D aa a oes anertiane Site Te ot tere deakaee MPR bes uncer ale) oj Bik ok ein peal tie Guta lias 
L’Assomption, Experimental Farm:—Heat, $361.90; light and power, $195.76. ..... 
L’Assomption, Public Building:—Caretaker, J. E. Desnoyeis, $240 (quarters $300 


not included); heat, $325.44; light. $159.59: sundries, $158.59................-- 
La Tuque, Public Building:—Caretaker, A. Duchesneau, $240 (quarters $300 not 
included); heat, $114.28; light, $69.36; water, $65.96; sundries, $118.04......... 
Lennoxville, Experimental Farm:—Heat, $271.22; light and power, $999.68....... 
Lennoxville, Public Building:—Caretaker, W. H. Abbott, $540; heat, $138; light, 
SG LOSS repairs uS118-60") sundridgedGr see sy. cs Meee. oe ae as oa ieee oteuea oa 
Lennoxville, University of Bishop’s College: —C.0.T.C.:—Rent...............045- 
Les Eboulements, Post Office:—Rent. $700, less $50 paid by P.O. Dept............ 
hevag, WOON Ra Depot posts, Orcas ten tn oe nics duce a pie s of tind Sone tar emetic olin 


Levis, Public Building:—Caretaker, J. Gaumond, $834 (quarters $300 not in- 
cluded); char service, $388.80; care of clock, $45; furniture, $645.12; heat, 
$496.31; light, $454.92; repairs, $2,362.48; water, $250; sundries, $139.05....... 

Longueuil, Public Building:—Caretaker, J. L. Bertrand, $180 (quarters $300 not 
included); sundry labour, $135: repairs, $203.65; water, $62.70; sundries, $129.99 

Loretteville, National, Defence Department:—Rent .2. 000. eee. es el ee 

Loretteville. Public Building:—Caretaker, L. Rheaume (quarters $300 in lieu of 
salary); heat, $270; light, $92.68; water. $67.50; sundries, $138.24.............. 

Louiseville, Public Building:—Caretaker, V. Heroux, $834 (quarters $300 not in- 
cluded); care of clock, $45; heat, $296.79; light, $180.74; repairs, $1,039.85; 
SUNGALIES,, « BLAO GS ae Moe 8 oy eee ee aha ah ae GL | TREN WM bd a la eine ce mL ate Ras te 

Magog, Public Building:—Caretaker, J. Dearsley. $942 (quarters $300 not in- 
caret 8 heat, $514.16; light, $83.43; repairs, $122.52; water, $78.56; sundries, 

Bd ase tre, o BAe eos ee) PRA Ee SOP RNEY LT SERS SE ANIL We ests Ghat ck ANE EN Ones PEE es ee 

Maniwaki, Public Building:—Caretaker. C. A. Roy, $186 (quarters $300 not in- 
cluded); light. $96.33; repairs, $823.48; sundries, $103.55...............0.2.0 0% 

Marieville, Public Building:—Caretaker, P. Prairie. $834 (quarters $300 not in- 
cluded); care of clock, $45: heat, $254.22; light, $88.91; repairs, $117.89; water, 
SRS'BEs SUNCUPICS: SLO 06h caus whims Khe kan Bem eH Ae anc Wie EEE Sik WM Beales \okre 

Matane, Public Building:—Caretaker. J. B. Robitaille. $834 (quarters $300 not 
included); care of clock, $45; heat, $472.04; light, $463.64: water, $250; sun- 
dries. S135 3. PT TORO. TP. ERS AEN A os EL Se eee. ee eee 

Mont Joli, Post Office:—Rent, $1,050, less $425 paid by P.O. Dept.; sundries, $6. . 

Mont Laurier, Public Building:—Caretaker, A. Juteau, $540; heat, $187; light, 
$7030- sundries, $34.14) |... {ARS ea eho a PE ae ee te, ee 

Montmagny, Public Building:—Caretaker. G. Boulanger. $834 (quarters $300 not 
included); caretaker’s supplies, $205.01; heat, $267.72; light, $176.05; water, 
$112.50 sundries f S42:59. 2 eo Rd Se .. sie ee a ts ee, 

Montreal, Ames-Holden Building:—Cleaner,. W. E. Atkins, $918; furniture, $209.30; 
light, $266.97 sinenbts$3l0374 ‘soundeves! /$26di that D0.) eee Pee hee ee. tae 

Montreal, Canadian Pulp and Paper Research Building:—Rent................ 

Montreal, Chateau de Ramesay; Archives:——Rent. 2.0. See NPs Gen a. ch 

Montreal, Canal @GustorismMi0mice --Sundrigew. 0.0 SOs es R.A 

Montreal, Custom House:——Caretaker, M. O’Donnell. $294 (auarters $300 not 
included); cleaners, lu. Lacasse, $810, A. Lepage, $810, J. McManus, $918, J. G. 
Nicholas, $918, W. Woollard. Apr.-May, $135; engineers, D. Currell, $1,134, 
B. Lajeunesse. Apr. 1-May 20, $177.68 (retired); fireman, A. Moreau, Apr., 
Oct. 3-Mar. 31, $592.98; watchman, E. M. Hayvren, $864; char service, $405; 
uniform, $15.50; caretaker’s supplies, $183.60; furniture, $96.55; heat, $1,032.22; 
light, $1,531.63; repairs, $3818.24: water, $6073.692. 042.0 090 tm same pce eines 


14,410 


09 
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Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC—C'oi. — QUEBEC—Suite 
lontpen), ali xamainaetoniMel a] bint deity . ated ath 0 Fo crn stoves She Roe aN M6 Y cloces aie Sends 100 00 


light and_power, $10,750.59; repairs, B/ OOO aoa waters 84,123.76. bes «aunecieae 56,151 98 


Ray, $1,080; engineer, D. Brown, $1,350; firemen, Oct. 3-Mar. 31,..T. . Power; 
$592.98, J. Sullivan, $592.98; char service, $810, uniform, $79.45; caretaker’s sup- 
plies, $223.21; furniture, 90c.; heat, $2,164.80; light and power, $3,755.32; repairs, 


Poot O27 We eee eee heh. 3) ich. sere. Oh sclismeth ¢dlcuhaxl Bt ooh, ve 23,835 28 
Montreal, Fumigation Station:—Heat, $162.58: repairs, SHAQ curring UM: hand, 163 78 
Montreal, Immigration Building:—Heat, $2,426.04; light and power, $1,575.95; 

BEANO iL Id at. OMI. i ksRy |.) SAO INR NMG toe Bihdedl ade Ba thee bod 5,124, 53 


Montreal, Inland Revenue Building (Old) :—Olerk, gr. 4, M. Carey, $1,674; fireman, 
J. Dobson, Apr., $85.50 (transferred to Postal Station “A”); fireman-labourer, 
G. Boby, $1,134; caretaker’s supplies, $147.04; exchange service, $293.76; furni- 
ture, $11.70; heat, $609.97; light and power, $373.01; repairs, $487.41; water, 


Be), cu aecwbarinn. “CR cte2s CMR beh MOR POO Meh hcl, WE ©. pice chek, 5,051 69 
Mouivesl, Labour, Dept.:—Rent, 3.m., to. dune) 10..24,..544...4...6..0, 000) 0 420 00 
Montreal, Marine Dept., Signal Service:—Rent..................0-0 00 1,703 33 


Montreal, National Defence:—Rent: 1420 Chomedy St.. $7,080; 1398 Notre Dame 

St., $1,215; 50 Westminster Ave., $1,380; Grace Dart Home, $405; Loyola College, 

C.O.T.C., $1,238; McGill University, C.0.T.C., $580; Old Wesley Church, $2,500; 

R.C.N.V.R., $2,740; University of Montreal C.O.T.C., $1,250; Westmount Armoury, 

hoo Ooi Ee idiot sch 8 MANE. dora BYR vanalnd wl LORY . wileas ol, 20, L204k83 
Montreal, Pensions and National Health:—Drummond Building, light, $4.50, rent, 

Mar. 7-Apr. 30, $135.51; National Trust Building, rent, $6,735, sundries, $25.50; 

Transportation Building, rent, $720, water, $23.28; University Tower Building, 

furniture, $102, rent, May-Jan., $855, sundries, $83.62; Vetcraft Storage, rent, 

Soci! Ven wae UANO.CH LG. ..3nh. sc RRMNNON.. hent ANE OR wableceue .csticcl stecae 9,209 41 
Montreal Post Office:— 


Dey IP eae OL O80 Sneien Sardi é, J 80186) eet sou a eos acid e353... Letwot . ove tyaslve, 19,892 32 


Renaud, Apr. 1-Aug. 18, $432.88 (retired); Osias Renaud, $1,080; F. Rochon, 

$810; A. Roy, $1,026; P. Stundon. $1,026: G. C. H. Whittle, $1,080% . o.54'es 14,143 48 
Pineman, Teeay ebatéere A pric: Oets£8-Mamashh! eracyegi"ddndent bed ema, chew cnn 592 98 
Firemen-labourers: C. Ferguson, $1.026; Z. Forgues, $1,134: G. Quinn. $1,134. 3,294 00 


Davies: SO4849. WAGER. dood. 1 OR ORR. Weelyin. otell bow ctsaldete. listneGh.. unier 5 3,918 49 

oremen of char service, G. Loiselle, $1,080, F. Taylor, $1,080; char service, 

S207 26snmmforiag s SUS. a kW a ane Olen bad ores wioiad Sle okie netsh 4,332 26 
Caretaker’s supvlies, $498.83; exchange service, $221.22: furniture, $656.50; heat, 

$5,241.21; light and power, $20,253.73; repairs, $5,738.85: water, $6,853.27.... 39,463 61 


pairs: "$646 gn sber +S14.0,8 Jag. beds oC REO «Aen lle cs ueileeeS.. benirsrael. Late 4,743 28 
67063—3y 


Part V—34 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chaufifage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC-C'on. — QUEBEC—Suite 


Montreal, Postal Station “ A ’”’:—Fireman, J. Dobson, Oct. 3-Mar. 31, $507.48; heat, 
$1,098; light and power, $2,379.02; repairs, $150.42; water, $490.93; sundries, 
$49.84 cg CO sh eWay SRL BTUs TPL cor alt vith RAMU RADE na eth nae Ea enCeeRGeN 


ower, $1,084.77; repairs, $744.32; water, $875.50........ cs cee ee eee eee eee eee 
Mea Postal Station Os —Cleaner, H. Filliatreault, $1,026; heat, $788.26; 
light, $589.05; repairs, $212.68; water, $433.76; sundries; $59.12 80 0...2 5%. ae 
Montreal, Postal Station “ D”:—Cleaner, H. Desautels, $918; heat, $578.06; light, 
$534.21; water, $188.31; sundries, $75.19... . cc sees eee e eee eee eee eens 


Montreal, Postal Station “ E”:-—Fireman-labourer, P. D. McKeough, $1,134; care- 
taker’s supplies, $96.45; heat, $508.99; light, $454.77; repairs, $1,225.88; water, 


V39 DR SRB te he te RO EEE, Sele Nee, atin anetavens cake elena Aue lsnets ape, mat rl 
kanal Postal Station “EF :—-Fireman-labourer, A. Menard, $1,134; heat, 
$464.08; light, $370.74; water, $190.75;  sundriesy ($194.78 yPOU Re ae a. 3 ee Ue 


ontreal, Postal Station “G”:—Cleaners, A. Lajeunesse, $1,080, A. Lanctot, $972; 
aie $960.66; light and power, $784.48; repairs, $103.09; water, $232.80; 
wuNdTTes, B42 (OA career Pelee Setw h se aialive aif UM NIDTN. 2) sige id oth EIEN, alah a Lies 
Montreal, Postal Station “ H ”:—Cleaners, J. Bachand, $972, E. G. Vanne, $1,026, 
R. H. Wilson, $810; elevatorman, T. Ritchie, $972; engineer, M. Rochford, Apr. 
1-Mar. 14, $1,082.18 (retired); fireman, G. Martin, Apr., Oct. 3-Mar. 31, $592.98; 
fireman-labourer, I. Bowman, Jan. 2-Mar. 31, $253.75; char service, $810; uni- 
form, $15.50; caretaker’s supplies, $184.35; exchange service, $238.13; furni- 
ture, 65c.; heat, $1,318.06; light and power, $6,008.37; repairs, $616.89; water, 

SU GSSIOL. Smee ha). ateee wd, 2a) Rite tee Plaids Chae CLE, Ea. ue 
swig a Postal Station “L”:—Cleaner, O. Denis, less 1 d., $807.82; char service, 
$397.34; heat, $942.16; light, $353.87; repairs, $746.72; water, $95.84; sundries, 
VRVS i PRA Le rs yi 0 ER RaS WaePR AANA eT Se Nee ant! i a treo eye etl Ps ee 
he aeAEL, Postal Station “ M”:—Heat, $156.82; light, $82.35; rent, $900; sundries, 
BONO. els POE Ry ike. A POSE Vie RR RRS satiate ee en eee, <tene 
Abed, Postal Station ““N ” and Labelle Building:—Cleaners, J. C. E. N. Birtz, 
less 4 m., $776.25, W. Irvine, $1,026, H. Lachapelle, $810, J. Pronovost, $864; care- 
taker’s supplies, $176.28; heat, $197.68; light and power, $2,548.94; rent, 
$40,071.79; water, $1,757.74; sundries, $49.82.......... cece eee ee cee eee eee eee 
Montreal, Postal Station “O”:—Caretaker, Apr.-Nov., J. V. Cardinal, $340, Dec.- 
Mar., R. Robitaille, $105 (quarters $75 not included); caretaker’s supplies, $44; 
heat, $449.03; light, $166.89; repairs, $600.70; water, $102.................... 
Montreal, Postal Station “R”:—Cleaner, A. Labelle, $1,026; heat, $348.27; light, 
$441.10; repairs, $695.83; water, $174.60; sundries, $41.50................0..00. 
Montreal, Postal Station “S ”:—Caretaker, Mrs. 8. Morin (quarters $300 in lieu of 
salary); caretaker’s supplies, $40.50; heat, $266.74; light, $195.09; repairs, 


$4701.40: sao, SITS OO avi la elena this Viale dew ele blehe, « Ra aiets viele letehatty hl otamtan itbeks cLvNe 
Montreal, Postal Station “'T ”’:—Cleaner, G. E. Paquette, Apr. 1-June 11, $202.35; 
light, $467.79; rent, $15,800.28; water, $698.40; sundries, $58.05................6. 
Montreal, Bonaventure Postal Station:—Labour, $305.90; furniture, $87.60; power, 
$1,303.75) weit; SAPS 2600001 Oi os SSO, RSIRONE Ss cD «SOU are eee «3 Bae 
Montreal, Delorimier Postal Station:—Cleaner, D. Larocque, $864; heat, $285.24; 
light, $400.41; rent, $3,600; water, $89.80; sundries, $47.58.............22.0005. 


Montreal, Hochelaga Postal Station:—Caretaker, J. F. Surprenant, $105.01 
(quarters $300 not included); heat, $443.44; light, $263.76; water, $142.18; sun- 
Aries;) $108.06." GeeG I. lek aE Me NASR aay rien a ie RNR cart le hate img 

Montreal, Notre Dame de Grace Postal Station and Letter Carriers’ Depot:—Fire- 
man-labourer, F. Walker, $1,026; heat, $266.90; light, $341.33; rent, $8,000; water, 
S$169:72; sundries, -B5948>), cit SPOS. o2 bE OTE ROR. ane ee ae 

Montreal, Outremont Postal Station:—Fireman-labourer, B. Hughes, $1,134; heat, 

$297.52: light,’ $300.96; ‘water, $45.50; ‘sundries, $108.50 0) . SoG. o's ee 

Montreal, Place ; Viger Postal” Station:—Rentaiiicgonk ok SPIES. BOR 

Montreal, St. Henri Postal Station:—Char service, $50.62; heat, $335.58; light, 

$363.66; repairs, $586.55; water, $104.76; sundries, $88.23.:.............0 cece 

Montreal, Verdun Postal Station:—Caretaker, J. Fournier, Jan.-Mar., $195 (quar- 

ters $75 not included); char service, $405.03; heat, $414.91; light, $134.90; 

nepaire, $621.344:.. water, ..$153.90¢ ( sundries! $OD.S001..1.% Qe Loa ie. Ine 
ee Windsor St. Station Mailroom:—Labour, $164.41; rent, $600.06; sundries, 

Montreal, Postal Terminal .Building:—Heat, $2,196.97; light and power, $667.60; 
repaire, $3,243.59; » taxes; $6,185,18;. sundries, $3:75oms . Me Ws Sel. Be ee. 


4,675 


5,923 
3,108 
2,293 


3,509 
2,294 


4,176 


16,558 


3,525 
1,198 


48,278 


1,807 
2,727 


1,091 
17,226 
2,110 
5,287 


1,062 
9,863 


1,886 
246 


15520 54 


2,016 
780 
12;297 
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Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC—Coon. — QUEBEC—Suite 


Montreal, Stephens Building:—Cleaners, T. Cloutier, less 4 m., $1,035, A. A. Daig- 
nault, $1,080, J. B. Desjardins, $1,080, J. L. E. Larin, $810, A. Rondeau, less 


Pierreville, Public Building:—Caretaker, Apr. 1-May 23, Mrs. R. Crevier, $15.24, 
May 24-Mar. 31, C. Blondin, (quarters $255.83 in lieu of salary); heat, $169; 


labourer, A. O’Connor, $1,134; char service, $777.60; uniforms, $48.40; care- 
taker’s supplies, $151.99; heat, $963.87; light and power, $1,435.80; repairs, 
SeoGit? s  Waten,) 678700 ss sundries: $19 08a A) eye Nees dey ho ogebaim 2 
fee Immigration Building:—Heat, $3,463.58; light and power, $2,628.54; water, 
SO Lee. ae, WM NERO Sk Rt gy ee ee men ME RMT ERE Eten fbb piss 


Quebec, Postal Station “ B”:—Caretaker, J. M. Youde, $834 (quarters $300 not 
included); caretaker’s supplies, $110.60; heat, $439.73; light, $289.93; repairs, 


67068—33v 


63,989 32 
1,500 00 


78,364 39 
1,729 94 


465 78 
2,451 99 
4,993 84 


13,753 31 


28,742 66 


12,053 45 


2,111 06 
1,800 00 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC—Con. — QUEBEC-Suite 


bec. Limoilou Post Office: —Caretaker, J. B. A. Gagne, $834 (quarters $300 not 
Mneluded) heat, $371.27; light, $55.06; repairs, $189. 99; water, $206; sundries, 


eb St. Roch Postal Station:—Caretaker, J. B. Turcotte, $504; char service, 
Quebec, 8 heat, $484.61; light, $206.23; repairs, $463.44; water, $375; sundries, 
TH G0 ok OR I ke Ce LOR ORT, | eee ened ee ae 
fees St. Sauveur Postal Station:-—Caretaker, N. Gauvin, $942 (quarters $300 
- not included) ; heat, $375.92; light, $189.91; repairs, $159.62; water, $155; 
rag: ieee Tae Mie A ee Seat cig agentes? <2 LSinwih OOO): REPRESS, hele al 
uebec, Savar dildings=-Rent, Apri ae. cpus ee se ee eee eee 
Baebes City, Buildings Generally:—Carpenters, $4,246.62; electrician, $1,478.73; 
ee $1,436.61; caretaker’s supplies, $202.06; repairs, $1,030.55; sundries, 
SERS «2s, RCs ay, PMU RES OC a gee AE APOC eee tenes} Sle te OA ae 
pe, Post Office:—Light, $50.36; rent, $780, less $175 paid by P.O. Dept.; 
WAGE, VSI Ne he eet eet pete moh ian et aim ace ae rae ae ema oe awe ale aes 
Richmond, Public Building:—Caretaker, A. J. Proulx, $834 (quarters $300 not 
included) ; care of clock, $45; heat, "$700.22; light, $386.17; repairs, $119.22; 
water, $40; sundries, $136. Fs Speedie Ret a DARA a a Rbaahegh, Re AN cn iE cam oly bangle MRE. ne 
Rigaud, Post Office:-—-Caretaker, G. Seguin, $262.56 (quarters $300 not included) ; 


care of clock, $45; heat, $380; light, $75.81; sundries, $150. So ret ee aor ole es ce 
Rimouski, District Engineer’s Office:—Exchange service, $123.60; furniture, 
$228.94: PON SL COU TELAT S ol ce eure apts see a pucit tse scans tats see ea a eet 
Rimouski, Post Office: -Caretaker, A. Martin, eae heat, $286.80; light, $346.30; 
repairs, $132.62; water, $150; sundries, $110.37 OE eo Ae crea oe nS oe oe 


Riviere du Loup, Post Office: —Caretaker, O. Gagnon, $834 (quarters $300 not 
included); heat, $502.60; light, $240. 95; rent, $600 less $475 paid by P.O. 
Dept.; water, $200; sundries, $92.83 Fa Pb atsiiak agains anne Pelee Niet ok La AMR ID 0. 

Roberval, J. P. Bolduc, $942 (quarters $300 not 
inc luded) ; care of clock, $45: neat $377, 60; light, $416. 75; sundries, $125.43. 

Rock Island, Custom and Immigration Building: —Caretaker, G. Seguin, $540; 
heat, $291.50; light, $459.22; repairs, $133.71; sundries, $76.27 wefan MEMES sueci:stape is 

Rock Island, Post Oflice:—Caretaker, O. Garceau, $942 (quarters $300 not in- 
cluded) (deceased), Mar. 10-31, Mrs. A. Picard, $46.12; care of clock, $45; heat, 


$276.50; light, $285, 88; repairs, $196. 36; water, $50; sundries, $38.68. .... 2... 
Rouyn, Post Office: —Heat, $222.50; light, $313. 58; rent, $1,080, less $550 paid by 
@cuwDept:*. sundries: AST. 70am sau » pawl Sa ei» bakes ee eee a ee earls 


Ste. Agathe des Monts, Public Building:—Caretaker, 8. L. Grignon, $780 (quarters 
$300 not inluded) 5 heat, $151.62; light, $422.24; repairs, $152.94; water, $71.73; 
SUNAIICS, ..SLSE8G6) seals dled oe hsb ed knd.wghhhwrae idepehes Hebe bs ee anaes 

Ste. Anne de Bellevue, Military Hospital (D.S.C.R.):—Rent.................... 

Ste. Anne de Bellevue, Post Office:—Light, $103.21; rent, $444; sundries, $69.81... 

Ste. Anne de Bellevue, New Post Office:—Caretaker, J. C. Crevier, Apr. 26-Mar. 31 
(quarters $279.03 in lieu of salary); heat, $225.10; light, $68.22; sundries, $97.14 

Ste. Anne de la Pocatiere, Experimental Farm:—-Heat, $1,236.28; light, $366.68.. 

St. Eustache, Post Office:—Rent, $360; sundries, $39.94........... ccc cece cnc cees 

St. Gabriel de Brandon, Public Building:—Caretaker, J. O. Granger, $834 (quar- 
ters $300 not included) ; care of clock, $45; heat, $388. 35; light, $203. 56; repairs, 
$770.73; water, $50; sundries, $97.24 Dep eth iy erg Alec Dating fe Sete: tet rte pe caer, 9 

St. George de Beauce, Post Office:—Rent, $450, less $350 paid by P.O. Dept.; 
PEDAILS yale Tee tee cee ce Cty ike tee tak odie ee ee ek Ae Pe ce ee 

St. Hyacinthe, Customs Building:—Caretaker, A. Demers, $942 (quarters $300 not 
See heat, $369.48; light, $87.12; repairs, $109.77; water, $212; sundries, 

St. Hyacinthe, Post Office:—Caretaker, V. Arcand, $942 (quarters $300 not in- 
cluded); care of clock, ae heat, $531.10; light, $443.97; repairs, $1,628.59; 
WaLGk, msOUt y SUTMIMCS., 1S 4h oc +s ties n art separ cya 6,0 © SARC TIGRE CALA EERO, Care 

St. Jacques VAchigan, Public Biase —Caretaker, J. L. M. Dugas, $240 (quar- 
ters $300 not included); heat, $196.75; light, 9124. 25; sundries, $169.65......... 

St. Jean, Custom House:—Caretaker, R. Rameau, $540; heat, $314.89; light, 
$60.44; repairs, $794.61; water, $60; sundries, $95, D4. Aa saigh het Mah os sR ase bd 

St. Jean, Post Office:—Caretaker, A. F. Camariere, $240 (quarters $300 not 
included) ; eare of clock, $45; heat, $635.48; light, $302.70; repairs, $110.55; 
water, $50; sundries, $89.44 


eee ee ee eee cee eee eee reese eer ee essere eeseeeretosese ee eee 


1,766 


2,438 


1,855 
50 


8,463 
675 


2,261 

914 
2,153 
1,860 


1,995 
1,906 
1,500 


1,880 
1,143 
1,765 
1,562 
617 
390 
1,602 
399 
2,388 


102 


1,776 


4,024 
730 
1,865 


1,473 


23 


68 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suwite 
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Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC-Con. — QUEBEC—Suite 


St. Jerome, Public Building:—Caretaker, E. Sigouin, $888 (quarters $300 not 
included); caretaker’s supplies, $162.77; heat, $421.74; light, $195.31; repairs, 
_ $814.60; water, $49.68; sundries, $154.72................: PAE th ge SOR Fe Ona 
St. Joseph d’Alma, Post Oftice:—Heat, $160; light, $59.90; rent, $600, less $275 
Dae iey Was ort water, 1 827... . 5 io ange pA PMOE doit ah abiny oMWded oe hdc vee 
St. Joseph de Beauce, Post Office:—Light, $59.02; rent, $600, less $300 paid by 


St. Lambert, Post Oftice:—Caretaker, V. Beauchemin, $834 (quarters $300 not 
included) ; sundry labour, $118.40; heat, $396.87; light, $120.60; repairs, $437.04; 


a ESRD, ea erNek AT EY SUPT e ES iether V0 le Rega e ayeiapen cba! ste tevel(cha tis «, Souetaleus bake as) SAK 


St. Romuald d’Etchemin, Public Building:—Caretaker, EB. Coté, $240 (quarters 
$300 not included); heat, $212.50; light, $63.25; repairs, $352.52; water, $50; 


SN AN Al ed agh Spt iat he: cee pe meenLemnel (okey OR CS) b4 eee SM eL el aie Bs Volicgieh a ovate rete. & civ eh sos 


heat, $374.95; light, $241.85; repairs, $946.64; water, $42; sundries, $180.44..... 


ICI DOL HA eA PCa. eS os nig AME POUR 2 CG UIMEEE, JS pet De 
St. Vincent de Paul, Post Office:—Rent, $360, less $125 paid by P.O. Dept.; 
DEE es oh a3 irk 8 0 5», «3, +0) 45, ROM OME, why OLDE, BT sae. back a 
Sawyerville, Post Office:—Rent, Jan.-Mar., $75, less $31.25 paid by P.O. Dept. 


AEE IES IAST SIG RSE Oy ORME B'S: (O18 uee eye re Bauer o! 6 labia 'e "Oy Sie: skies: is) ele seae eee 6 Soames ane 


included); heat, $419.25; light, $107.05; repairs, $231; ‘sundries, $61.51... . 6.0.5: 
pherorooke, ) Gully Station): Mailroom i-SR enhenth: Wi. bul hal eekh Jace iG. senile 
Sherbrooke, National Revenue Office, Skinner Biihing:-Rent!. cl eu. SL. 
Sherbrooke, Pensions and National Health Office:—-Light, $15.01; rent, $336...... 


Sorel, Public Building:—Caretaker, J. Mongeau, $888 (quarters $300 not included) ; 
care of clock, $45; heat, $946.90; light, $278.34; water, $250; sundries, $141.71... 

Stanstead Plain, Post Office:—Heat, $125: light, $106.17; rent, $342, less $175 paid 
b 


included); heat, $366.50; light, $110.90; repairs, $278.43; sundries, $61.86...... 
Thetford) Mines)t National \Defence:=-Reant..dals Alb Oc Meal dl doles bn vo ec das 
Thetford Mines, Post Office:—Caretaker, J. Dussault, $240 (quarters $300 not 
included) ; heat, $138.80; light, $149.26; water, $40;. sundries, $200.12........... 
Trois Pistoles, Post Office:—Rent, $1,000; repairs, B25. shasta tyes BEN: LT tere tials: 


included); cleaner, M. Pellerin, $918; fireman-labourer, E. Nadon, $1,134; char 
service, $1,123.20; caretaker’s supplies, $405.45; exchange service, $134.70; 
furniture, $44.40; heat, $2,108.24; light and power, $1.223.98; repairs, $1,008.53; 


FES FE ROR ES OE OAS ROME ROARS 65404! 8) 88S 8 ie! 9 Tea! eheh aAw Voh.6) O10) Si.0% 0/16) eye die velamenie tel ove, tate 


Caretaker, J. Compagna, $780 (quarters $300 not 
included) ; heat, $373.18: light, $304.65; water, $100; sundries, $98.13........... 


4] 
96 


Part V—38 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
QUEBEC-Cone. — QUEBEC—Fin 


Ville Marie, Public Building:—Caretaker, Z. Loiselle, $240 (quarters $300 not 
included); caretaker’s supplies, $127.12; heat, $353.62; light, $219.99; sundries, 
toy) Pe AGIA 28 ALN MARA GAMMA ARMA MyPal eh Abdel Ge Vinca ieee tall ey A Se fakby 

Waterloo, Public Building: —Caretaker, J. C. Marcotte, $240; care of clock, $45; 
heat, $4.02. 93; light, $199. 67; sundries, ESO DO at es cette: ate ae aaa eee eehasette 

Weedon, Post Office: —Rent, $600, less $100 paid by P.O. Dept.; sundries, $82.80. 

Windsor, Post Office: —Rent, $1,500, less $225 paid by P.O. Dept.; sundries, $6.85. 

Minor Offices: —Gaspe R.C.MP., $66. 75; Lacolle Immigration, $85.02; Montreal 
R.C.M.P., $327.99; Phillipsburg Immigration, $81.71; Quebec, Poultry Promoter, 
$6, R.C.M.P., $99.48; Rimouski, R.C.M.P., $19.65; Riviére-du-Loup R.C.M.P., 
$67.31; Sherbrooke, National Revenue, $3, Radio Inspector, $396.79, R.C.M.P., 
$62.38; Stanhope Immigration, $118; Trois Rivieres Armoury, $1.44............ 

Sundry "Rents: —Tixchange service: Montreal Stores, $86.40; Quebec, Champlain 
Dock, $86.40, Lauzon Dock, $79.80, Telegraph Office, $74, 40; Riviére-du-Lievre Lock 
and Dam, $20: St. Siméon Telegraph Office, $20; Sault au Mouton Telegraph 
Office, $17.50; Tadoussae Telegraph Office, $28: ‘Timiskaming Dam, 345.5) 2.8 2 stash. 

bare Public Buildings, Generally: —Travelling expenses, C. Baudry, $87.78, 

F. Cayouette, $67.35, G. S. Gingras, $845.01, ere Pouliot, $156.99; advertising, 
as 09; electric lamps, $1,977.01; King’s Printer, printing, $89. 38, supplies, 
$307.59 ; abr ing $147.17; telesrams and telephone tolls, $324.76; sundries, $204.24 


ONTARIO 


Ottawa Public Buildings, rents, 12 m. to Mar. 31, 1933, unless otherwise stated 
($766,533.97) :— 
Arcade’ Building, Métropolitany Stores po Litdvenm: Wee deen), ae a ok. 
Aniditoriwms (Did. ¢ Maresl3 1932." to. Magy BW VOS3. ul ene eee ey eee 
Bate Building, H. N. Bate & Sons, Ltd., 12 m. to Mar: 24, 1933.............. 
Birks) Building; $2,039.80 7012) me tos Marylou 1983)" S322 20. vin! Seen eis. cee 
Blackburn Building, R. L. & R. Blackburn: 15 m. to Mar. 31, 1933, $80,778.65, 


Teas! $13,040 Gadel win: POSED asa ain RI 0 te te 
Blythe’ Building; Estate) obi.  TeeBiythtellity.. Fi) ea eee eae”. Nae 
Beoth! Building, ‘Booth! Gobbtook . Oo Raa tnnoae J OO A a be, pee 
Bryson Building, Bryson Realty, Ltd.: National Defence, $2,609.50; tatiche 

Revenue, 12 m. to Mar. 12, 1933, $7,828.50 TREES Ch, wa SARS RIT, ISM 
Castle Building, Hstate of H.) Brouse, 12 «m: to! Maryild,19383i) 208. woes 
Dominion Loose Leaf Building, Norlite Realty Co., Ltd., Mar. 18, 1932, to Mar. 

Sly MOBS. Tes (BR. gallo Gan. ROR Ro. SER ROLE I, ER ana ee, 
Duford & Oharleson Building, A. H. Fitzsimmons,.\Aprilj 1982...)...0.0..02. 
Dithamel Building, MeDowgalsjlotdik 2B. otk: bee ee OU ee 
Earlscourt Building, Earlscourt Realty) Corgi Titde) ani diet ee Se 
Elgin Buildings: Elgin Realty Co., Ltd., $35,004; City of Ottawa, taxes, . 

$5.1,541:34 Ohms nei. diet. USE. wept dee so Ve oh ee, ee ten at Lice 2» ay sew See A a 
Free Press Building, Realty. Co. of Ottawa, Ltd., 12 m. to Apr. 5, 1933...... 
Haleyon Club, contribution towards rental of club TOOMS......2.sseseseces 
Imperial Garage, Bo ADs LANE ENE TOG. sis na Ss id tay ens yond Bk eucee AOR Eee IE Re Re Sea 
Imperial Realty Co., Penn Nac, and Woods Buildings, $104,544.96; City of 

Ottawa, ee $28, FST BG sivicih: (Mase TON: antbatay.  OOULE SMOlt OO AMR katiel 


Jackson Building, ber, cama $64,761.13; Mar. 20;'11932) ;t0 (Mar. 31;:11933: 
$5,273.29; 12 m. to Mar. 25, 1933, $10,765.65; 12 m. to Apr. 8, 1933, $716.10. 
Jarman Building, H Favenaay. ails bie: ee hee Oa es Baten cee, ie ee 


Labelle Burtkdines,” P.’, Labelle: 20. 2i5\ Ce atte i OS eae re ee 
vee Heane at Estate of J. B. & W. A. Lamb, $2,660; City of Ottawa, taxes, 
1397078 tebe’ SO rae Beulwet ed | Sie omen eh aes Aer 2 ee aN: | ENE Re ey Re Oe EO Pe: 
Langevin Block, easement: C. J. Booth, 12 m. to Oct. 1, 1932, $5; Hope Realty 
Ltd., 5 years itot Aprs.,1, 198200828. ewan, bie seg. oP eee. hed LR e ae 
Leia Building, Provincial Bank of Canada: $12,832; 6 m. to Mar. 31, 1933, 
LAO OB 6 oc gadie Pcs ies i linia s oi 6.0 RSS OLS OORT ek ES DEI CPE). Ee 
Lowe-Martin Building. Lowe-Martin Co., Ltd., 12 m. to Mar. 10, 1933........ 
MacKenzie-Bublding pd ace MaGhengiegve yi c bare. tort ee, . obi, Tos eee, 
Martin Burlding;: Norlite, Realty ..Go., Ladi vem. eenieaweun eee ee wee ee Bee 
McDougal Building, Builders’ Sales, elotd.g:42) mi tow Mari«'21,- 20838 tall se. 
ae “Building, . D. Morris Realty, Ltd.: Dec., 1932, $400; Mar. 15-31, 1933, 
BOS BO a eotitia ae Be ued Lee A Oe ec eines ee 


1,335 


457 


4,877 
835,830 


11,000 
2,130 
17,000 
1,362 
67,738 
3,600 
17,319 


10,438 
12,580 


ZL pee 


133,302 


81,516 | 


1,560 
41,148 


4,051 


52 


50 


37 


Part V—3y 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
aoaoaoaoauauq=owoo 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


ONTARIO — Cou.—Suite 


Motori bullae thd se) Ba Black bupts.t, scotia est itd aad fxiet Nec acaiilh Ghd oe eee 14,163,758 
Noiisice eB uke od Norliten Realty: kCOlailibde st AR, copilel ccd. crsix>csestvteichey. a dette eri 30,000 00 
OA Ay Assogiavionr Building, 3).nv. to’ duly b561032be sass ecat dss age. bounds we 2,056 83 
Ottawa Electric Building, Ottawa Investment Co., Ltd., Mar. 15, 1932, to Mar. 

BEA OUG Sos Mmtanriry, «fb NIA ik del.’ AU LEM healer MNO. conleed rerwiisdi-s a they uidbette.-s 1,250 00 
Prerices > Dacoremiiding.: Wit. McAulifte,. ean hues tas, ae hick. acon p BE 3,399 99 
Plaza Building, R. L. Blackburn: $7,600; Mar. 21, 1932 to Mar. aly 1933; 

PE PAO O2 pRB OR ve ccepett eens d «oT los ok e NR MRRUOE 5 hewshe  cud balk Se 6 edagli a cc 12,548 62 
Regal Building, Dr. J. E. Hanna, Mar. 13, 1932 to Mar. Sei LOB: Se toneraeses. ox 218 16,500 00 


Robinson Building, Estate of H. Robinson: Mar. 15, 1932 to Mar. 31, 1933, 
$4,547.66; Mar. 18, 1932 to Mar. 31, 1933, $7,260.23; 6 m. to Mar. 31, 1933, 


ee) Bas Te oe eae asain cab TsI-d . 34 ales AMI UTS ee “onl door oy then ae 12,308 89 
Roveli Bank} Ghambers, Royal Bank of Cana@aud oedsa th wacsid! cole hort. va une 15,050 25 
Sovereign Duilding,).,Sovereten ‘Realty, (Cos litde ies osscecoe oils o cebu uct. 15,000 00 
Steel Building, Rideau Realties, Ltd.: $10,598.25; 4 m. to Mar. 31, 1933, $400. 10,998 25 
Sieeivenmbade 0 Sovereion, Realty Gomudabdansn im cuitrcedeo ccc < chdch ok nee 7,500 00 
Wpatalgarie building, *Retatey of) J: Cl. Bremmamieer. ¢ io rahs acces otha clon 16,880 60 
Union Station, Building, Ottawa Terminal Railway Co... 2.0.00. cccescuceccds 22,849 00 
Victoria Building, Wellington Investments, Ltd., 4 m. to Mar. 31, 1933........ 439 45 
Viunyebuikimge, «Vimy chedliy Coy Eitan Uri Wt Cue em 8 16,000 00 
No. 170-72 Wellington St., Norlite Realty Co., Ltd., Nov. 285, 1992, to) Dhar. ol, 

Be ae ee na eLEN SETS AN Siete ke A'S NRG eee ae NPB Le AOR ACA S.A 143 50 
Plomdtetinesiser vice,o Bell Telephone Go.. eee elt tus. Sune tan es Se 665 28 

766,533 97 


‘Acton, Public Building:—Caretaker, J. Anderson, $780 (quarters $300, not in- 
cluded); care of clock, $45; heat, $549.35; light, $128.14; repairs, etc., $214.20; 


WET AR O2OnOs A rach loctite fee cess . DAM Pe OO UR EOIN. SPM yas Ak ihe CAIN yh Lee RUS 1,745 62 
Alexandria, Public Building:—Caretaker, D. A. McLeod, $834 (quarters $300, not 
included); heat, $164.36; repairs, $495.15; sundries, $209.03.............0.06. 1,702 54 


YOUN as ed eee. RO Ne Be ele cee Acs ge ee ee Ale SLi vdeo SEE Cade OTTER ye 1,673 08 


D700 Aan ete. Wee SOU) AP Re RL, TOR ATM Ds! DEN S| 1,965 79 


IOC AE ee SMSO Ghetto oN Ae te ROE RNA dk a Deon dias ee EAL. olen fl 1,866 49 
Athens, Public Building:—Caretaker, A. W. Johnston (quarters $300, in lieu of 
salary); care of clock, $45; heat, $330.94; light, $146.42: repairs, etc., $284.06. 806 42 


included); care of clock, $45; heat, $241.45; light, $46.56; sundries, $100.92.... 1,375 93 


Ce 8 CERN TREO (TUN Sc cicrk sg ae Oe Ee A eee eoeenee ey |e 1,819:'35 


cluded); care of clock, $45; heat, $444.32; light, $175.20; sundries, $145.18.... 1,589 70 
Belleville, Food, Inspector’s | Office: —-Rent 234.8 ..¢< takes ceils clade sudall onl k ba Mee er 175 00 


Tepairer chegg gs 080,01 -ymrater | (S107 OG ents OE teal beta Dee sich ca kl. oni lulavbh 4,825 71 
Belleville, Tax Office:—Light, $61.22: rent, $2,525; repairs, etc., $88.60........ 2,674 82 
Belleville, Weights and Measures Office:—Rent, $590; sundries, $38.07.......... 628 07 
Bice Oli, .atmourvesieReutss1 3) ORT. bead « Mls tesh eters” denccare bls (beB, oallder dt, 400 00 
Blind River, Post Office:—Rent, $600, less $400 paid by P. O. Department...... 200 00 
aveeanville) Armoury: Rents is. lua Waeae ee. «dative sce ak CAMPERS seen Sra sce 360 00 


not included); care of clock, $45; heat, $205.50; light, $214.14; sundries, $136.82. 1,435 46 
included); care of clock, $45; heat, $447.42; light, $181.50; sundries, $117.58.. 1,571 50 


WRUer. pore emt eg S174 OS en, eee et EN al ie Coc on a hee dk 1,816 20 


Part V—40 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.—Suite 


Brantiord, Armoury :—Rentis |. Meee ee, ce Oe, BE ce a 0k eee We 
Brantford, Public Building:—HEngineer-caretaker, J. McCabe, $1,104 (quarters 
$300, not included); cleaner and helper, H. E. Lynch, $1,080; elevator operator, 
G. D. Meikle, $1,080; firemen labourers, A. Hall, Aug. 29-Mar. 31, $587.04, T. S. 
Poulton, April-Jan. 31, $990 (retired), J. Rouse, $1,134; care of clock, $45; 
char service, $993.60; furniture, $223.72; heat, $1,966.48; light, $967.44; repairs, 
ete. $2,303.74; water, + '$53.46.83% eis Be bs hades PU ES, oo a 
Bridgeburg (Fort Erie), Custom House:—Caretaker, W. Hanna, $942 (quarters 
$300, not included); B. Stiles, Sept. 12-Mar. 31, $596.07; furniture, $218.14; 
light, ‘$123.90; repairs, ete’ $216,995 “waters $32 2) IA OSE Ra on oe, iT eee 
Bridgeburg (Fort Erie), Post Office: —Heat, $264.72; light, $107.65; rent, $1,800; 
sundries, $6543 22. Ree FOE OS, Sere Oe Le ee I Pe steer eu kaon aaa 
Brighton, Post volte —Rent, $563.50, less $350 paid by P. O. Department...... 
Brighton, National Defence ‘Department: eg 43)! 1 a rs eR ee RR aa ae 
Brockville, Public Building: —Caretaker, C. F. Gray, Apr. 1-27, $70.65 (retired), A. 
i. Miller, $805 (quarters $275, not included) ; char service, $324; heat, $605.01; 
light, $442.82; : repairs, etc: "$982. 705 * water "$140.20 rela. se as ek ea ate 
Brussels, Post Office:—Caretaker, W. A. Bell, $90; sundries, $308.75.......... 
Burford, Public Building:—Caretaker, D. C. Stewart, $834; care of clock, $45; 
heat, ($257.50 lteht,~ $88.50 7 "sundries, SLORTOUM:. . vars eens eae ot eee ne 
Burlington, Brant Hospital:—Watchman, J. Adamson, $918, H. Hanna, $918; light, 
806293 \ water, SLOUs SUNUTIOS, “WLOU a0" Cente esd stat <p aane =e rare eta teen mee eNEMets Witla as 
Calertonta Arinouny Rent : 6 2200 Sie cls es ators ie ree scone ats ors ee aeebemend CaM ns ca ce 
Campbelitord 5 Avinoney—— eit... s.eccas epics sem aus seve Siguay els oiera. «wie es vote 
Capreol, Post Office:—Light, $250.58; rent, $1,200, less $250 paid by P.O. Depart- 
TOV TNE oe irc heh SRW Ha Ma sake eo ics Pagahecionbes aie Roses ON Rar cited cabot hits .| edteges hal SMEs (satan soul’ we Be Relea SPoRe sma Eos cutee 
Cardinal, Public Building: —Caretaker, G. H. Mcllveen, $24 (quarters $300, not in- 
cluded) ; heat, $287.92; repairs, $752. 93; sundries, $113.2 Mee 5 ae. ee ee 
Carleton Place, Public Building: —Caretaker, W. J. Aecibon, $834 (quarters $300, 
not included) ; eare of clock, $45; heat, $395.08; light, $275.59; repairs, etc., 
$116.66; water, GAS cciidy. \ cheils heirs ns’ .oi Ute, GEE SRS 6 sabe bp ses OUOAD +: de glie hs OMe aMe ne Menten eye ae 
Cayuga, Public Building: —Caretaker, L. 8. Colter, $240 (quarters $300, not in- 
cluded) ; heat, $209.30; light, $305.78; TODAITED GtC., poo med is sr aiebh ide oe buleeke 
Chapleau, Post ‘Office: —Rent, $540, less $450 paid by P. O. Department........ 
Chatham, Public Building: —Caretaker, D. Martin, $942 (quarters $300, not in- 
cluded); firemen, N. Penny, April, $85.50, ie Tite, Oct. 16-Mar. 31, $359.54; 
char service, $196.08; beat, $296.15; labourer, $175.23; light, $345.82; repairs, 
SOS YB OINGTICS Oo LOO «yin,» Hoe bceiel sh 3 oe ¢ Seneergs sore siete = timeline ose tae ree eae) tan 
oe Public Building:—Caretaker, C. G. Phillips, $780 (quarters $300, not in- 
clu nee care of clock, $45; heat, $355. 25; light, $119. 04; water, $56.26; sundries, 
S93 GBeieie dei CRORE toaster he Ob ah ie die <2. 6 TS seminar be emnteer tear. at 
Clinton, ‘Armoury: Aer EUOTEE ain iydrarosg he > AUS SREAas Dibtiah fel «\ AN. PEGE io. olatiatath eS ce tule se ca tana 
Clinton, Post Office:—Caretaker, E. R. Walton, $942 (quarters $300, not included) ; 
eare of clock, $45; heat, $446.50; light, $188.94; repairs, $582; sundries, $111.56. 
Cobalt, Post .Office:—Rent, $1,750; sundries, $48.90. ............ ee cece ee ee ences 
Cobalt, Moore Gibson Premises:—Furniture, $180.97; rent, $300; sundries, $47.94.. 
Cobourg, Public Building:—Caretaker, J. Scharfe, $942 (quarters $300, not in- 
cluded); heat, $316.41; light, $179.19; repairs, $1, 149.96; water, $56.88; sundries, 
$165.80 Ul. ANA ROSE arty SOBER REE, TO SOL Ses sdll olla eat ake aay Sh derlal 
Collingwood, Armoury : Rent; C20 IR ay Pnes Sandals oh aalele timate «Oe Lh Ries 
Collingwood, Public Building:—-Caretaker, D. Hawman, April 1-Nov. 9, $474.50 
(retired) ; G. Hollinshead, $984.84 (quarters $96.61, not included); char service, 
$432; heat, $675.25; light, $203.08; repairs, etc., $401.05; water, $154........... 
Copper Cliff, Public Building:—Caretaker, T. Smith, $780 (quarters $300, not in- 
cluded); heat, $312.18; light, $186.43; repairs, etc., $1,008.36................... 
Cormwall; Armoury 7=sien by. X50 Ga stom rn oh sa onenees ooo dues riskactytye, Stns tea eee oe Ltrs 
Cornwall, Public Building:—Caretaker, J. Lauzon, $942 (quarters $300, not in- 
cues care of clock, $45; heat, $456.17; light, $315; water, $75; sundries, 
249.64"), Ta. OLS Wee irdiia) SOR Lee cmae let... eee cree meee ere valeee . SALE SIOR 
Deseronto, Public Building;—Caretaker, M. Hart, $780 (quarters $300, not in- 
cluded) ae of clock, $45; heat, $472.50; light, $187.25; repairs, etc., $125; 
water, Gee VSR SR ELL, | RSE RECESS tisk ieiietieh by plo tn helt tetas Sith a SO eee 


3,960 00 


12,528 48 


2,129 10 
2,235 80 


213 50 
225 00 


3,378 88 
398 75 
1,326 18 
ye arg 
300 00 
120 00 
1,200 58 
1,178 05 


1,714 60 


788 91 
90 00 


3,047 14 
1,379 23 

60 00 
2,316 00 


528 91 


2,810 24 
240 00 


3,324 72 
2,286 97 

400 00 
2,082 81 


1,659 . 75 


Part V—41 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
es 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.Suite 


Dresden, Public Building:—Caretaker, S. Markham. $834 (quarters $300, not 

included); care of clock, $45; heat, $233.90; light, $118.12; repairs, $703.10; 

Simdriea. Hone cine yaa. «heh cise hs ochdeered. at. vinGral dewsunitslaa$h « d4 ones 1,995 44 
Dundas, Public Building:—Caretaker, F. HE. Martin, $834 (quarters $300, not in- 

cluded); care of clock, $45; heat, $411.44; light, $132.20; repairs, etc., $141.34; 


BIA eT CL Dials chet bsken gs cl asad worl A siiaraninin oe mete) LR RE A UNE ir elie AVN Eh hd ee 1,640 31 
Dunnville, Customs and Armoury:—Rent, $850; sundries, $84.25 ................ 934 25 
Durham, Public Building:—Caretaker, J. J. Smith, $540; heat, $137; sundries, 

Dee OANA ce eaten wah Ao, en Pe ONE, oaks «FER A ge ietsticthelssc UOIMER AER « <BD. AMAL Tso %< oa Oh | athe dedicrtncicchcs 812 90 
Dutton, Post Office:—Rent, $500, less $225 paid by P.O. Department............ 275 00 


clock, $45; heat, $313.89; light $200.22:, eundwispen lS! ak Waele caiue . wl fee 983 82 


SUTIP TOS SOMO ORL Re Shela shal. 5% «oh Reet ORE he Ne eM a BLO 2 aheschbuaate of edie 3,081 71 
Hiora, Public Building:—Caretaker, G. Duncan, $780 (quarters $300, not included) ; 

- care of clock, $45; heat, $227.10; light, $97.09; sundries, $134.46 .............. 1,283 65 
Essex, Public Building:—Caretaker, T. Crozier, $942 (quarters $300, not in- 

cluded); care of clock, $45; heat, $438.45; light, $60.52; sundries, $207.79...... 1,693 76 
Exeter, Public Building:—Caretaker, M. W. Pfaff, $540; sundries, $172.40...... 712 40 


Fergus, Public Building:—Caretaker, N. Gibson, $834 (quarters $300, not in- 
cluded); care of clock, $45; furniture, $289.27; heat, $220.74; light, $70.98; 


Set A te Nae ta gsc oAilin af RN 8 saeraius ye ers mS ME See) acktie 1,551 09 
Fort Frances, Public Building:—Caretaker, J. Keenahan, $834 (quarters $300, 

not included); heat, $430.41; light, $279; water, $70; sundries, $406.60.......... 2,020 O1 
Mort. WilliamaArmouryt=—Rent p.s) s dda cia. a2 8 ~ ic ea: Ss WAGNER A TS ANS 2,600 00 


heat, $652.95; light and power, $575.13; water, $189.68; sundries, $260.50........ 6,352 82 
Fort William, Pensions and National Health Department:—Rent................ 150 00 


BOSbs) Smriesy BIS. 84.) oko Rs leben, seed #. chenille GU IOER yates eigeuy 2,908 55 
Forte) WithamarGener ally s—Sandries i Ay ek ees Rl vd: salon oa SO chd bh houll . ohhe 0 25 
Galt, Public Building:—Caretaker, D. Cassidy, $780 (quarters $300, not included): 

care of clock, $45; heat, $291.88; light, $218.09; repairs, $874.27; water, $58.22; 


Subdties)  SidD Ste doe seta we. emt L.. 88 UT Siva wherein val, sre ttleg sh. dette 2,374 46 
Gananoque, Custom House:—Furniture, $111.77; heat, $229; light, $66.41; sun- 

NGS © OOO raed alls <. sities | Poise te ee tee LOSE sha Roun repel «bata ahaa sot 503 57 
Gananoque, Post Office:—Caretaker, W. H. Richardson, $1,134; care of clock, $45; 

henge. $150) light, $143.87; repairs, eehns244,60 werk Re Obi hav ee ee 1,697 56 
Glencoe, Public Building:—Caretaker, J. Tait, $834; care of clock, $45; heat, 

Rael light $163.00) SUndricsmGl 10. oete . sca, alc CLOS -eb0d cc Le oolsnle YS. as 1,425 01 
Generar, WAVINOury "elt cs hs oe ce i ee Mie anette ART. lind cE tac 300 00 


SiO is. Se Tantei. ORO mee MICRO MRE AR ANT tae eh: TP ond ie 2,630 75 
Gore Bay, Public Building:—Caretaker, Mrs. W. Jennings, $240 (quarters $300, 

not included) ; heat, $425.28; light, $270.25; sundries, $66.05.. ........0..00c00. 1,001 58 
Gravenhurst, Public Building:—Caretaker, W. R. Emmett, $524.60; heat, $163.68; 

Miphtiyeood Os Tepaire, 6o09.455- sundries, 202.04 (Te. dees el. wee oeyee Lite 4 
Grimson, Atiguiye ently Ne eet eR ote DLS eee. tain he SoU ty 354 00 


included); care of clock, $45; heat, $278.30; light, $120.44; sundries, $146.31.... 1,424 05 
(Fletpuy tasauneeNVarchouses belie a si oe ees owns yes OG AUS Se 900 00 
Gueiph, OntarieA ericultnral  College:-—Rent i045 oti ee heed BOYS it 80 00 


Vater Ee So. Star Tete 323.4049 BOO Geee Briss race doc HOG ode Th Meath Ma, 2,746 20 
Hamilton Armouries:——Rent: 33.4 2354 1965045402350405 0202 te As 2,500 00 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.—Suite 


Hamilton, Bruce Building, Weights and Measures:—Light, $18; rent, $1,200...... 
Hamilton, Commercial Building:—Rent, $1,500; sundries, $2.50................... 
Hamilton, Leavitt Building:—Cleaner, R. Chubb, April 1-16, $36; fireman, F. 
Spencer, $598.50; firemen labourers, Ogi Bishop, $1, 134, W. Harley, $1,026, y aaret 
Robinson, $1,026; watchman, W. ‘Allan, $810; char service, $846; heat, $1, 280. 03; 
rent, A. T. Leavitt, $12,000; repairs, $86.40; water, $209. 37 Wigitik a. AA wh ain ROO 
Hamilton, Pigott Building: —Light, $10.62; rent, $600 UY ee Cans Ss es 
Hamilton, Post Office: —Engineer- caretaker, C. Farraw ay, $996 (quarters $300, not 
included); cleaners, A. Marr, $1,080, H. "Matthews, April-Jan 238, $619. 33, Cc. H. 
Noble, $1,026, W. E. Wardley, Jan. 31-Mar. 31, $137.18; elevator operators, EK. 
Emery, Nov. 29-Dec. 1, $8.10, A. Mathers, $1,080; firemen labourers, W. Ormond, 
$1,080, C. Partridge, $1,188, J. Stacey, April 1-9, $25.65; care of clock, $58.48; 
furniture, $377.97; heat, $1,380.39; light, $880.05; repairs, $580.92; water, $497.94; 


sundries, SAO OB ART) 4 nso Madden een CO Ri bn TOR. AL, attire. cs dae 4 SANA Oe 
Hamilton, Postal Station “A”:—Furniture, $242.55; rent, $2,518.97; sundries, 

SBD 7) srlies MAURIE Kien TANT HD CARA 1" Snc MRA, be RCo itech aati MR Se se Re 
Hamilton, Postal Station “B”: :—Caretaker, T. C. Butler, $1,134; light, $138.85; 

water, $80. O52 SgiMdL ies TS22 7 ays ose). SPAN TRC ROL SL tt), Gleam ge eC OLERD 


Hamilton, Postal Station “C”:—Cleaners, J. J. Figgins, $1,080, J. McCamus, 
$1,080, H. H. Stevenson, $1,080; elevator operator, H. R. Denike, $972; fireman, 
H. Sugden, $598.50; fireman labourer, J. Wilson, $1,134; furniture, $169; heat, 
ae light and power, $1,770.01; rent, W. S. Duffield, $20,000; repairs, 
948.19 [00 yA RIN AMA: BAY OF) ike: SLES oT, 5g RRR a ets ER RORneE.. , ORE 

Flamilton, Lennox Building: —Furniture, $257.80; rent, $9,900; sundries, $17...... 

Hamilton, Radio .Car Gakamesa7Rents «cue sae wees S48 0 ON Sd Aes ee Oe Se ee 

Hamilton, R.C.N.V.R. Rent Du ahs a AOR Se le CAN HR AEA Dat OL NE EIEN, SOROMRTR, 0 

Hantilton, Gener ally:-—-Hlectrie . lamps 8) 0hac5 Va. AN a el A ie a ee. | C8 

Hanover, Public Building:—Caretaker, G. H. Zinn, $942 (quarters $300, not in- 
cluded); care of clock, $45; heat, $313.54; light, $114.92; repairs, ete., $229.94.. 

Harriston, Public Building:-—J. Grisch, April-Oct. 11 noon, $228.20 (retired), 
R. A. McCready (quarters $175 in lieu of salary); care of clock, $45; heat, 
$534.28: labourers, $178:80; Ticht $188.12) sundries, S74087 0% awa) Te ae 

Harrow Experimental Farm: UTA: 3788; light, $444, BE ico NTL B So's SR BORNE Ay: 

Hawkesbury, Public Building: —Caretaker, F,. Dupuis, April 1-Dec. 17, $771.86 
(retired), E. Gelineau, Aug. 17-Mar. 31, $548.56 (quarters $125, not included) ; 
heat, $322 °40.;. linht,. $167145;. repairs, -$1,465.99;, sundries, $282.73... PF .2008 eet, 

Hespeler, Public Building:—Caretaker, W. Dunn. $834 (quarters $300, not in- 
cluded); heat, $198.44; light, $129.55; water, $57.48; sundries, $21.42.......... 

Huntsville, Public Building:—Rent, $3,919.45; sundries. $90.69................... 

Ingersoll, Public Building:—Caretaker, R. H. Day, $834 (quarters $300, not in- 
cluded); care of clock, $45: heat, $525.58; light, $146.39; sundries, $283.68...... 

Kapuskasing Experimental .Farm:—Heat,. $2,616.33; light, $1,133.91............% 

Keewatin. Public Building:—Caretaker, T. 8. Scott, $240 (quarters $300, not 
included) ; ‘heat, $437.73;'. ight, .3148:58;. sundries,)$62:20). Uadou. VR Teas. 

Kemptville, Public Building:—Caretaker, T. Pearson (quarters, $300, in lieu of 
salary): care of clock, $45; heat, $213.50; light, $196.43; repairs, $140.36........ 

Kenora, National Defence Dep 2 

Kenora, Public Building:—-Caretaker, J. J. Edmondson, $780 (quarters, $300, not 
included); care of clock, $45; heat, $467.12; light, $217.09; water, $129.50; 
sundries, STOO Vb srrr es cake i Meee ev aes CSE Oe BAS re Ra EE RPL eee heen oy dewey 

Kincardine, Public Building:—Caretaker, J. G. Morrison, $195 (quarters, $300, not 
included): heat, $254.77; “light, $122.69; repairs, $412.20; sundries, $54.67........ 

Kingston, Custom House: Caretaker, TY’ Prizell, “$1,242: heat, $321; light, $72.16; 
repairs, ete., $951.93; water, $53.17 De as, © LoMah SRAM. placa ome eke ae Ee a ce ee 

Kingston, Inland Revenue Building:—Caretaker, W. J. Penfold, $942 (quarters 
$300, not included); heat, $653.19; light, $119.64; rent, $2,788; repairs, etc., 
POLS” WALEP, DUO DOL Us. cx stakode Mee cae CRRA D IA ATU. ee ee ee 

Kingston, Labour Department:—Furniture, $41.24; rent, $192.................... 

Kingston, Public Building: —Caretaker, J. Kehoe, $942 (quarters, $300, not in- 
eluded); char service, $324; furniture, $316.66; heat, $802.22; light, $458.82; 
ene, etc’ $1,098.00" water Sioa lmicn ee, cece Ree Ce em ee 

Kingston, Queen’s University: Peon ete ee 1 Aas ls aceasta oe 


0, 0} /8! 01 eke ue 50-046, Bo 6, 6 610 © 6 (6) 648 ee) # 61a) /6.1ee\ 0 6's) aris oe 


& 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
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Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Kdifices publics du Dominion—Suite 
ONTARIO — Con.—Suite 
Kirkland Lake, Post Office:—Light, $274.93; rent, $2,840 less $1,900 paid by P.O. 


DEPAUL MLCT iat cer ae ete cise US es eR, CMON ote teh, hE, ORUMY Tey TS 
Kitchener, C:N:R. > Mairoom:—Rent. ...05s24 2% ah anes het ceed ves eek atu Lhe McG 
Kitchener, National Defence Department:—Rent.............. Reel ead MPA DAD eee Ga 
Kitchener, Labour Department:-—Light, $10.93; rent, $480.....................5. 
Kitchener, Marine Department, Radio Branch: —Rent, $300; sundries, $117.38...... 
Kitchener, Marine COTTA RE o) SaE eA. gh ene MS ge a 


Kitchener, Public Building: —Caretaker, J. Carse, "$942 (quarters $300, not in- 
cluded): cleaner and helper, W. Smith, $1,026; care of clock, $45; char service, 
$450; heat, $502.63; light, $516.87; repairs, etc., $1.281.24; water, $103.49...... 

Lakefield, ‘Public Building:—Caretaker, T. Watson, $780 (quarters $300, not in- 
cluded); care of clock, $45; heat, $201.75; light, $107.07; repairs, etc., $182.27. 

Lansdowne, Post Office: Rent: Mar. 1-Feb. 28, $480 less $200 paid by P. ©: Depart- 
Pee: Bae te Phe Gel) oh, tine Sine MM eR LSA B. Che Be Ne NLD UE AL.” 

Leamington, Public Building:—Caretaker, S. B. Gordon, $780 (quarters $300, not 
included) : heat, $431.80; light, $92.14; sundries, $169.85 auaeromtele, Aaa ee rere t 

Lindsay, Public Building: Oa pape W. J. Healey, $942 (quarters $300, not 
included); care of clock, $45 ; labourers, $220.50; furniture, $119.20; heat, 
$1,015.40; light, $254:57; repairs, $209.28; sundries, $143.23... 2000) bey, 

Listowel, PAbhe Building:—Caretaker, C. G. Bitton, $942 (quarters $300, not in- 
cluded) : te of clock, $45; heat, $1,402.65; light, $350.70; repairs, $123.66; 
rere Go iene rte) Pe od iA Re eR LR NO CUD Meee tuat tea ie Pet 

London, Ciera House and Engineering Office:-—Caretaker, D. Hare. $942 (quar- 
ters ei not included); care of clock, $45; cleaner and helper, V. O. Clarke, 
$972; char service, $441, 45; furniture, $217.79; heat, $1,296.36: light, $301.42; 
repairs, $585.93; telephone, $210; water, $68.96; sundries, Sone Ot ee eee NOM 

London, C.N.R. Mailroom:—Light, $358.06; Gore. $210; sundries, $7.80... 0. hess 

Lenaon, VW csverneoiversity:+ Renin. tm, statics Gh de ldah « dmads ¢ TaD se coloahoodiomsmcraens 

London, Chapter House:—Caretaker, E. Green, $1,134; labourer, $109.47; heat, 
$457.23; light, $142.93; rent, $3, 900: sundries, $165. 2 CNR OEE HRV ARRAN DO 

London, Wyatt Building, Labour Department: “hight, S11 hGactent; S420 wal 2 ail 

London, Marine Department, Radio Car Garage: — Rent nly hohe tied ee ieee Le 

London, Public Building:—Caretaker, H. Gidesare $942 (quarters $300, not in- 
cluded) : cleaner and helper, B. Devlin, $1,026; char service, $1,166.40; labourer, 
$113.01; furniture, $830.01; light and power, $1,043.97; heat, $6,220.94; rent, $35; 
ieee t2.204 AER supplies, $767.45 Mayarers Sed il pins US LE0% .palok wy devout 

London, Generally: -Sundries [5 intab Les eT EAE abs § ee ER EE AR RE ident oT 

LOrignal Post Office:-—Rent, $420 less $100 paid by P.O. Department; sundries, 
cts) Cele MUNRE. ANNs A Biker Tee ee eee WP. eet eit er iirc) meg a 


Lucan, National. Defence. (Departmenti=_Rentyveii. a Gl wl Gaeta 
Markham, Public Building:—Caretaker, T. L. Willis, $270: heat, $141.70; sundries, 
B123.50 Ue Petar, OL) 1 Oe eee ry OLB A OR. Yo we ed 
Marmora, Post Office:—Rent, $420 less $200 paid by P.O. Department............ 
Maxville, Post Office:—Rent, $500 Jess $200 paid by P.O. Department; sundries, 
Sree antes. |p, Sa even te Eon! oS ae ete ONL ATL VOOM Le A BORG aS 


Merrickville. Post Office:—Rent, $540 less $300 paid by P.O. Department......... 
Midland, Public Building: Caretaker NE Coates, April-Sept. 11, $421.28 (retired), 


W. A. McPherson, Dec. 16-Mar. $228.55 (quarters $87. 90, not included), 
C. Melville, April 1-Dec. 15, pie. eare of clock, $45; heat, So lp,c05.) ign. 
$193.37; sundries, AOL hh 2 Aeemcmmente Meee Seen bars Nate t lb Hie 5 2a PE Tals wos AE AE LT Gs, SPE MASS 


Mildmay, Public Building:—Caretaker, W. A. Kremar, $54; sundries, $133.01. 
Milton, Public Building: = Caretaker, W. T. Randell, $834 (quarters $300, not in- 
cluded): care of clock: $45; heat, 959, 96; light, $200. 65, sundries, $137.75. 
Milverton, Public Building: — Caretaker, J: Yundt, $834; care of clock, $45; hese 


$325.95; light, $88.40; sundries, $140. 72 MAGN eae LU Ma ne ey hele. a 5 genre ae, 
Mitchell, "Public Building: -—Caretaker, A. H. Gibbs, $834 (quarters $300, not in- 
cluded) : eane ‘ene 1 "$45; nea » $260. pe light, $30.80; greet Sat ORES me, 
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Part V—44 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.—Suite 


Mount Iorest, Public Building:—Caretaker, M. Smith (quarters $300 in lieu of 
salary); care of clock, $45; heat, $352.20; light, $136.58; repairs, $414.34; 
mumdries, B40.06 4. ie icity é ce sh BWIA sg be vie ED ETS i sce Gate ba) AEE. ee tea ge 

Napanee, Public Building:—Caretaker, J. G. Pollard, $942 (quarters $300, not in- 
cluded), care of clock, $45; heat, $379.50; light, $298.53; water, $78; sundries, 


$203,031... 4... 2264 vas VEER Obs etn eatis 6 IONE Ser sen cee eee Wee kab sce ee 
New Hamburg. Post Office:—Heat, $105.10; rent, $400 less $300 paid by P.O. 
Department; sundries wh3 7olbse sa AS Reie + boa TLR Saeed otk ee ee 
New Liskeard, Public Building:—Caretaker, EH. H. Chatwin, $905 (quarters $175, 
not included) ; heat, $410.67; light, $129.56; sundries, $149.75................000- 


Newmarket, Public Building:—Caretaker, H. McCordick, $834 (quarters $300, not 
included); care of clock, $45; heat, $452.90; light, $96.81; repairs, $916.68; 
SUNATIOS,” $OL.19 wen FEiE. debs Plene (aed beak acide Tee ee a), GUNN kWh ers eee ee 

New. LPoronto, (‘National Defence ~ Department:—Rent... cusses) bocce ve ee ee 

New Toronto, Post Office:—Char service, $491.40; light, $96.70; rent, $1,500; 

sundries, S1L88. ccs ye) be 4 oo ibid ale lah otdlcaals Le ES Ae ee ee pee ee 

Niagara Falls Customs Building:—Caretaker, E. J. Spratling, $780 (quarters $300, 
not included); heat, $458.73; light, $164.05; sundries, $194.75.................. 

Niagara Falls, Post Office:-—-Caretaker, A. Knight, $780 (quarters $300, not in- 

cluded); char service, $491.40; heat, $1,137.52; light, $458.18; repairs, $297.13; 
Water "o00.24-  SUBUEICS, S202.U0 nerd ts oh cies urn ten ad. ae he ee 


N 
N 
North Bay, National Revenue Department:—Rent, Mar. LOA US, (kU aan ce 
North Bay, Post Office:—Caretaker, N. A. Prior, $1,080; char service, $108; 
labourers, $175.19; furniture and fittings, $217.79; heat, $392.25; light, $470.88; 


ore COC BOC CeCe Boe eee oO ee e680 88 ee 6 


988 


1,946 
242 
1,594 
2,407 
480 
2,102 
1,597 
3,433 
153 
389 
175 
3,362 
1,450 
480 
500 
1,671 
1.651 
4,342 
1,085 
2,132 


1,482 
1,934 
1,008 
1,246 


3,950 
1,303 


1,437 
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1,812 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suiie 
6Na0=0@—00$@aRaROaOuNOT9T]]9@a9D eee eee 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


ONTARIO — Con.—Suite 


Port Arthur, Public Building:—Caretaker, H. Martin, $834 (quarters $300, not 
included); char service, $583.20; heat, $355.90; light, $337.56; repairs, etc., 


Port Colborne, Public Building:—Caretaker, Mrs. A. Godfrey, April 1-Jan. 9, 
$604.60, R. L. Rogers, Jan. 10-Mar. 31, $176.13 (quarters $87.74, not included) ; 
nent £igo03. ight, $100.98 -coupdries 6925 9.02 iba h. 4.20 Ce. wevieveis Wh. Us adlav ace. 

FGGOM ORCA per MONT Yee EDU sand «spellers verte’ Sa She & Wey shore Wr easooht tol vac rick 


Port Hope, Public Building:—Caretaker, J. D. McMillan, $780 (quarters $300, 
not included); heat, $541.60; light, $207.40; repairs, etc., $424.20; sundries, 
BIS Wood aves. cabiecks 

Port Perry, Public Building:—Caretaker, G. S. White, $942 (quarters $300, not 


BS Ph Mi OO) PES SRO eT Seale TeUSR eee) 0k d, ewe) Spiaheine pderauaue 9) © e4eue Venereol ee ebe.\6 16 teuel eyelets aud 


SL SRS fe deerete:4. ley 6: te Fah (O90) Cy ep 0 eT ee) oy 6) ey'8 Fe EO 6: 6, 6 10126) wheueie:.¢) en 61.6) 6. © 


Preston, Public Building:—Caretaker, D. Campbell, $942 (quarters $300, not 
included); care of clock, $45; heat, $641.53; light, $276.98; repairs, $1,232.52; 
weber tpollsonsnmdries, (120.0) 1 parse eked. cats widel. anktts oe w Ble Pa Maldd clo e tcc eccorc., 

Princeton, Post Office:—Light, $21.32; rent, $396 less $100 paid by P.O. Depart- 
POOHE TS SO. POOH BEA. oho cts MA ee a lee, Mente ok OR Te ee tad oot 

Renfrew, Public Building:-—Caretaker, C. Eady, $780 (quarters $300, not included) ; 
care of clock, $45; labourer, $174.84; heat, $270.50; light, $196.44; repairs, 
Oa Moe VEU Ms POGRESSOCLOS ‘sch SYR. o Crd Blown otehoa vier) « Seiiadh « Adierews br ieleatde ofasewtd was 


Ridgetown, Post Office:—Rent, $675 less $450 paid by P.O. Department.......... 
Rockland, Public Building:—Caretaker, L. Regnier, $240 (quarters $300, not in- 

cluded); heat, $165.64; light, $100.67; sundries, $152.20.:...0..c..c3.0.cceccees 
Rodney, Post Office:—Rent, $500 less $200 paid by P.O. Department............ 
St. Catharines, Plant Pathological Laboratory:—Heating.............cccceceeeee 
St. Catharines, Department of Health:—ILight, $10.82; rent, $300.............. 
St. Catharines, Public Building:—Caretaker, A. H. Sandford, $942; heat, $596.39; 

ligmt,. 291.165" water, $59:303. sumdries, 63178. 9G). he icre tenons lorone aie ov dine dias a rd es 
St. Mary’s, National’ Defence® Department:——Rent) 1/9505. 2 RSPR eal A wha 
St. Mary’s, Public Building:—Caretaker, S. Sandercock, $834 (quarters $300, not 

inclided) > heat) 5331.38 ;.. light? S28856" sundries!) $152182. .godn tole. 4. ek 


St. Thomas, Public Building:—Caretaker, R. A. Skilton, $780 (quarters $300, not 
included); heat, $534.20; light, $161.72; repairs, $860.02; water, $50; sundries, 
SS UE OD on PML Maat fle.Yo fu he “o Seliity 'dbetothe, Make Peteeda ty ade saise shade va tobreactabe RHE Ge ly cutest Ae ee etek e 

Sandwich, Public Building:—Caretaker, G. H. Scandrett, $834 (quarters $300, 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.—Swite 


Sarnia, Public Building:—Caretaker, W. Smith, $834 (quarters $300, not in- 
cluded); care of clock, $45; heat, $395.77; light, $321.25; water, $80; sundries, 
$208.79.  AMECS . ance gow ays» BE IRALs «asta ge og ee the og eee Biche oe EC. Rene co 

Sault Ste. "Marie, "Armoury: SRE. arid cae carci d Gale UNS a, HART OR +. de have REE 

Sault Ste. Marie, National Defence Department:—Rent..................200000. 

Sault Ste. Marie, Public Building:—Caretaker, R. McClelland, $780 (quarters $300, 
not included); care of clock, $45; cleaner and helper, fe Cormier, Jr., $810; 
char service, $155.25; heat, $1, 111; light, $789; repairs, $232.57; water, "$50. 03; 
sundries, $408. Theat UGE, ie SERENE RUE. REbl LOT Be, Je. ce Ie bee nt UNE RE e 

Seaforth, Public Building: -—Caretaker, T. A. Beattie, $834 (quarters $300, not 
included) : care of clock, $45; heat, $439. 91; light, $82. 98; repairs, etc., $201.75; 
water, $48, se TRL ds anes ak ehchenetlnbsee sfsEAiel ad caedn eee mL a CHES... Seer, 

Shelburne, Public Building: —Caretaker, J. C. Stoddart, $942 (quarters $300, not 
included) ; care of clock, $45; heat, $340. 55; light, $154. 80; sundries, $209.52. 

Simcoe, Public Buildine aC eeetaleer W. Layland, $1,134; heat, $489. 70; light, 
$139.44: water, 651% sundries) S2ZUTIST SGA, ot. ed eee ce ce ee 

Smith’s Falls, Public Building:—Caretaker, R. W. Lewis, $942 (quarters $300, 
not included); care of clock, $45; heat, $331; light, $290 27: repairs, etc., $873.31; 
WALET, DOD. oc Pinel Mere Whe Gh Whole he altelas shots wie tah Se SA A Alc here Roane aU a O 

Stouffville, Public Building: —Caretaker, G. H. Peay ane $186 (quarters $300, not 
included); heat, $320; light, $75.40; ‘sundries, SEAS PAIN ab PG MR yaa lies ays A, ga faa it 

Stratford, Department of Labour:—Rent, April, $50: Shibata 21 Cuetehe tits. eine 

Stratford, Public Building:—Caretaker, J. E. Darby, $834 (quarters $300, not in- 
cluded); care of clock, $45; char service, $270; furniture and fittings, $822.57; 
heat, $131.76: light, $342; repairs, $1,384.98; sundries, $176.43. ..0../:.7..0...... 

Strathroy, Public Building:—Caretaker, M. Leitch, $942 (quarters $300, not in- 
cluded); care of clock, $45; heat, $304.50; light, $153.45; repairs, $705.19; 
sundries, $109.06. Sih a A Ee ae Sih SPE cn Nee BR tt BR Cah ab A i oll YS Nal 

Sturgeon Falls, Pubhe “Building: —Caretaker, W. E. Clark, $240 (quarters $300, 
not included); heat, $439.05; ‘light, $134.53; repairs, etc., $180. 06; water, $57.24. 

Sudbury, Public Building:—Caretaker, ls Loiselle, $942 (quarters $300, mot in- 
cluded); care of clock, $45; char service, $518.40; heat, $996.42; electric current, 
$3,030.12; repairs, $4,276:59; “water, ‘$270.60;' sumdries; -$357.85'.°.4.".%%... 0.4... 

Sundry Rental Accounts:—Telephones, Burlington Channel Bridge, $41.40, Fort 
Frances, $27, Kingston, $49.80, Cttawa, $34.10, Sault Ste. Marie, $34......... 

Sydenham, Public Building:—Caretaker, C. Knapp, $270; repairs, $378; sundries, 
SOLS x gle hs he Ve ee Laer AOS a gt Ree gt ES ae pice ge ROME Gee ah, Ma Ae, a 

Para\’ National ‘ Defence: Department :——Rend.soc? Oeil ste e chic ce cies vce ee. 

Thorold, Post Office:—Rent, $1,120 less $575 paid by P.O. Department............ 

Tilbury, Public Building:—Caretaker, J. L. Bourdeau, $780 (quarters $300, not 
included); care of clock, $45; heat, $275.14; light, $111.54; repairs, etc., $690.83. 

Tillsonburg, Public Building:—Caretaker, K. Rouse, $942 (quarters $300, not 
included); care of clock, $45; heat, $223.47; light, $132.58; sundries, $141.99. 

Timmins, Public Building:—Caretaker, O. Chenier, $834 (quarters $300, not in- 


cluded) ; ; heat, $1,170.66; light, $545. 11; sundries, $367. BLAS adie Game nia cee ah ween 
Toronto, Agricultural Department, Seed Branch: nah SVs $970.04; light, $577.80; 
repairs,-ete.,, $o0L.80 39 waked P'BOL 22400. 20s kde. lee Hin, Siete Shel eas GUE eae EA, ee 


Toronto, Custom House: —- 

Cleaners and helpers: G. B. Andrews, $1,026; C. E. Attwells, $810; H. A. Cope, 
$1,026; F. C. Cresswell, $810; W. Dow, $810; C. Duly, $810; J. L. James, 
April 1-May 30, $135; A. McComish, $1,080; J. McGivern, $1,026; O. B. 
‘Morrall, June 1-Mar. 31, $675; G. A. Parker, $1,026; P. Ryan, $785.52: J. 
ce $1,026; G. A. Swainson, April 8-Mar. 31, $794. 25; A. D. Thormington, 

Elevator operators: J. Allen, $972; J. Bews, $972; D. Cochrane, $1,080; P. C. 
Cussack, $972; R. F. Duncan, $972; W. Hill, Nair W. Holden, $972: i): 
Kennedy, $972; A. McInnes, $1,080; A. H. S. Nelson, $1,080; J. I. Powell, 
$1,080; F. W. Sinclair, $1, 134: if Sutherland, $972; E. F. Tooze, $1,138.32. 

Engineers: J. Moffat, $1, 242; W. R. Pearce, April 1-Sept. 28, $614. 10 (retired) ; 
WDD. Wallace ie OID eb rie 2 sn eb ed eee vert oe uals Dicle alii Win eee 

Char service: W. F. Hudson, $1,134; J. McCarron, $1,134; sundry, $9,306.99. 

Labourer: J. Oman sy: Bose. OE ECR. i he ae Yor, Je ee Dc eas 


1,884 
1,920 
780 


4,381 


1,651 
1,691 
2,025 


2,566 
633 
50 
4,006 


2,209 
1,050 


10,436 
186 
749 
180 
545 

1,902 
1,485 
| 2,917 
2,163 


12,649 


14,422 


27 


v7 


32 


10 
99 
78 


Part V—A? 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 121 & 353—Public Buildings — Kdifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.—Suite 


Toronto, Custom House—Cone. 
Watchman: J. W. Andrew, $1,039.50 less $769.50 charged to Station “A” as 
eleaner and “memperaliG ii ye cin GS. ede oes oe Bipmicitia.'s Ws takes Ae oddle oehe ds: 
Furniture and fittings, $529.23; heat, $18,856.46; light and power, $9,851.51; 
repairs, $8,187.98; supplies, $776.18; taxes, $247.17; uniforms, $289.24; water, 
FeO Ar AG EOS, . SOc ce GAL, AMOS «thee PME Lisliaheod, » odds hibatonlioe ag We 
Pee Drill Hall:-—Elevator operator, J. A. McCormick, $1,080; engineer, F. 
Crump, $1,296; fireman-labourer, A. Innes, $1,134; heat, $1,877.57; light and 
power, $1,726.01; repairs, $457.06; water, $291.12; sundries, $19.20............ 


ie Je @ele @)e.91 5 © 6 16 (90.6. 6 6, 6 (o 6 « & » 6 0 0-0 8 0 840s 6 2 © Oe OW 6 S16 6/6 6 0 8 6 ¢ @ 0 0 6 8 66) 6 8 60 0 ¢ © 66 0 8 6 0 be Ss 


Toronto, National Defence Dept., St. Paul’s Hall:—Rent........................ 
Toronto, National ‘Defence Dept., Mount; Dennis: —Rent. ... 2.0.00. ccc e eee eee ees 
Toronto, National Defence Dept., Old Knox College:—Rent, Keystone Investments, 
ed Beier ne teeta. vA. sc-9 500s Wek hie 5 MRR ARI eres Sons x Beks pamerhrs mac bharhic.n om © 4nd aaah es. 
Toronto, National Defence Dept., Women’s College Hospital:—Rent.............. 
Toronto, National Defence Dept., Airways Inspector:—Rent.................000. 
Toronto, Inland Revenue Building, Assistant Receiver-General:—Fireman-labourer, 
J. Veal, $1,134; heat, $1,344.33; light and power, $633.71; repairs, $809.98; 
SE CSP te il tas n's, o LSD «a ha adie ae ate es be olcapee Pat aero Baca bie Oe wage ob at ibecdioes 


Dereatopvlumeders | Building ?-s-Rend | wo biden pies ce CORE. etek se PRA. Showed bs 
Torcuto,s Acrodromeu. Rents Apriblitin jy. sees ce baw ialien tte LU. Wea die. Wigs 
Toronto,’ Meteorologiesh Observatoryss+Repaars =i. nieged). dak Rik it evenlis 
Toronto, York Paper Building, Pensions and National Health Dept.:—Rent, 

Ariel NO. LON S9R0G Sundries, e20H4eLiseeOl es Gees en we. COS AES 4 ewe 


Toronto, Commerce and ‘Transportation Building:—Rent, F. T. Pender and F. Fox, 
eds ECT hay Ue 0 > 0c schoo ncecgeltn Betas ei loom be Nas torre 46 wine lnindide ne se pate aise 6.0 -o MME a ah et ARTY 


Toronto, Post Office :-— 

Cleaners and helpers: T. W. Allen, $1,026; A. S. Andrade, $864; W. Cleverdon, 
$1,080; C. Holyday, $918; S. Larkin, $810; R. Massey, $1,080; D. Read, $1,026; 
W. Simpson, $1,026; J. EH. Tapp, $1,080; A. Taylor, $864; W. Wager, $810; 
Pre Waltom? S972: AO White, S8640 Prete aia me ha itetetouiateln Pe cuae sakes 

Elevator operators: C. G. Dable, $1,080; J. H. Doak, $972; W. Dunn, $1,080; 
My ie aPC ETO? oA Nis Dae Pleo ROR, SORE BOOM) 5 IO TEN 

Engineer, M. McCartney, April 1-Sept. 30 (deceased) ..............c0 eens SOIEN 

Pee Eeriga 1 ren VE IRON ee cycle aah Mart Naam RE LL TA ne. cn Aah STG. torre a ad CARA lg) 

Firemen-labourers: G. L. Beecham, $1,134; T. J. Burns, $1,188: C. Smith, $1,134. 

Char service: T. Russell, $1,080; J. Stevens, $1,188; sundry, $3,074.61........... 

Hapourers? \) .SHaworth; $1 JO3 20 Cr Pearce SLOOGS IYI. hota lie att cen 

Care of clock, $112.48; furniture and fittings, $415.16; heat, $5,251.15; light and 
power, $6,473.33; repairs, $6,147.14; supplies, $553.38; taxes, $4,018.69; tele- 
phones, $655.40) uniforms, $62.763 (water, $640:82 00 oes deo ee ew ee tle ns 

Toronto, Postal Station “ A ”:— 

At eLa Ker wee Habe ® W:.1:-. indices hy ROME clatteowy Maal ab lels twavledae eek oo meat ics club 

Cleaners and_helpers: F. Allum, $1,026; J. W. Andrews, $769.50; J. Angus, 
$1,026; T. M. Armstrong, $972; H. R. Bunn, $1,026; W. W. Connolly, $972; 
H. E. Cooper, $1,026; J. Cotton, April 1-Dec. 31, $810 (retired); J. L. Doig, 
$972; C. H. Farley, $1,080; W. Graham, $1,026; A. E. Hale, $1,134; H. F. 
Hart, $864; W. Hurst, Mar. 44May 7, 1932, $218.19 (retired); R. J. Irvine, 
$1,026; J. Jolly, $1,026; F. W. Knight, $1,026; W. Martin, $1,026; W. McLeod- 
Moon, July 1-Sept. 11, $202.35; F. A. Minshull, $1,080; J. T. Morris, $1,026; 
R. M. Patterson, $1,080; A. Petti, $1,080; H. G. Plow, $1,026; D. Sardella, 
$1,080; E. W. Sparks, $1,026; E. Stevenson, $1,080; T. W. Stocks, $918; 
R. A. Warren, $810; T. Wyers, $1,026; S. A. Young, Sept. 14-Mar. 31, $443.25. 

Elevator operators:—-W. P. Barbe, $1,080; A. Blair. $1,134; T. Collis, $1,134; R. 
Cox, $1,080; C. S. Duthie, $972; J. M. Gormally, $1,138.32; J. E. Hart, $1,080; 
S. G. Janes, $972; O. E. Johnson, $972; W. A. L. King, $1,080; A. McCabe, 
$1,080; J. B. McCulla, $1,080; A. Morrice, April 1-June 26, $271 (retired) ; 

F. Y. Parsons, $972; A. A. Robotham, $1,080; J. Smith, $1,080...........0... 


270 


39,276 


7,880 
1,906 


24,194 
1,500 
2,900 

540 


33,600 


550 
600 


4,080 
880 
10 
56 
996 


25,883 


12,420 
4,212 
. 621 
1,188 
3,456 
5342 
2221 
24,329 


1,188 


28,903 


16,205 


00 
00 


00 
00 


00 


00 


29 


32 


Part V—48 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ONTARIO — Con.—Suite 


Toronto, Postal Station “ A ’—Cone. 

Furniture and fittings, $535.20; heat, $3,534.46; light and power, $22,878.40; rent, 
$5,272.18; repairs, $8,565. 78: supplies, $431; taxes, $10,372; uniforms, $229.32; 
water, $1, 431.78; accounts paid to Toronto Terminal Rly. Co., maintenance of 
elevators, $3, 884.79, heat, $16,353.13, rent, $71,949.51, taxes, $3,017.58........ 

Toronto, Postal Station “B”?:—Char service, $982. 80; light, $348. 84; rent, $5,000; 
sundries, STA BUG rs Bee cal AN Sie a Id allies, «fhe atu giol Ghd ae ita, AONE teen ae we ae 
_ Toronto, Postal mies “C”:—Heat, $306.51; light, $340.02; repairs, $1,329.27; 
BUMGTLSS; SOD ITS. Lecouctecscaghtee Gl Gm. GIEET OR Ee Me.» Sue ak Meats eR RG eee Chee Sey piace aca eee 
Toronto, Postal Station “ D”:—Caretaker, W. Stringer, $875.50 (quarters $300, 
not included); heat, $699.27; light, $710.79; repairs, $806.94; sundries, $87.94.... 
Toronto, Postal Station “ E”:—Cleaner and helper, F. Malone, $1,026 less $513.02 
charged to Station “L’”’; light, $286.47; rent, $3,000; sundries, SIG CO ae nee 
Toronto, Postal Station cer, *—_Caretaker, J. Lynch, $1,134; cleaner and helper, 
TD, Wilson, $1,026, Jess $513.02 charged to Station Sis heat, el. o49s 
light, '$796.05; water, $152.45; sundries, ¢6292.02.,... ws. lage aes. cw ee eo eee Cees 
Toronto, Postal Station “G”:—Caretaker, J. Rae, $942 (quarters $300, not in- 
cluded); fireman-labourer, T. Kerfoot, $1,188; heat, $1,046.53; light, $795.15; 
TEPsIrs, 4S1j/358$78¢ Veundries GSO Aus Pat, ole eaelesds oe Rae mL: ee he 
Toronto, Postal Station “H”:—Cleaner and helper, F. Tugnutt, $1,080, less 
$540 charged to Station “J”; light, $163.80; rent, $3,120; sundries, $40.31...... 
Toronto, Postal Station “J:-_Cleaner and helper, detailed with Station “H,” 
$540; light; $210:33;° rent)’ $5,400: “sundries! S65, SR woe et te, Bt 
Toronto, Postal Station “K” :— Caretaker, J. W. Thornton, a8? (quarters $300, 
not included) : heat, $351.82; light, $182.34; sundries, $79.44 SEGARA OURS 
Toronto, Postal Station “L”:—Cleaner and helper, detailed with Station 6 Tey? 
$513.02, Station “F,” $513.02; light, $296.82; rent, $6,000; sundries, $104.41.... 
Toronto, Post Office Garage:—Engineer, E. Hewitt, $1,188; heat, $392.66; lght, 


$700.46: «repairs, .$344.75:. . sundries. $191.99... ce ileer. SALTER sine, ae 9 
Toronto, North Christie Street Siding:—Rent............ cece ccc e eee eens ees 
Toronto. University :—Rents sts ois » wisi siele 3% 6 5: ole ers. «gnaw © eilctanete tent lantes one aah aT 


Toronto, Buildings Generally: —Fireman—seasonal, R. Varaicolli, $584.71; em- 
ployees paid prevailing rates, carpenters, $5,370.75, electricians, $8,309.76, 
machinist, $1,554.08, painter, $1, 449. 93, plumbers and fitters, $14,103.15; furniture 
and fittings, $493. 23: repairs, $2,962. 33: Supplies aih4 GOZO. sia: ce pe ehh Pee oxen 

Trenton, Armoury :—Rent sae: ale feeb Weoed, $m oid’ ® mlucole hoe 6) choe aw © DREN: Cae nee ee ie 

Trenton, Public Building:—Caretaker, T. H. Smith, $834 (quarters $300, not 
included); care of clock, $45; heat, $470.64; light, $285.59; repairs, etc., 
Sia, 02 Water, SLO. sine soso) e aioe 5 & cere trteae eo GIRL «behest lie ae erste et ce eae ae ay oe 

Uxbridge, Public ‘Building: —Caretaker, M. Lenton, $942 (quarters $300, not in- 
cluded); care of clock, $45; heat, $293. 22; light, $86.95; sundries, $67.28. 

Walkerton, Public Building: —Caretaker, E. Potts, $780 (quarters $300, not in- 
cluded); heat, $293.54; ‘light, $205.93 ; sundries, SU POO Ace ioe bon i eee * 

Walkerville, Public Building: —Caretaker, W. J. Collins, $1,080; cleaner and helper, 
Jat Maynard, $1,026; charservice, $324; furniture and fittings, $249.45; heat, 
$414.36; lght, $282. 21; repairs, $2, 324.86; supplies, $258.40; “water, $63.25... 

Wardsville, Post Office: — Light, $21.03; rent, $200 less $50: paid by &.. OF Depart- 

Watarloc. “Public Building:—Caretaker, J. Westwell, $780 (quarters $300, not in- 
cluded); care of clock, $45; heat, $560.11; light, $213.84; repairs, $499.75; sun- 
dries, $135. 7 vee MR Te SOR EG LM he othe ee ad rd a eae eee ae, eee 

Welland, National Defence Department:——Renbys i. E42, olan Me re 

Welland, Public Building:—Caretaker, W. Jarvis, $942 (quarters $300, not in- 
cluded) ; heat, $397.33; light, $175.76: repairs, $126.36; sundries, $157.41. 

West Lorne, Post Office: “Rent, $500: less $150 paid by P. O. Department...... 

Weston, Post Office: —Rent, $1, 800 less $1,200 paid by P. O. Department; sundries, 
SAO SS. eri gS Oe A La Late cole Oe) Maen la hate laters tony ene ead annie ee tees BP ec ceee 

West Toronto ye Examining Warehouse:—Charservice, $216; rent, $1,800; 


eee care a, bloale, "945: heat, $460. 50; ee, “$191. 46: sundries, $172.6 ate as 
Wiarton, Public Building: —Caretaker, i, « Allan, $486 ; heat, $151. sr light, 
$108.58; sundries,. $126. Be LS, vite LW 8 Ow SLE RADA RE. 
Windsor Park Building, Labour Department:—Light, $13.04; rent, $480.......... 


148,455 
6,376 
2,071 
3,180 
3,882 


4,061 


5,410 
3,864 
6,166 
1,494 


Part V—49 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
ee —— EEE 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


ONTARIO — Cone—Fin 


Windsor, Marine Department, Radio Inspector’s Car Garage:—Rent.......... ae 128 93 
Windsor Metropolitan Building:—Rent, $1,650; sundries, $15.08.............. 1,665 08 
Windsor Temporary Post Office, Star Annex Building:—Rent, $3,000; repairs, 

CLS RCO ats teh ON ILeT LAL, kt, ', “0, ues Rite Be ea = aly 8 i a hos UP Es LA 3,305 07 


Windsor, Postal Station “A ”:—Caretaker, W. E. Bethell, $1,134; cleaner and 

helper, W. House, $1,026; firemen labourers, E. Gormley, $1,134, J. McGuire, 

$1,134; heat, $770; light and power, $466.98; rent, $9,636.30; sundries, $75.02.. 15,376 30 
Windsor; Watker Airport :—Rent; ApritJuneso.. et er ee PE 30 00 
Wingham, Public Building:—Caretaker, Miss M. S. Fisher, $240 (quarters $300, 

not included); care of clock, $45; heat, $322.46; light, $193.52; repairs, $426.58; 

Sn PieSks SEP iar kid tlh. dee wea, See leks ake a Oe i ened o Rees yes 1,288 62 
Winena,. National sDéfence * Department: —Rent, .. 06... 04sec cece «wath Od Calls oa 300 00 
Woodstock, Public Building:—Caretaker, J. Kerr, $942 (quarters $300, not in- 

cluded); care of clock, $45; charservice, $362.88; heat, $676.58; light, $219.13; 

repaineys, SlG226; csuridvics, .S1G%.84 y woashe «plete cheba oh snc. bai ltolave tetiche rn Ye cid bebsokle. lasts 2,575 68 
Minor Offices:—Furniture, etc., Belleville, Entomological Branch, Dept. of Agri- 

culture, $100.09, Belleville, Doyle Building, $1, Belleville, R.C.M.P., $136.72, 

Blenheim, Railway Station, $1.50, Brockville Agriculture Department, $82.38, 

Brockville, R.C.M.P., $17, Cobourg, R.C.M.P., $2.12, Cochrane Railway Station, 

$20, Cornwall, R.C.M.P., $13.68, Dundas, Armoury, $20.66, Fort Erie, Agri- 

culture Department, $36.13, Fort Erie, R.C.M.P., $2.12, Jeanettes Creek, Onion 

Warehouse, $10.43, Kingston, Radio Inspector, $544.23, Leamington, R.C.M.P., 

$2.12, Manitowaning, Indian Agent, $46.66, Moose Factory, R.C.M.P.. $98.54, 

Morrisburg, R.C.M.P., $110.53, North Bay, Radio Inspector, $448.05, Norwood, 

C.P.R. Station, $2, Owen Sound, R.C.M.P., $15.66, Parry Sound, Marine Dept., 

$100.03, Port Lambton, R.C.M.P., $5.30, Stratford Armoury, $77.22, Swastika, 

Railway Station, $6.90, Toronto, Postal Exhibits, $7.83, Vineland, Agriculture, 

PRL Gia, Welland: ReGuMl Ps '$12.50) - aie Me aeok, oer, Bow luce OU MAN LEER. oteh 2.032511 
Ontario Buildings Generally:—Travelling expenses, T. Bridger, $192.51, W. 

Corrigan, $128.80, R. Winter, $454.79, sundry, $174.08: advertising, $832.22; 

architect’s services, $536.97; electric lamps, $4,682.51; King’s Printer, printing, 


$83.71; supplies, $88.84; upkeep of car, $429.12; sundries, $533.55............ 8,137 10 
: 1,040,372 11 

MANITOBA 
Altamont, Armourms-s Rant. y o.Aof,<bieerd.\« tienen vidi 1 RES + Goole uhwacutl, cites 240 00 
Brandon, Examining Warehouse:—Rent, Apr. 1-Aug. 15, $703.13; sundries, $56.95. 760 98 
Brandon, Experimental Farm:—Heat, $1,366.55; light, $341.45..........0.00. 1,708 900 


Carman, Public Building:—Caretaker, W. S. McCullough, $942 (quarters $300, not 
included); care of clock, $45; heat, $259.99; light, $136.38; repairs, $477.15; 
SIMATICS CHS Wc Oma acdge | Vike Sos. tthe Ns! Grlw of Rubee A cages oie aM e ibar hd a AM 1,947 87 

Dauphin, National Defence Department:-—Rent.:........0 cece cee cee cceescees 1,320 00 

Dauphin, Public Building:—Caretaker, F. W. L. Little, $834 (quarters $300, not 


included); heat, $775.54; light, $290.83; repairs, etc., $647.86; water, $50.40.... 2,598 63 
Deloraine, Public Building:—Caretaker, J. E. McDonald, $240 (quarters $300, 

not included); heat, $240.25; light, $175.60; sundries, $216.26.............0..006 Siar iL 
Emerson, Customs and Immigration Building:—Caretaker, W. Watson, $540; 

heat; $321.04 daghts $758.20) .sundties,. Go9s68 oe . tone oS2. RA bp a etaiertoned aie sald 1,678 92 
Emerson, Post Office:—Caretaker, G. E. Ross, $942 (quarters $300, not included) ; 

heat, $554.025. lagt 1$395.92;- sundries:  SIOT. 20 vaio Me vcd ald . caw eretinlds oaiace 1,999 32 
Gilbert Plains, Post Office:—Heat, $125.75; light, $52.86; rent, $540 less $375 

patie yoy “PieOyePepariment?a ce te. dad: Wal BD od Ho ecaenidd sail. add tains 343 61 
Gimli, Post Office:—Rent, $240, less $188 paid by P. O. Department.............. 52 00 
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Part V—50 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121, & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
MANITOBA—-Con._Suite 


Glenella, Post Office:—Rent, $144 less $125 paid by P. O. Department.......... 
Grandview, National Defence Department:—Rent.................4. Nae debate Heels 
Gretna, Public Building:—Caretaker, C. L. Hayward, $240; heat, $287.64; light, 
$159.80; -eundriés, ‘STTST anim. coh, aie ins bn fete Pike wl faunal cla oa nn lg Seb 6 ene ear ieee ck 
Gunton, National Sei DS paTURIEN ts see BVOID som pices Reem ely abelian Ceres UE «dupes erie raroae 
Manitou A reROU EVES ROE "a Tren le itty Seles dtakeys seo tivesiibes vo (obs leke Wien aRR OME corte clu Mols aa SPER MONON ie 
Melita, Post Office: Heat $134.50; rent, $400 less $375 paid by P. O. Department; 
sundries, BEL ON ait el neat eal a eect a ceig, obo 'o-Ok'e’ sumhebdle deuaial EN OE eau ER eG dali dh Mia atte 
Minnedosa, Public Building: —Caretaker, P. K. Butterworth, $780 (quarters $300, 
ar included) ; care of clock, $50.40; heat, $526.15; light, $249.24; repairs, etce., 
SSAC A ga se Nt UE RR IR A Me MRO BY ke CUA Na NS SI 
Morden, Experimental Fatm:— est. $hi546: 280) int,” B37 02a. a. <u ic ors Mla Gi aie oe he 
Morden, Public Building: —Caretaker, ‘ig Simmons, $781.93 (quarters $300, not 
included); care of clock, $45; labourer, $82.88; heat, $776.20; light, $223.18; 
repairs, etc., SP PESIGS: is Gee Hay sak tomes: SAN OS eee Wuedm en eer mtemnc rats Gs tera tel hs ata teas 
Neepawa, Public Building:—Caretaker, W. H. Worrall, $1,134; AI adhe $398.45 ; 
heat, $542.90; light, $247.40; water, $77.58; sundries, SOSUGS VET 828, EOL es 
Norwood Grove, Public Building: —Caretaker, J. N. Fryday, aad. furniture, $278; 
heat, $125.94; light, $69.79; sundries, $45. MRO, OUtvSiloe note 470) bts Moms! 
Oak Lake, Public Building: — Caretaker, P..T. W. Cochrane, ett (quarters $300, 
not included); heat, $177. 03; light, $192, TO; Ssundrias) SORA sO eee, 
Portage la Prairie, Armoury: Caretaker, TT. CG. Jackson, ae (quarters $300, 
not included) ; heat, $569.37; light, $235.93; water, $82; sundries, $131.90...... 
Portage la Prairie, Post Office: —Caretaker, J Titchener, $942 (quarters $300, not 
included); fireman, W. Redford, £566.85; heat, $1,091.90; light, $998.05; repairs, 
etc., $891. 43; water, SOO, SIO D RONG Gh, Cian ae ets CeO eee Cosme tit) 0r re 
St. Boniface, Public Building: —Caretaker, T. Bouchard, $942 (quarters $300, not 
included); heat, $609.72; light, $197.81; sundries, $106.74 SOSPATSI™ I LENE ener ene Cok Sik. 
Selkirk, Armoury: WR nde Vet ell Dee, OR hE ORR. 7 
Selkirk, Public Building: Caretaker, J. Massey, $1,080; labourers, $329.20; heat, 
$437.85; light, $114.26; sundries, $86.38 leben picts ite (NUS le RE, ROR Sate 
Shoal Lake, Post Office: —Rent, $480 less $406 paid by P.O. Department.......... 
Souris, Armoury: OT Sree ESP TAINS Ue mi iy MOK Ree fle |S! Mot aS AAT Ne NGI i Ure hen sea see 
Souris, Public Building: —Caretaker, T. KE. Lilowarch, $834 (quarters $300, not 
included) ; heat, $414; light, $156. 90: sundries, $157.81 Ds BY, GIP AGE,, RRM: DLL 
Stonewall, Public Building: Caretaker, C. S. Vincent, $450; care of clock, $45; 
heat, $193.08; light, $79. 04; repairs, etc., SG Silty. Ot WRN, Renee ere nae toc, tae 
Transcona, Public Building: —Caretaker, G. ‘Berry, $540; heat, $276.50; light, $62.10; 
sundries, p31 US NAW Pe RITE IN ep pags teens Peery BPN oun Dealt mainke ep Pe sepecticn 40° BR NN RM 
The Pas, Creighton Property: —Heat, $281.70; rent, April 1l-Aug. 31, $75 sun- 
dries, S50.6EGC DCR Oi OAR, ep Ne TE OEE he Re or Lea cts Ahaha ane Temenos 9 Ohue Me ee 
The Pas, New Post Office: —Caretaker, W. Phillips, Dec. 1-Mar. 31, $260; acting 
caretaker, J. R. Williams, Aug. 25-Nov. 30, $290.33; heat, $730.80; light, $112.54; 
sundries, 8134. TOA HO! OF TE. ARUP ly ORES C2, URL © REO eRe ROP Ce, TARE 
Virden, Public Building: —Caretaker, J. H. Hewitt, $888 (quarters $300, not 
included) : eare of clock, $45: heat, $564.15; light, $356.26; sundries, $184.87. 
Winnipeg, Commercial Building: —Cleaner and helper, ay Woolverton, $1, 026: 
elevator operators, G. Bilton, $1,134, A. McTeer, $1,134; char service, $2,686.37; 
furniture, $219.54; light and power, $2,081.47; rent, Manitoba Finance Corpora- 
tion Ltd., $29,404; repairs, $166.16; supplies, $257. 19; sundries, $98.50.......... 
Winnipeg, ‘Custom House:—Cleaner ‘and helper, G. M. Turner, $1,026; elevator 
operator, F. Jenkins, $1,134; fireman-labourer, W. Coffey, $1, 242; watchman, 
B. J. Lucas, $810, H. G. Phillips, $1,080; char service, $1,774.01; heat, $3,579.82 ; 
fae and power, $1,410.20; repairs, ete., $2,762.69; telephone, $276. 60: water, 
Dey oY- 5 5 nM eR ah AL SIN PLANUS A RE NA SS A CA eh MAUL SL 
Winnipeg, ‘Old Custom Ouse? WW ater ayigte. ik ou, oa a hee LTS ES | eget 
Winnipeg, Examining Warehouse:—Cleaners and helpers, T. Crewe, $1,026, M. 
Poppit, $918; elevator operators, R. C. Devey, $1,134; ae Knott, $1,134; R. C. 
Yuill, $1,080; char service, $1,168.55; heat, $6,781.99; light and power, $1, 422.74; 
repairs, $1,913.61; water, $971.07; sundries, $395.47, NE aed SI A bee, 
Winnipeg, Grain Exchange Building, Meteorological Service:—Rent, $1,392; sun- 
dries, $52.59..05.. pea DES ONE ATS, POR «eel aA TR 2 2m. 
Winnipeg Immigration Building: —Heat, $4,159.63; light, $1,012.94; water, $546.66. 
Winnipeg, National Defence, R.C.A.F. : UR eit? $6, 500; water, $15.10 EAD Pd eet Lt 


38,207 
15,261 
2 


17,945 


1,444 
5,719 
6,515 


10 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
0eeeoa—woaoaoanT7S0anananmaoc)samR ss 


Votes — Crédits 121 & 353—Public Buildings — EKdifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 
Dominion Public Buildings—Con. — Rdifices publics du Dominion—Suite 
MANITOBA—Oone.Fin 
Winnipeg, . NationaloDefedde (R.O.W.V Ris Renta Ie fol ato sae) Loniht), deol. 1,000 00 


included); cleaners and helpers, G. H. Atkin, $1,026. G. C. Stewart, $1,026; 
, elevator operators, B. Crane, April 1-Feb. 28, less 403 d., $870.19, E. Hood, 


water} $1,115.64; sundries s $78.50; 8 S80. 82) anictay PM TOT Net se TER balay: 32,928 68 
Winnipeg, Postal Station “A ”:—Furniture and fittings, $1,808.67; light and power, 
$825.61; rent, Canadian Pacific Railway Co., S11,100%. (sindries,: $16,110.02. 050) 13,750 39 


Winnipeg, Postal Station “B”:—Caretaker, R. 8S. Fraser, $834 (quarters $300, not 
included): fireman-labourer, F. Burns, $1,242; heat, $1,041.44; light, $242.90; 


WONT, DUN2os SUNS, SI0G 27 aw o duit c doo eiueell, SHIN tl  Tealtn 3,662 86 
Winnipeg, Postal Station “C”:—Firemanmlabourer, J. Watterson, $1,134 less $567 

charged to Station “D”; light, $126.64; rent, $1,825; BuNndnies) ($21.1340 2k! . 2,539 77 
Winnipeg, Postal Station “D ”:—Fireman-labourer, $567, detailed with Station 

“C”; heat, $210.47; light, $92.34; rent, $1,455; sundries, $43.39... 31 de. cae s 2,368 20 
Winnipeg, Postal Station “F”:—Char service, $172.80; rent, $960; sundries, 

DEE: iid Aetiat AACE @ dtadureisvrss, TA NEM: cent hes BE acs. Soa nba se howwagitw. a: 1,161 20) 
Winnipeg, Postal Station “K”:—Char_ service, $172.80; rent, $530; sundries, 

RONG: Metatotcinrl) : Die SAE 3.) yc ahegose <TR RN RE en sl bareicalddens_oXsied Gila dh: edalott.. 758 33 
Winnipeg, Postal Station “L”:—Char service, $172.80; light, $142.57; rent, $1,220; 

URC, ROO Ranh C8 Wha i Rk en MO a Ke A Ta tk 1,591 81 


RULOT LOO NAB! MACE ewataa sii hc ce mene Ed LMG. Thy acdtodigalh . va ctdinel, Ab 1,310 06 
Winnipeg, Stevenson Field Airport, Meteorological Service:—Rent, April and May. 50 00 
Wetpes,” Radio Oar p@eirage:— 8 enti iene a he raotsn « 1148, PUPS avelcucln coo HELM: clone 98 50 
Wanner, | RaCyRiiP enh a oo RDN CMR GME oud CONE di AGk Tan alr bicdean te CU 2,100 00 
Winnipeg, Union Station Mailroom:—Rent, $2,026.52; sumdries,., $72.95. 96829. bank 2,099 47 
Watnines; iUniversity sof Manjtohace= Rewhe cud sedate OPP BE. booenct WERT cares fe as 475 00 
Winnipeg, Weights and Measures, Bible House:—-Rent, Apr. 1-Dec. 31.......... 675 00 
Winnipeg, Weights and Measures, McIntyre Block:—Rent, Jan. 1-Mar. 31, $202.50; 

CCS Sade UP OME, A ae noc het RCL ANY I LG yee Asi REY See ee 21.35, 00 
Winnipeg, Buildings Generally:—Carpenter, J. Magee, $1,891.62; electricians, J. 

Newton, $2,026.80, J. Scott, $1.953.22; pepsirs, $(62:33.:. sundries (8 74a6 aie. be 6,707 97 
Minor Offices:—Selkirk, R.C.M.P., furniture, $13.76; Winnipeg, Boyd Building, 

furniture, $2.52; Winnipeg Grain Warehouse, repairs, $22.82; Winnipeg, Minto 

PUP aePPac ceri ert, phen, aw SNEED ed Ut ue Nine RET ET pe iva 40 85 
Sundry Rents:—Telephones, Lockport, SLGL wselkirk Shipyards $86 4. sicii of «inst eos oe 247 00 
Manitoba Generally:—Travelling expenses, J. Ducksbury, $54.70, H. E. Matthews, 

$383.15; King’s Printer. printing, $31.06, supplies, $17.72; sundries, $299.61.... 786. 24 

212,591 63 
SASKATCHEWAN 
Aneroid, National: Defence Department:—-Renty bi: vs ciiscbie ws Ea oko bobs’ 500 00 
Assiniboia Post Office:—Light, $65.50; rent, $1,100, less $625 paid by Post Office 
LIOR ELILOTG SAO ae Hepa S, Lh) ere eee DIRE Sore LOT elL TOTO TL: 540 50 


POTS. CU ero hs 1.GIE!4, 4h.) SOG cy Maen et MEE LOM ode. cB 2 LUO Bene TD 2,420 16 
Biggar) NatiotialWétenceDepartment:——Rene! 009.4 wrnsoeb, Mel AEG hema pt 240 00 
Broadview, “National. Defence Departinvent? “Rant Wine) oy A omen 120 00 


BETMOT ICN, ATLA. Oey Cok sat pe eee er SiS. CY. We RR eK Oe ae 986 73 
Eetevan, Agriculture Department:—Rentsee ety lr po). i) om ae hia 575 00 
Halevan » ArinGure sent. ih eel lo whined Sh GOCE tiled OS Ree miiead. 600 00 


e053) Mind hes nos SONS, wr oe otietiend: (VO CCR esol | eine: Pare oy 
90 
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Part: V—52 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
SASKATCHEWAN—Con._Suite 


Gravelbourg, Post Office:—Caretaker, R. M. Northrup, $834 (quarters $300 not 
included) ; sundry labour, $46.60; heating, $334.34; light, $374.90; water, $117.30; 
sundries, SISQCT Es. Shacweieh eR... HRGee UISRY ALO. ee aon Shae eerie: 

Humboldt, Public Building:—-Caretaker, N. Kingsley, $942 (quarters $300 not in- 
cluded), care of clock, $45; sundry labour, $46.60; heating $642.98; light, 
$266.20; repairs, $446.44; water, $122.76; sundries, $66. 225 TS ee alee ER. oe 

Indian Head, Experimental Farm:—Heating, $1,398.92; light, $580.40............ 

Indian Head, Forest Nursery Station:—Caretaker, G. ms Coleman, $270; heating, 
$1,588.78; light, $312.45; repairs and painting, $2,301.80; water, $174.40 Tig, taco 

Kamsack, Post Office:—Caretaker, E. Cox, $240 (quarters $300 not included) ; 
sundry labour, $31.07; heating, $355.70; light, $155.77; repairs, $341.40; water, 
$55.39 5 Stumdlvies) | SBA Hi. ls ts fia Pave a heel Take co le, oda « Wel Culle de MeMRMOLE alin Josie iho sa: 0 SURMISE BAP 


Kelvington, National Defence Departinent:—Rent..................ce eee ee cece: 
Kerrobert, National Defence Department:—Rent............ cc cece ee ee cece 
Lashburn, -Armotiry2>-Rent se com & 1. te SIR Os RIES: on whe ee ee ee 


Lloydminster, Post Office: —Caretaker, G. H. Bramhall, $942 (quarters $300 not in- 
cluded); fireman, J. W. Nithsdale, Nov. 10-Mar. 31, $392.60; sundry labour, 
$46.60; heating, $449.18; light, $694.20; repairs, $96.40; carting refuse, $179.50; 
sundries, SSeOOHM Ae ee of A, AE A BE RG AOS cee cere ee. ana 

Lumsden, Post Office:—Caretaker, Miss M. E. Ramsay, $240 (quarters $300 not 
included); heating, $213; light, $188.65; repairs, $147; sundries, $93.60......... 

Maple Creek, Public Building:—-Caretaker, Mrs. M. E. Graham, $262.56 (quarters 
$300 not included); heating, $319.05; light, $395.75; repairs, $242.68; water, 
S97.405 sundvies,s$8di 25:2 vey ey OUTS Bats Reeds BST! fe ees eis ene 

Melfort A rutourye Pacheco SEE wc esctiete min etemeeree™ a tur 

Melfort, Public Building:—Caretaker, J. W. Drewery, $834 (quarters $300 not 
included); care of clock, $45; sundry labour, $46.60; heating, $647.45; light, 
$127.91; repairs, $116.10; water, $37.20; sewer charge, $87; sundries, $20.47...... 

Melville, Post Office:—Caretaker, W. E. Dove, $834 (quarters $300 not included) ; 
sundry labour, $77.67; heating, $479.82; light, $285.82: repairs, $247.20; water, 
$60.46; sewer charges, 1932 and 1933, $303.21; sundries, $121.18................ 

Moose Jaw, C.P.R. station mailroom:-—Rent, $300; repairing damage caused by 
mail-trucle SEB 0S 00 G2 Di Oe TNS Ae EO ees! Rae a eaeD cee sis arenes 

Miooser.lany; Radio Gar warageeerent Cee erat Fat Oe ae ee ee ee ee, fee ee 

Moose Jaw, Public Building:—Caretaker, D. Oliver, $1,331.99; cleaner, G. McSween, 
May 16-Mar. 31, $708.75; elevator man, J. H. Irvin, $1,134; firemen, At Shepard, 
Nov. 12-Mar. 31, $370. 11, K. Stewart, Apr., $85. 50, iek. Timms, Oct. 1-Nov. 16, 
$128.25: firemen-labourer, D. F. Jones, $1,110.38, D. Tivnann, $1,134; care of 
clock, $67.48; sundry labour, $324.26; heating, $1,583.51; light and power, 
$1,618.54; painting, Nunn, Lincoln & Urquhart, $2,275; repairs, $371.23; elevator 
inspection, $49.20; water, $346.84; uniforms, $49; sundries, $204.63............. 

North Battleford Immigration Office: —Repairs, CUCL ft ee Pee to ten ae nate iets 

North Battleford, Public Buildings:—Caretaker, J. R. Hope, $834 (quarters $300 
not included), care of clock, $45; sundry labour, $46.60; heating, steam, $1,064.15, 
wee and wood, $38.25; light, $713. 65; repairs, "$140. 79: water, $37.13; sundries, 

DGB. Se ee, Soe Pe A PEA. abe eke A ee tee Oo © ae 

Prince Albert Immigration Hall:—Heating, $629.84; light, $119.30; water, $135.48. 

Prince Albert, Interior Department:—Heating, $293.90; rent, 11 m., $715........ 

Prince Albert, Interior Department:—-Rent, March. )...). 02... otelececses eves’ olvls 

Prince Albert, Publie Building:—-Caretaker, A. R. Mills, $942 (quarters $300 not 
included) : firemen-labourers, Af Johnstone, April-Nov., $756, G. New, Dec.-Mar., 
$342, S. Parkinson, $1,134; char service, $756; heating, $1,865.30; light and power, 
$961.20; repairs, $262. 91; water, $104.90: sundries).$342:85,07. .«aa.ews. .leccuaes 

Qu’ Appelle, Armoury: —Rent SNE IE as RE ee | aah akg 6 aR ey tS palates ol joe! iad): 

Qu’Appelie, Post Office:—Caretaker, J. F. Bell, Nov.-Mar., $67.50; heating, $86.80; 
FigDie ao OF  SUMIT ICR, SoU hos. scape ote aia as aiclaidl «wie oe ore cane ere a eee 

Regina, Assistant Receiver General’s Office:—Caretaker, J. E. Higginson, Jan.- 
Mar., $270; heating, $514.20; light, $255.12; repairs, $178.80; sewer rental, $7.94; 
water,’ $185 "sundries, .S5D.0L.o HOUR wards aor Shoe. atabith. L .seieeeee Iroreniil? 

Regina, Examining Warehouse:—Caretaker, P. H. Jones, $834 (quarters $300 not 
included), sundry labour, $23.67; furniture, $285.60; heating $524.02; light and 
power, $117.66; repairs, $749.75; water, $18.27; sundries, $62.90................ 

Regina, National. Defence, Ordnance. Stores:—Rent.... 0.0.1 0.05 <euasses ae cnenes 

Regiiay Madio Car Garape:—Rent i. ii, nee wa i eae Fae ee ee 


1,839 
2,578 
1,979 
4,647 
1,213 

165 


200 
120 


2,858 


882 


1,398 
30 


1.961 
2,409 
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36 


00 


Part *V—“538 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Sujiic 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
SASKATCHEWAN—-Cone.—Fin 


Regina Post Office:—Caretaker, J. E. Higginson, Sept. 13-Dec. 31, $323.26; cleaners, 

A. W. Cooke, $810, H. McCarty, $810, R. Stewart, $810; D. T. Wilkie, $918; 

elevator men, R. C. Burton, $1,080, R. C. Hogg, $972; engineer, C. Shawcross, 

$1,296; fireman, A. Silzer, April, Oct.-Mar., $598.50; firemen-labourers, F. W. 

Cafe, $1,026, A. G. Draper, less Jan. 1-15, $1,086.75, W. F. Gascoigne, Apr.-Oct., 

deceased, $724.50; care of clocks, $137.50; sundry labour, $363.68; heating, 

$2,294.43; furniture, $619.39; light and power, $2,203.80; repairs, $1,954.81; 

telephone, $37; uniforms, $49.15; Waiter, S180 Do a sundries, S346,21.. vo. tet 18,647 53 
Regina, Postal Station “A ”:—Cleaners, J. H. Harris, Jan. 16-Mar. 31, $168.75, 

W. J. Moore, $181.08; firemen, A. G. Draper, Jan. 1-15, $47.25, A. Silzer, Sept. 

18-30, $36.54; power, $118.18; rent, C.P.R. Co., $28,831.80; repairs, Dodou. 

Ser, eee Od Mare Staiger sys, + oe tc Pee ace tier fee ee 30,136 54 
Regina, McCallum-Hill Building:—Light, $123.04; rent, $13,352.50; sundries, $3.90. 13,479 44 
Regina, G.W.V.A. Building:—Furniture, $117.26; light, $384.43; rent, Canadian 


VS gh Rig 15 iy el cede AB ple i aba nn so tery ear MM dae al dell ded Bb 6,080 47 
Pee puratges Generally: suridries’ iu. titans elitr a a ee CO ene 22,05 
Rosetown, National Defence Department, rent.........................000 240 00 
Rosthern, Experimental Farm :— Heating meocy oh seri, Cos 70; dt ee ke L137) 20 
Rosthern, Public Building:—Caretaker, Mrs. M. A. Ballentine, $240 (quarters 

$300, not included); heating, $305.85; light, $193.65; sundries,’ $133.80. ..45 02... 873 30 
Saltcoats, National’ Defence Department, rent .....0......).,.0). 0, ae 180 00 
Saskatoon, Marine Department:—Meteorological office, heating, $39.52; Radio car 

et ey SOME Oe gay ele RN ead + Dac geben ght esate Dadi adi ae 159 52 
Saskatoon, New Post Office: —Engineer-caretaker, W. J. Robinson, $1,296 ; cleaners, 

G. Armstrong, Mar., $67.50, F. Brophy, €810, J. Cooper, $810, G. Chone, Jan.- 

Mar., $202.50, G. Hardie, Apr. 6-Feb. 27, $740.28, W. J. Phillips, $805.57, W. 

Rivett, $1,026, D. Taylor, Apr. 1-Sept. 15, $366.48; elevatormen, W. F. Baxter, 

$891, C. Campbell, $972, J. McCall, $972; fireman, W. Malyon, Apr., Oct.-Mar., 

$602.28; firemen-labourers, F. L. Currie, $1,026, G. Holmes, $1,017; watchman, W. 

Arthur, $810; char service, $421.20; sundry labour, $520.56; heating, $5,236.14; 

light and power, $3,420; furniture and fittings, $975.37; maintenance of ele- 

vators, 12 m., $2,640; repairs, $3,226.18; uniforms, $73.50: water, $477.60; sun- 

MCs)? eat tere... eer, EES OS ETT Ee Ut 30,157 48 
Saskatoon, Old Post Office:—-Caretaker, W. Arthur, $1,134; heating, $615.50; light, 

$12.49; taxes, $2,165.24; water, $18.29; BMV es, MASS OT Ge. ke Mn 3,993 57 
Saskatoon) ON Re ptation: charginm paiperiesy «sik cull Libadook wide eee 131 00 
Saskatoon, BeGeNiveRenduarters; \TeMueee. wee. Se oer, Sl eT see ie, Ares 1,125 00 
Saskatoon, University, allowance for officers’ AUT WeL A POTS ekey ab ek woe eee A, 370 00 

cott, Experimental Farm:—Heating, $821.29; light and power, $445.41.......... 1,266 70 
waatravon, Agmonyys:-Rent \.'* seems Lie Boe ie ta tod, TUG fortes) any 450 00 
Sutherland Forest Nursery Station:—Heating, $637.50; light, $139.97 ............ 777 47 
CPiisearrent mnoury tent, nes eeme eee ct Se EL POE? NEI | MOE 585 00 
Swift Current, Experimental Fiarm:—Heating, $907.24: light, $880.23 ............ 1,787 47 
Swift Current, Public Building:—Caretaker, D. Bridge, $780 (quarters $300, not 

included); sundry labour, $44.39; heating, $502.63; light, $373.29; repairs, $69.40; 

Weguer ort OO eundries, 691.06 2 ans meee. Se git ee Cd LES ICL AO Lb 1,902 45 
Tisdale, Post Office:—Caretaker, G. Mallon, $240 (quarters $300, not included); 

heating, $417.40; light, $157.20; repairs, $97.45; SUC Euy Soe es gc ct niak ot oo 937 95 
Wey ori, ATiMaivterent’r: \: eter eM esonae ere. Deh Joie OTe, 600 00 


Minor Offices:—Beechy, R.C.M.P., $7.20; North Portal, R.C.M.P., $3.11; Saska- 
toon, Agricultural Depts $6.25; Torquay, R.C.M.P., $3.29; West Poplar River, 


Saskatchewan Buildings Generally :—Travelling expenses, J. A. Clokie, $575.05, 

G. J. Stephenson. $806.05: lamps, $806.58: postage. $90.93: telegraph and 
telephone, $72.29; King’s Printer, supplies, evo.lo> sundries, $165.72... Sleeve. 2,614 81 
193,378 86 


Part V—54 


PUBLIC WORKS—TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


ALBERTA 

Athabaska, Immigration Building:—Heat, $90.25; rent, $15.................-..2-- 105 25 
Athabaska, Post Office:—Rent, $360 less $313 paid by P.O. Department; sundries, 

= Od CER alana ate de REN S BERT 3 Tee Ry ar seeker CERT oh. TOME PRo nea hrand ) Ao. oe ak 167 10 
Bassano, Public Building:—Caretaker, W. Bramley, $942 (quarters $300, not in- 

eluded); heat, $285.00; light, $104,20;sundries,, $145.51). oi yaaw. wes vele 4b ae oe 1,479 81 
Beaver ‘Lodgé’ Bxperimentala! ann :---H caty 2.4 oie rel We aieete 1s + suhduans § 4 Ra 68 57 
Calgary, Assistant Receiver General’s Office:—Caretaker, HE. F. Trigg, $1,242; heat, 

$196.42; light, $124.24; repairs, $392.50; sundries, $142.23.............0ee2eeess 2,097 39 


Calgary, Customs Examining Warehouse:-—Engineer caretaker, J. HE, Halsall, 

$1,404; elevator operators, J. R. Jones, $1,080, J. Love, $1,080; firemen-labourers, 

T. Andrews, $1,188, A. J. Doyle, $1,134, A. Gourlay, $1,134; char service, $810; 

watchman, $972; uniform, $49.20; furniture, $312.33; heat, $2,185.59; light and 

power, $1,240.08; repairs, $545.39; water, $303.38; sundries, $177.62............ 13,615 59 
Calgary, Immigration Building:—Caretaker. A. McCaull, $1,134; fireman, F. W. 

Hardie, $639.10; char service. $405; heat, $467.34; light and power, $256.28; 


repairs, ete. VS180B0s watet Ww O7E6S Ss | BP es wrsiee eo aie tie elie leet eats, Sales 3,106 87 
Calgary, Marine ‘Departmeént,, Radio ‘Car )Garages— Rent, oie eis -puamucia 68 = Serie eens 256 20 
Calgary, Marine Department, Meteorological Service:—Rent, $180; sundries, $22.32. 202 32 
Oalgary, National Defence,,Department, 8th Ave.:—-Remt. oo oi. ss oicts a oe + a ofule 1,200 00 
Calgary, National’ Defence, Department, 9th Aves —-Rent.n wera s nu oferesaste tl sind ins 1,032 00 
Calgary, National Defence Department, Old Fire Hall:—Rent ................. 720 00 
Calgary, National Defence Department, Ordnance Stores:—Rent ..............5.. 8,880 00 
Calgary, National Defence Department, R.C.N.V.R.c—Rent ...... secs sce sid eos 675 00 
Calgary, Pensions and National Health, Bank of Toronto Building:—Heat, $127.73; 

Tent, $0,800. Sutrdr tea LO.e4y minis < son weal's > fe Opt Gale sa otal ee = SE aeeiaais sine «aa 5,946 57 
Calgary, Pensions and National Health, Blow Building:—Rent .................. 26,730 16 


Calgary, Post Office:—Cleaners and helpers, R. Buckingham, April 1-May 21, Oct. 1- 
Mar. 31, $519.10, P. J. Borley, $972, F. G. Healey, April 1-Sept. 30, $405, A. 
Henderson, $1,026, H. Huddleston, May 22-Mar. 31, $697.19, W. H. Johnston, 
April 18-Mar. 31, $771.35, J. P. Longhurst, $918, A. Ward, $900.40; elevator 
operators, T. Clarke, $972, J. J. Crowe, $972, P. J. Hopkins, $972, D. R. Smith, 
$1,080, W. Strath, $972; engineer-caretaker, J. M. Cosgrove, $1,404; engineers, 
W. Harris, $94.50, J. Grant, Oct. 1-Mar. 31, $567, G. A. MacDonald, Oct. 1- 
Mar. 31, $567, A. Owen, Oct. 2-Mar. 31, $563.25, J. Sargent, April, $94.50, A. 
Smith, April, $94.50; fireman-labourer, H. Huddleston (retired), April 1-12, 
$37.29; foreman, char service, T. Gall, $1,134; labourer, $38.19; char service, 
$1,062.50; uniforms, $123; furniture, $395.84; heat, $4,736.29; light and power, 


S2126.87 PPePairs, *OUCs 94, GUS 5 WaLels PaO .Os), cals Clee, She. « nt eM Etalie mtse eh tape Nees eapeelege 29,387 80 
Calgary, Postal Station “*.A,”:—Rent,, $6,250; sundries, $57.77 44d)... rece vie elev) sonore 6,307 77 
Calgary, Buildings Generally:—Caretaker’s supplies, $885.32; sundries, $9.80 .... 895 12 
Camrose, Post Office:—Caretaker, T. Veal, $780 (quarters $300, not included) ; 

furniture, $170.59; heat, $326.38; light, $174.72; water, $49.52; sundries. $126.26. . 1,627 47 
CardstonewInterior \Déparimentbess i dn ba) sane Olas source bekecoese volo es Lie Feees. net nie eres. 6 150 00 
Carstairs, tA ritoutyse Rent! 0s... a nwiss tees fougers ardiel «gees Rasa, « Semen Pasuee ype EN 120 00 
Chauvin, National (Defence, Department: Rented 22. os.:.. se cuenta Garo lard «ev Bostbre 2160 00 
Glaresholm, National’! Defence Department:—Rent 0... 0.3.6... deeb cee case eae 480 00 
Coutts, Immigration’ Building :—Rent, $1; sundries, $15.02 . on. 0. basen ols 2 ua dd. 16 02 
Delia, Post Office:—Caretaker, E. Thompson (quarters $300, in lieu of salary) ; 

bent, $176,035 Vient andi nower, 6 boc Ue} COD ate SOL 1. bscws 5 oh BOR Siene is siesersiae an 394 70 
Drumheller, Post Office:—Caretaker, A. Nicol, $780 (quarters $300, not included) ; 

heat, $153;.' Heht, / $385.79 3) avater, .S04.dk¢ ;SUMALTLOS, to Lac oO aid. Kisses falerd > oR ake 1,507 49 


Edmonton, Customs Examining Warehouse:—Cleaners and helpers, C. H. Brinjes, 
Sept. 1-Mar. 31, $472.50, EH. Meakin, $1,026, A. Slaymaker (retired), April 1- 
Nov. 23, $660.93; char service, $378; elevator service charge, $955; light and 


power, $481.55; rent, Blowey-Henry Co. Ltd., $16,119; sundries, $306.71......... 20,399 69 
Edmonton, Immigration Building:—Heat, $605.70; light and power, $124.27; water, 

SEBS iadah shinee aces BAO R GA Gat ts ous bees © SIRE Lig bocccers Che Mate? cae Ent es ec 713. 55 
Edmonton, Immigration Hall: —-Renb¢ ol. (Site, o.h@G8 = ocpst end -mtele bP. qodhanm’ <4 1 00 
Hammonton, Labour, epartiment:—— Went owe essa « 6» + sca oie aes Ae MEG ook eames cee 225 00 
Edmonton, Marine Department, Meteorological Service;—Rent ..............22. 20 00 
Edmonton, Marine Department, Radio Car Garage:—Rent...........2.0- ee eeees 120 00 


Edmonton, Pensions and National Health Department, Barry Building:—Heat, 
il7.04: light and, pow er jac0s.oOs Tent. BLOO . cat, calscts s sicalbial casn BR Chae eel ie Ge @ 991 60 


Part "V—55 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
88Ne60Naeaw0sSsppyonaanawOoooooooqoqqoqoo=~$~$$=qQO=~=~S~_c 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


ALBERTA—Con.—_Suite 


High River, National Defence _Department:—Rent**. 0.5. 22ers 
High River, Post Office:—Caretaker, F. King, April 1-July 15, $157.19, H. Blanc, 
July 16-Mar. 31, $170 (quarters $212.50, not included); heat, $199.66; light, 
eee aLel en i7.” emu es, Sl Uss ee mene eee SN ORE ed OTE Ss MNOS Ss ee 
Preto tly A UNGER PG. 4.) +: , TE a a ri Cn Rete er ee noe 
Lacombe, Experimental Farm:—Heat, $1,187.72; light and power, $674.96........ 
Lethbridge, Experimental Farm:—Heat, $1,267.34; light and power, $676.60 
Lethbridge, National Defence Department:—Rent..... 0... 0sccccucccocscevtecece 
Lethbridge, Post Office:—Caretaker, L. Leigh, $942 (quarters $300, not included), 
care of clock, $45; elevator operator, A. H. Bullis, $1,080; fireman, T. Royle, 
April, Oct. 1-Mar. 31, $661.50; firemen-labourers, J. R. Owen, $1,134, T. Walton, 
$1,188; char service, $756; uniform, $24.60; heat, $678.63; light and power, 
$840.20; repairs, etc., $4,024.78; water, $84.85; sundries, $228.55.............. 
MacLeod, Custom House:—Heat, $101.99; light and power, $61.89; sundries, $41.05. 
MacLeod, Post Office:—Heat, $59.76; light and power, $127.84; rent, $945 less 


Pope PA TOyte; Om Deparvmlent amg tos, “SO2% .cauiigt « Sllckih ic a eire deca ai ole 
Manyberries, Liield Mabora tory blest ah. ce helernth er skye hor, cere ony obs aie n 
Medreinel Hath Armousye Rent: Baemeaeie Aan ae. RE. decided. <M cla tps Widow SHWE Okleoss bteen 
Nipdrernes Haier a8 WN batlrooniieeeii, au. es ole Ps Adee e (pute be eet ota. 


Medicine Hat, Post Office:—-Caretaker, T. H. Tyler, $996 (quarters $300, not in- 
cluded) ; cleaner and helper, D. D. Thompson, $1,026; labour, $108; heat, $465.06; 
light and power, $378.93; water, $171.48; sundries, $283.21.......6....0cceccee 

Peace River, Immigration Building:—Heat, $196.23; rent, $5..0...........000- 

Peace River, Post Office:—Heat, $130.83; rent, $720 less $469 paid by P. O. Depart- 
Pr UML lee took... bs pen ra en Sea lt, OR Set a tee rie gts Mr ot a 

Red Deer, Public Building:—Caretaker, A. H. Bearchell, $1,242; heat, $191.71; 
light and power, .$103.08; water, $74;’ sundries, $129:23..0.... 0.0.0. ccesceee ces 

Spirit River, Immigration Building:—Heat, $192.37; purchase of 3 lots. $75; legal 
REE VIC RS Ae oie Con eee ee aie el AR ne TER Cotes ieee Lee. SO SS eh ee 

TordierenV alley.co nuerior Deparemienp. street oie ta ot er a CE S10 

Vegreville, Post Office:—Caretaker, W. Turner, $240 (quarters $300, not included) ; 
furniture, $160.06; heat, $406.34; light and power, $159.20; water, $35.68; sun- 
Cet LS Casares | Fs ty A ie tania Ben PR ks Sanh aan ee Mae ee ONS aie 

Vera ion, Tiny ation | Dundines— a ene wete ae «nd CS) tals ca Peele eet he etn ee 

Wainwright, Post Office:—Caretaker, H. A. Wilson, $834 (quarters $300, not in- 
cluded); heat, $279.48; light amd power, $85.10; sundries, $135.44.............. 

Westlock, National Defence Department:—Rent ........ 0. cic ce ee cece eens 


361 


26,986 
7,600: 


2,617 
1,224 
158 
235 
600 


307 


1,836 
57 


806 
180 
1,862 
1,943 
1,800 


11,688 
204 
621 
418 

2,000 
112 


3,428 
201 
414 

1,740 
295 

53 

1,159 

1 


1,334 
240 


82 


Part V—56 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
ALBERTA—Cone—Fin 


Wetaskiwin, Post Office:—Caretaker, G. Grabham, $942 (quarters $300, not in- 
erie. heat, $199.69; light and power, $183.70; water, $45.92; sundries, 
ZOO EE. o's cate Dinjayt, ERO «ip mreboladeoels 3% OL) -TA cadet Se ohio. Oks aan On ee ee 

Minor Offices: —Furniture, Calgary, Live Stock, $1.50, Calgary, Grain Inspector, $1, 
Coalhurst, Research Station, $4.06, Edmonton, Live Stock, $9.24, Edmonton, 
R.C.M.P., $560.63, Jasper, National Park, $23. ots Lethbridge, Radio, $421.79, 
Lethbridge, Research Station, $6.78, Peace River, R.C.MuP $16. 60; heat, Wain- 
wright, Buffalo Park, $18.70; repairs, Banff, National Park, $18, Edmonton, Grain 
TNSPECbOL, “SUI OLT <n cunsrateyetocbncs itenen cle or dod ROG Bie LG nie bb hw a ees Ae. Pak, |. Oe eee 

Sundry Rents:—Alberta and Saskatchewan Telegraph Office telephones:—Atha- 
baska, $45; Beaver Lodge, $39; Edmonton, $159.80; Grande Prairie, $54; 
Onion Lake, $25; Peace River, $39: Spirit River, £39 .andese's HADOEE  .erolowed 

Alberta, Buildings Generally: —Travelling expenses, G. Sellens, $643; electric BIDE 
$1, 807. 68; King’s Printer, printing, $3.92, supplies, S2ds2dy sundries, $116.28. 


BRITISH COLUMBIA — COLOMBIE BRITANNIQUE 


Agassiz, Experimental Farm:—Heat, $805.60; light, $261.97.................... 
Ashcroft, Public Building: —Caretaker, A. BE. Lord $1,011; sundry labour, $152.16; 
heat, $315. 35; light, $344.27; water, $135; sundries, S40. 80:58 . cosionad anal cake 
Atlin, ‘Public Building: —Caretaker, R. Nelson (quarters $300 in lieu of salary); 
heat, $405; light, $206.50; water, $143,065 undies, 9534-95. as ideiiehle welled. ap 
Bamfield, Public Building: —Heat, $322. 50; light, $233. 17; repairs, $782.04; sundries, 
TBO vacates, eo risteca te SRA GSAS ok bE a's WSS > a eS ls as REE CPR GN Seer eee 
Bella Coola, Fisheries Office:—Rent, Sept.-Nov., $15; sundries, $10.29............ 


Chilliwack, Public Building:—Caretaker, L. B. Webb, $365 (quarters $175 not 
included); heat, $456.45; light, $110.53; repairs, $331.30; water, $48; sun- 
Atied: S46 OU by utr scs shes + Bibs ds bee eens EP ms SER Ge «ath te © Ween ee) ea 

Cloverdale, Post Office:—Rent, $432 (paid by P. O. Dept.); sundries, $75.16.... 

Comox, Public Building:—Caretaker, C. C. Piercy, $285 (quarters $300 not in- 
eluded’) : cheat, $78.7oc light, $111.43 = smdries,. $42.95 Fr. cate ss rn cc ema 

Courtenay, Public Building:—Caretaker, P. McIntyre, $834 (quarters $300 not in- 
cluded); heat, $304.70; light, $79.38; water, $48; sundries, $171.04............ 

Cranbrook, Public Building:—Caretaker, S. Fyles, $996 (quarters $300 not in- 
cluded); care of clock, $45; heat, $420.52; hght, $286.48; water, $105.80; sun- 
adries:) $239 1Gir ist.’ hls che able aes cbeece Boy gad vee oan «nate es tee «RR, dia cece 

Cumberland, Public Building:—Caretaker, M. M. Brown, $942 (quarters $300 not 
included); heat, $230.72; light, $109.95; repairs, $421.88; water, $60; sundries, 
SLO 2 ad 1 Deas Vel Sees samp a here ie been A Pk CLE eae IU 2 eaeg eRe eee RS ete 

Digby Island, Leap tye y Station:—Supervisor of property, $60; repairs to doctor’s 
residence, $689. S02 ‘GACT ASPB SE CRA Se OSS Lew cetatenl «eens, an Dats, eee 
ouglas, Customs and Immigration Building:—Caretaker, H. Hornby, less 39 d., 
$481.92; furniture, $102.68; heat, $309.45; light, $237. 79; water, $65.10; sun- 
dries, $321, Olle nt‘ Ediieers isos: Roti Sewer eee 1k had os RA oe 8 nen See mene 

Duncan, National Defence Department:—Rent..... fy lez Mera vege a ecicaiateatee voi ka saree 

Duncan, Public Building:—Caretaker, F. J. Wilmott, $996 (quarters $300 not in- 
cluded); care of clock, $45; heat, $322.09; light, $252.24; repairs, $186.95; water, 
$64.207 | Sind iGas AS LS AEA ier. Se aes enc See Ate e OIE ve Na ane careers foe cuamie ee ted 

Fernie, Public Building:—Caretaker, C. F. Hesketh, $1,134; heat, $559.75; light, 
$156.10; repairs, $695.35; water, $54; eundries, $116.69...:. 00... ..0c.)..0..cc0s. 

Grand Forks, Public Building:—Caretaker, N. Taylor, $780 (quarters $300 not in- 
cluded); care of clock, $45; sundry labour, $150.96; heat, $470.74; light, $275.32; 
Waber 105) SUNG LEGA DOU AU Bh cee vate sede SORE Oe Eee oN Oe hats Caen 6 ae Se 

Greenwood, Public Building:—Caretaker, H. H. Summersgill, $294 (quarters $300 
not included); care of clock, $45; heat, $373.92; light, $104.61; water, $75; 


spa ries,:< S17 BO. creek io: wire a3 oe EN EES ck ea Re AREAS «eee GRR OB iale Com aed 
Hellyhurn, Post (OMG ent. i JI2Cbc OL Rete se baies cee pes eae 8 Mae dora tems ot ceae 
Huntingdon, Immigration Building:—Rent, $240; water, $26.................... 
Invermere, ixperimental | Marin :-—eaks ii: ius. mete tees = coat a cee s exe olsen 


Kamloops, Interior Dept., Lansdowne Ave.:—Rent, Apr.-July, $100, less $50 paid by 
AR, Governments . BIC. cee ees oe SEES 0 Se oRn Bene ins, thes pe ani eee 
Kamloops, Old Post Office:—Caretaker, Apr.-June, E. W. Hodges, $208.50, July- 
Mar. F.. 3. Wright, $635 (quarters $175 not included) : heat, $348.07; light, 
$161. 28; repaire,. $252.15; | water, S96: .eundties, 588.300 c.. ee ets enki eee eee 


1,670 


1,251 


400 


2,592 
208,417 


1,067 
1,998 
839 
1,357 
25 


1,358 
75 


513 
1,437 


2,092 


1,887 
749 
1,518 
105 


2,038 
2,715 


1,864 


910 
240 
266 
1,070 


50 


1,789 


35. 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
SS Stes 


Votes — Crédits 121 & 353— Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. ——- Loyers, réparations, ameublement, 
chauffage, ete. iz 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 
BRITISH COLUMBIA—Con. — COLOMBIE BRITANNIQUE-Suite 


Kamloops, Public Building:—Caretaker, Apr., A. McRury, $69.50 (deceased), 

May 17-June 30, F. T. Wright, $133.55, July-Mar., E. W. Hodges, $625.50 

(quarters $225 not included); char service, $67.50; sundry labour, $172.48 3 care- 

taker’s supplies, $103.60; heat, $616.84; light and power, $423.57; repairs, $407.65; 

water.) S06 Sb sumed siG44.50:0) .coiecani abides volun ee or, oeagod 2,760 69 
Kelowna, Armoury:—Rent: Exhibition building and grounds, 3 m. to May TO, 1032. 


$75; top floor of Kerr Block, 9 m. to Mar. SITUS MOS Loge. er ial) cere day 390 00 
Kimberley, Public Building:—Caretaker, J. Pickthall, $834 (quarters $300 not 

included); heat, $331.50; light, $229.30 ; water, $81; sundries, $184.51.......... 1,660 31 
Ladysmith, Public Building :—Caretaker, J. Twentyman, $834 (quarters $300 not 

included); heat, $257.80; light, $1 DSdgaumanies) SUGLOO Mw. eb Ve dbe eee pe 1,334 61 
Merritt, Indian Agency:—Heat, $565" vrentjs$240 22 itigods. : WEE FAH , SORE 296 00 
Mission: Citys (AgmourytesRent. xxii ion), BERR Ms Yo sevliecs. Pes aatils top" 500 00 
Nanaimo, Public Building:—Caretaker, H. N. Atkinson, $834 (quarters $300 not 

included); cleaners, H. D. Beaumont, Oct. 8-Mar. 31, $259.83, M. Smith, retiring 

leave, $427.50; care of clock, $45 ; sundry labour, $199.08; caretaker’s supplies, 

$146.35; heat, $503.50; light, $471.16; repairs, $819.31; sundries, $64.13...... 3,769 86 
Nelson, Hngineer’s Oftice:—Cleaner, W. Cull, $180; exchange service, $124.70; 

Kent, (Sl lA0ypusumdriess $241 5U00, Wah UR aod al vcr... yh Ely aes at 1,468 85 
Nelson, Public Building:—Caretaker, G. K. Ashby, $834 (quarters $300 not 

included); caretaker’s supplies, $109.15 ; heat, $262.26; light, $931.24; repairs, 

Sp12G AE; water,1 $/2;,,cundries, ‘$131.87... gaucmwes eldh UE ols des shen. Pouch. de 2,466 93 
New Westminster, Indian and Fisheries Office:—Caretaker, A. H. Oakley, $1,242; 

furniture, $121.18; heat, $180.99; light, $56.88; sundries, $93.74.............05. 1,694 79 


$864.16; light and power, $939.60; rent, $120; repairs, $517.85; water, $72.56. 7,216 44 


not included); heat, $384.50; light, $172.14; sundries;.’$83.07... vale sie: 1,640 71 
Pacific Highway, Immigration Office:—Caretaker, J. C. xenham, less 8 d., $528.37; 

heat, $339.11; light, $464.41; repairs, $428.63; sundries, $65.60................ 1,826 12 
Penticton, National Defence Dept.:—Rent.............ccceceec cece lll 600 00 
Penticton, Post Office:—Light, $160.38; rent, $2,040, less $1,557 paid by P.O. Dept. 643 38 


light, . $195.58; Yrepairs, |$271;" sumdraes,.!$36.93. ¢fsbioh). ck. ih lel e. ble). 2,358 76 
Prince Rupert, Immigration Building, Site:—Rent.............0...0......00.. 5 00 
Prince Rupert, National Defence Dept.:—Rent...........0...0000000500000000. 600 00 


ture, $116.83; light, $882.15; rent, $5,722.50; water, $59.40; sundries, $135.66. 8,050 54 


cluded); heat, $371.09; light, $252.65; water, $67.20; sundries, $136.26........ 1,661 20 
Rossland, Public Building:—Caretaker, R. Timms, $834+ (quarters $300 not 

included); sundry labour, $150.96; heat, $389.84; light, $148.18; repairs, $104; 

SNATCH, “SOG OUOR. ‘Bilas st he wee tens «GRE OPER. deeds Baw. osldula ode. ono, 1,709 30 
Salmon Arm, National Defence Department:—Rent........................... 200 00 
Sidney, Experimental Farm:—Heat, $845.75; light and power, $469.82.......... 1,315 57 


Summerland, Experimental Farm:—Heat, $2,076.80; light and power, $3,257.92.. 5,334 72 


$129,903: 6 waiver MiS60;:\eumdriesP RS lIG8EY. 6. ob cwislecteatec be eonl feild) wom. Wl. dees 2,357 51 
Union Bay, Public Building:—Caretaker, F, Brown, $186; sundry labour, $109.06; 

heat, $162.50; light, $97; repairs, $1,188.80; sundries, SEG7 3. eae dae: 1,779 36 
Vancouver, Bower Building:—Light,! $62:52; rent, $1,080.00). ..c.00leecdleceseun. 1;142.,.52 
Vancouver, British Columbia Mining Building:—Light, $248.96 ; rent, $10,438.80. . 10,687 76 
Vaseouver,=C.PRiz. Mailroom i--Reit, wc piieis. b05 c+ oie uss s ode Ma cdéblaanal § deeded Mos 2,805 00 


LI Te EOS UNTER CE al gy Spleens | ng bali inal Na eRe Oia de aaa i bacbi, 23,025 89 


Part V—58 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du) Dominion—Suite 
BRITISH COLUMBIA—Con. — COLGMBIE BRITANNIQUE-Swite 


Vancouver, Immigration Building:—Heat, $1,320.98; light and power, $988.45; 
water, $S1V5Rae bi bolls SMF. Re ee EL ae ih do Bienes gS SO 
Vancouver, Indian Office:—Moving office furniture and telephone from Metropoli- 
tan to Rogers *Building,;$99! trent’ Apridansy $1462 .200l8e. See ae SR 
Vancouver, Marine Dept., Radio Branch:—Rent: Dominion Bank Building, $1,140; 
car garage, 35 Pender St., $104; Inspector’s car garage, $60................ 
Vancouver, National Defence Dept.:—Rent: Armoury, Main St. and 29th Ave., 
$2,500; Armoury, 1255 Pender St., $2,100; Empire Block, $550; Holland Build- 
ing, $3,480; Horse Show Building, $8,416.66; Navy League Auditorium, $4,800; 
dase FC $1; 117 Seaton St., $1,800; University of British Columbia, C.O.T.C., 
DLT TSS el ete ROI SOLE TOUR RE eek Pic EA oy SMEs ER rks yes Lok cyte CEES co. ry Bld o/b ava ee 
Vancouver, Pensions and National Health:—Rent, 18 m............. 000025050 
Vancouver, Post Office:—Caretaker, W. Hunt, $834 (quarters $300 not included) ; 
cleaners, A. J. Bowles, $810, A. W. Cooper, $918, H. W. Fawcett, $810, J. Gow, 
$864, H. A. Kington, $1,080, C. Moore, $1,080, J. R. Nixon, $1,080, R. W. Odlum, 
$810, W. W. Pickles, $810, J. Sarginson, $1,080, G. 8. Lowes, $810; elevator- 
men, R. Allen, $1,134, J. Griffen, $1,080, C. W. Ross, $1,080, A. Sangster, 
$1,080, W. G. Sankey, $1,080; watchmen, J. Ferrie, $918, K. Myron, less 29 d., 
$838.95; care of clock, $45; sundry labour, $119.15; uniforms, $345.40; care- 
taker’s supplies, $575.18; exchange service, $85.20; furniture, $610.06; heat, 
$359.24; light and power, $3,460.15; rent, $510.71; repairs, $2,243.45; water, 
GTS, BOs iene o's oe beds Biare Nelo bPlahe'y epg gun plete Op abe alate! bie gle haa Od Ohta AMOE NanantPe feces ein yee 
Vancouver, Postals Station) “jAc’+—Rentiofnl ee init). seer A. Jak Gab. racer 
Vancouver, Postal Station “B”—Caretaker and engineer, R. McLennan, $1,350; 
caretaker’s supplies, $26.15; furniture, $315.84; light, $78.44; rent, $4,440.... 
Vancouver, Postal Station “ C ”:—Caretaker, F. Connolly, $834 (quarters $300 not 
included); care of clock, $45; heat, $526.74; light, $136.24; repairs, $137.65; 


sundries, $90.74... AF. GE) sameihiien elt: 7 OBL ye Leaning bee a eee oe nbte bes. Beale bes 
Vancouver, Postal Station “ D”:—Cleaner, A. Ainsworth, $1,026; heat, $118.24; 
light, $150.80; ‘rent, $3,600; sundries, $90.54 0.0). 660. bee edie wale ca eee sien 
Vancouver, Postal Station “E’:—Cleaner, W. M. James, $432; furniture, $296; 
light, $57.90; rent, $2,400; sundries, $43.40... 0.6.0 .ene eek awe Ses ftw b. «, Wats 
Vancouver, Postal Station “ F ”:—Caretaker, A. S. Shergold, $540; heat, $265.98; 
light, $39.08; ) rent,’ $1,8003) eundries,, $37.31... \Siawtlyenitall : Sami al... Leis eid 
Vancouver, Post Station “G ”:—Light, $29.04; rent, $720; sundries, $80.43...... 
Vancouver, Steamship Inspector’s Office:—Rent.......... ccc ccee cect cece et ecees 


Vancouver, Winch Building:—Foreman, char service, J. F. Regan, $1,188; 
cleaners, J. Craig, $1,026, W. G. Goldney, $1,080, A. EH. Kennedy, $1,026, L. 
McEwan, $918, T. H. Martin, $918, J. Mullins, $918, Ed. Shimmin, less 1 d., 
$915.45; H. C. Taylor, $1,080; elevatormen, 8S. R. Golton, $1,080, J. Henderson, 
less 47 d., $940.65; caretaker’s supplies, $504.14; exchange service, $133.20; 
furniture, $1,290.09; heat, $28.08; light and power, $2,417.80; rent, $165.20; 
repairs, ($4,388:43;; (wratery IPIGO.TO MRS. sliLmrogiek l, Ln tip Cay eG Ghee Bieta iibicOUk « Glanlade 

Vancouver, Buildings Generally:—Electrician, E. C. Moores, $2,026.80; caretaker’s 
supplies, $72.80;' lamps, $1,247.93; repairs; $108,710)... Jc eccdeii ea, bee tied. octet 

Vernon, Public Building:—Caretaker, S. H. Kaufman, $996 (quarters $300 not 
included); care of clock, $45; heat, $440.22; light, $462.73; repairs, $560.53; 
water,’ $48; sundries. , QLAZ. 11..." gaveigs Aiea chara teri see ie ac, ls ahele eiuaa hdl LITE tom ns 

Vernon, Soldiers’ Settlement of Canada, Office:—Rent...............-. 02.00 eee 

Victoria, Astrophysical Observatory:—-Caretaker, T. Gray, $834 (quarters $300 not 
included), H. Little, $1,296, less $648 paid by Interior Dept.; gardener, J. W. 

_ Dobbie, $972; heat, $1,017.46; light and power, $934.......... cece eee eee e ee eeee 
Victoria, Custom House (Old) :—Caretaker, J. W. Young, $834 (quarters $300 not 

included); heat, $370.48; light and power, $114.15; repairs, $590.54; sundries, 

SIDESO. |: Calas bite pass 89.4 6 see DU RORUS wy AAe Cutde es cet iets ne EOUDGe. a tes 


light and power, $130.67; rent, $4,125; sundries, $83.11...............0..-0005- 
Victoria, Farm. Loan. Board:—Rent..... cece cee e ce cence dee eee ee cess t eee seees 
Victoria, Hydrographical Office:—Rent..... 0.0... cece cece cee eee eee eee eens 
Victoria, Immigration Detention Hospital:—Heat, $867.50; light, $251.82; water, 
S140.40.. . eat be cbOmbckee . AMBRE VET POR ty «cone ets ERED, OER n «ae MUS ERI «oR 
Victoria, Meteorological’ Observatory:—Caretaker, F. L. Poidevin, $1,242; heat, 
$191.83; light, $148.50; repairs, $730.53; sundries, $91.51................-+--0-, 


Victoria, Old Post Office: —Caretaker, W. J. Bowden, $1,188; heat, $514.76; light, 
$123.06; repairs, $747.16; sundries, $100.25. ........ cee eee eee eect eee ee eee 


3,126 
1,561 
1,304 


23,923 
1,950 


27,227 
2,607 


6,210 


13779 
4,985 
3,229 
2,682 


829 
2,400 


20,177 
3,456 


2,724 
500 


4,405 


2,013 
5,723 

593 
2,680 
1,259 
2,404 


2,673 


98 
00 


25 
00 


79 
24 


Part V—59 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Syite 
eSseSseSsss=>»0u——@mOoaSs=$—$—@$@sSSsS 


Votes — Crédits 121 & 353 — Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, ete. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


BRITISH COLUMBIA—Conc. — COLOMBIE BRITANNIQUE—Fin 


Sp 4 how ob on oh 0) eh OF Stet <0 F oF ener e¥ oF) Sh oh OF) Sh ef oF Sh eF 6 4h 0 fee eres We ilte! wile) few 1 wife % we Ish ieiwile ¢ dies 


“CANADA BUILDING,” LONDON, ENGLAND —LONDRES, ANGLETERRE 


Salaries and Wages — T'raitements et salaires:—Janitor, G. Cope, $1,203.40: engi- 
neers, F. H. Babcock, $826.12, F. W. Sheppard, $895.11; liftman, W. T. Halton, 
Pobim  CLeALEYS: G3,07 1.705 Care OL ClUGns, “SIS SU tek ee foe eT RTE 

Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Alterations and repairs, $1,960.32; electrical supplies, $186.32; elevator inspection 
and repairs, $166.62; fuel, coal, $141.12, oil, $610.87; furniture, $362.39: janitor 
supplies, $296.42; window cleaning, $306.60; sundries, $242.60.................. 

Miscellaneous — Dwers:—Dictograph maintenance, $70.57; electric current, 
$2,548.57; gas heat, $533.29; insurance, fire. $146, health and unemployment, 
$124.12; legal services, $70.81; rent, $9,731.85; taxes, $8,183.96; uniforms, 
Clee a Waverec 02) .O4s" ainricnm eat. te ot EEE! Oey nae MRM 4 ai) 


GENERALLY —EN GENERAL 


Northwest Territories, Fort Smith, Conibear House:—Rent, April 1-May 15, $180; 
Heat, $320 oe .icc. ses... CORR PTA. a Syd PASA UO. £1 BD Bot vO Ae Ae 
Dominion Buildings Generally:—Advertising, $1,159.85; furniture and fittings, 
$3.67 78: supplies $4082" ee er OU Re payeL fae yy) oh Mae 


Less—Charged to Dom. Public Buildings, Improvements, etc.:— 


Vote 113—Maritime Provinces oo... 00 026000555: (Page V—11)$ 41,527 96 
Vote! 114—Quebee deiccsticrr stants see Ee, fe (ES) SVP+119 80,552 17 
Vere 1a Omtama wires loe aee See ? Lene (. “) V—12) 97,128 82 
Vore v6 Manitoba: 3. vec SPP F, eee ein re 7—}2) 13,290 11 
Wile! 7 edekatchewan2) yh. Rete ako. 28) ( ¢#). V=-13) 23,045 06 
Viowe: L1G Alana Oi wiht eg SUR AM. Sie ae ( “  V—13) 13,917 74 
Vote 119—British Columbia :.:.522.005200505228: (°“- WV—14) 26.746 45 
Vote 120—Public Buildings Generally ............. ( -*  ~V—I16) 2,652 88 


Vote 120—Flags for Dominion Public Buildings...(  “ W—15) 25 79 


Total (see Summary — voir Sommaire, DAGeAY == Oa) eo eae etek wl ool 


24,913 
3,010 
487 


893 


1,883 


3,890 
284,779 


7,134 
4,273 


23,601 
35,009 


500 


4,887 
5,387 


58 
33 
25 


18 


33 
46 


52 


26 


63 
41 


00 


48 
48 


3,901,039 


298,886 


vi 


98 


Part V—60 


PUBLIC WORKS — TRAVAUX PUBLICS 


ee Se 
oo ————————e——e—e——aaoaoaoooooaoaamaaameaaaaaaaaaoaaeeee eS es. eae 


Votes — Crédits 121 & 353—Public Buildings — Edifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Con. — Edifices publics du Dominion—Suite 


Charged as follows —Imputées comme suit:— 


Fittings, general supplies and furniture......... cece eee ee eee eee eect eee eens 
Heating «ieee TITS Des ut oediare s SEER. RFR) LR SH RS BR eee eas ae. BE 
Lighting anid) PewerlB tA. epee sehr ds be a OD. A SLR RA che wine I. EE Rae 
Renta’... es webb rodar ly SAWS cb ra, CALS wari ee ae 2 See 
Salaries ‘of. caretakers, : firemen, [ete cio. bh oT. Pesmins . SLU. cM iS. «le die S 
Supplies, forlueadtetakers! ete an iiahiQo... Mitral eel SR CRRE oh ined mink 
Water’? ics, DORR Opeth ake ira Eee a eitinoe ce agate ete. SE LE ed 

Total Vea. Fe LR e Re SRN, . erie ire Neer te ac Ane ne tel os ee 


Classified as follows — Classifiées comme suit:— 


Salaries andi Wagest.d4 2201. Suekwitas.), MLE LE. celia sotetews 1,029,278 11 
Materials, Stibplics, Repairs! HGeneral. te LCG eis ree i Oh ae 392,694 22 
Printing and Gtatiobery. cue taste See ited ot YU Ae Fe 11 65 
Miscellanconsiasie WY Ie5 Oo Ee dE OR Cel. FR Se eke tee fos 2,180,168 81 


$3,¢ 602,152 79 


DOMINION IMMIGRATION BUILDINGS: REPAIRS, IMPROVEMENTS, ETC. 
EDIFICES DE L’IMMIGRATION: REPARATIONS, AMILIORATIONS, ETC. 


Nova Scotia: Halifax, Ocean Terminals, care of windows, etc.........+.+seeeeees 
New Brunswick:—St. "John, sundries, $13. 50; St. Leonard, SEOVEH HlO cigs oF 0 CR 
Quebec:—Montreal, painting and decorating, $2,343.40, ceneral repairs, etc., 

$2,176.83 ; Quebec, general repairs, $2,317.19; Stanhope, ‘sundries, SLO". Bees shee 
Ontario: —Pigeon River Bridge, repairs .....ssseeeece eee cece cree eee e eee eees 
Manitoba:—Winnipeg, No. 1, repairs, CtC..... esse eee eee cece cette eee e eee e teens 
Saskatchewan: —Prince Albert, VOPAIPS ose x Shaw, oe RIN EIS TAly wie Piele le ROR s atenc hats ae > 
Alberta, general repairs: -—Athabaska, $4.60; Coutts, $29.75; Edmonton, $36.42; 

Falher, SIL USpIT ite River, | SOBs. .iA% a digi » veoht poe dt Sete are wie eiors Nepean ie ie ee © = 


British Columbia: ——Vancouver, new floor, $1,687, sundry repairs, $1,103.48; Vic- 
teria, trepaitg,) S20104 oe coe A he a ara bueseas: beste orb ig gla te Wig yan oMReta ofertas 


Total (see Summary — voir Sommaire, page V-—103)...........-+.4.-- 


3,082 42 


Classified as follows — Classifiées comme suit:— 


Salaries. avid 5: Wagers favs wos & soave: «Se teass oe ood he aan Spe. enue ah eualicutey aie oy Ea 439 12 
Materials, Supplies, ReEpales cete ry hie s eos SU eenae es ve ataims. 5 TEER 10,716 81 
WITPEIIATEOUS ». frets Ra aah «tele tee clue ole oR bers abe e bos Somat TEE EPs 27 90 


DOMINION QUARANTINE STATIONS: MAINTENANCE 
STATIONS DE LA QUARANTAINE DE L’ETAT: ENTRETIEN 


Nova Scotia:—Halifax, Lawlor’s Island, alterations and repairs, $2,151.59, Rock- 
head, repairs, $2,376.94; Keppoch, repairs, $58.......+... cece cece eset teen eeees 
New Brunswick: —Chatham, purchase price of land, $150, sundries, $146.09; 
MP rsien (06.0 SUNGTICS,: fo Us paxe . Suaolw siscel® saagenasuieye sMeISI\S alels Se 4 BG so ieieiteeM solv ase eens 
Quebec: —Father Point, supplies and repairs, $86.83; Quebec Immigration Deten- 
tion, Buildings.repaine, S704 3% coir fF Genin o$ s b.g'oieie e010 sine oe ecbnlt sia SliCMOl> spares fetssonls 
British Columbia:—Williams Head, general repairs...........eececeecescesoeces 


Total (see Summary —voir Sommaire, page V—103)..........--+--6+ 


Classified as follows — Classifiées comme suit:— 


Salaries! and cW Ces Gos 6b be dexse PE he BA bre chk wins bi Sls a wee eels 3/0028 
Materials, ies hepa, OR CPE Pe PE REE «ose ee OE 8,359 74 
Miscellaneotisam tani toh papas thie Shoo ERIE ED dab CME ena y 95 64 


Oebersoutlays....% 5c s aiss iostuseer caeene oe drake + wabseete ele e Sakae wy wile oy amie 150 00 


4,586 53 
299 13 


796 26 
3,298 74 


Part V—61 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
S88 —————0—0$—$@Owv“*#*$m—OoOoOoannnmn9aT0DnDo0DanaoaoO ee eeeeeeeeeerEeFRe-ooo 


Votes — Crédits 121 & 353—Public Buildings — Kdifices publics — Rents, 
Repairs, Furniture, Heating, etc. — Loyers, réparations, ameublement, 
chauffage, etc. 


Dominion Public Buildings—Conc. — Kdifices publics du Dominion—Fin 


VICTORIA, B.C., ASTROPHYSICAL OBSERVATORY (LITTLE SAANICH MOUNTAIN): MAIN- 
TENANCE, REPAIRS AND IMPROVEMENTS —- OBSERVATOIRE ASTROPHYSIQUE DE 
VICTORIA (LITTLE SAANICH MOUNTAIN): ENTRETIEN, REPARATIONS 
ET AMELIORATIONS 


Repairs to road, $1,986.39; sundry supplies and repairs, etc., $1,380.74.......... $ Souris 
ee Summary — voir Sommaire, page V—103) 


Classified as follows — Classifiées comme suit:— 


Pararies and AVVACCR hs. 0's 2) sci dt. RENE motores MEhd. we atv oe, 574 69 
eemernne: Expenses on 2%, 0 eer) is (eS TREO Rod, 52 00 
Materials Supplics;/ Repairs; “ete. Be ett Ss OGRE oa Us 2,737 94 
Miscellaneous. PP Sapo, SAMAR fg fk ct ait ad eg ale, ERs AON 2 50 

>. 3,007) 1d 


YUKON PUBLIC BUILDINGS — EDIFICES PUBLICS DU YUKON 
RENT, REPAIRS, FUEL, LIGHT, WATER SERVICE AND CARETAKERS’. SALARIES 
LOYERS, REPARATIONS, CHAUFFAGE, ECLAIRAGE, SERVICE DES EAUX eT SALAIRES DES 
GARDIENS 


Cancrass = VW O0Us SoA 7 SUNUTICS 5 S40 toute es 4 as «ose os clerc Sree hake eet 289 75 


Th IEEE Pe cis ace an dintatinp tani yyy RM ADS at aN dial Ma NLD Tea iti RI Salt 16,971 86 
Dawson Buildings Generally:—Labour, $320; water, $1,272; sundries, $473.60.... 2,065 60 


Maye, hen, 90003 ‘stindries, * $6102. ita salto Go a's vel gee eet a theta dt 1,270 25 
Whitehorse:—Caretaker, J. Porter, $1,752 (quarters $300 not included); fireman, 

$112.50; wood, $712; light, $296.80; sundries, $502.85...........ccccecceceecces 3,376 15 

Total (see Summary — voir Sommaire, page V—108)...............05. >. 23,910 O61 

Classified as follows — Classifiées comme suit:— 

Palarics Vand. WW aves ja. so. adamant eene nes tae ez cere ied a ak L276: 95 

netemials, Supplies, Repairs, €t@rst.s a... shack este tee. Folds uk. 6,205 24 

Pricing fate ba Gobery, 3. | Seat pads as eens <u Phe. | 26 20 

Marcellaneetis., .4¥. 00°! ‘o.. Se Reet. eee Caer es RENIN 5 De 6,465 22 


$ 23,973 61 


Votes — Crédits 122 & 354— Harbours and Rivers — Ports et riviéres 


Nova Scotia — Nouvelle Ecosse 


Beacon Dredging Co. Ltd., $12,288.97; sundries, $180.59...........cccccceceee.. 12,801 16 
Bay St. Lawrence, breakwater extension:—labour, $1,751.91; supplies, $1,202.32. 2,954 23 
Broad Cove Marsh, breakwater extension:—Settlement of claim (P.C. 430, April 

1593), ileLeod & McK. ayee..aananoe. 05. Uh8 yonolel. setindyi sire i | be 1,435 89 
Brooklyn Dredging:-—Inspection, $288.32; labour, $51; dredging, Federal Dredging 

Cot ltd $17,446.82. sundries, SHiOa aime «5 12H seule! verdes. daalor! Joloc 17,956 62 
Cheticamp Point, wharf extension:—Labour, $3,331.31; supplies, $3,484.72; sun- 

VTES, G33.02.0, Ok +s, +» RL BOER eesti: OS .B0R TS. croadal . seneande beavers er: 6,849 55 
Cow Bay (Port Morien), breakwater extension:—Labour, $2,158.34; supplies, 

EME Madeinctot VeiM i ctl Seale pM BU GR kv | 4 OS) 0 AE a NSN Ta 3,001 31 


Kast Ferry, wharf:—Inspection, $419.03; balance construction of wharf, Halle B. 
Dice ia aah oOss. SUMUTIGs tS 125 ade ees ee at rk See sR eo 17,995 03 


Part V—62 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 122 & 354— Harbours and Rivers — Ports et riviéres 


Nova Scotia—Con. — Nouvelle Ecosse—Suite 


Little Anse, breakwater repairs:—Balance claims re construction, Thos. D. 
Morrisons ic, . Sy Sea ae thy BOUL SAEED Parts DE re Pe eae ee oe eres, 4 
Louisburg, wharf: —TLabour, SABO. DOs: AUD LPG meth dw och ors uctenim kees. oars eae gies 
Lunenburg, dredging: Inspection, $464.84: labour, $80.55; dredging, Federal 
Dredgihe TO0S ‘ds S14 Gal Si SUROTIGS, nubs LO Oe mca ae > coe a eee ee 
Malarash:. wharf improvements: Sundries, ‘isn smivea rad o> aks Poteet Le cee e 
The Ponds (Pheasant Bay), harbour improvements:—Labour, $4,225.40; supplies, 
SG5819; seundrics, SLIWOS \o". hin. Sx inivke s bite nal bien « eebute: eee fe. bine 
Yarmouth Harbour, dredging:—Inspection, $3,519.75; labour, $1,237.12; dredging, 
Beacon Dredging Co. Ltd., on account, $42,017.78; supplies, $553.77; sundries, 
$859.50. gist, Beha ips se win Tk ae ERR Peeled oa bauer as te cee Gt Sa aah a Os 
Harbours and Rivers, generally :— 
Anderson’s Cove, breakwater repairs: labour, $429.03; supplies, $269.17........ 
Argyle Sound, wharf repairs: labour, $436.33; sundries, $324.04.............. 
Bailey’s Brook, extension to west pier: labour, $1,951.37; supplies, $425.58; 
STTL TES, Ree eeis | Chay PtcahhS. ial clea gaits! dail Mitneeuee Nc ca hy ie J EY cm 
Ballantyne’s Cove, wharf. repairs: labour, $550.96; supplies, $623.04; sundries, 
TURNS DOD ES Se ee var OMe NEM am ny OPIN eM Re uCE SRS 
Barrington Passage wharf repairs: labour $261.91; supplies, $234.88; sundries, 
$174. OF i ao Sn de ae GG, ae PR hat a 2 a ee re 
Burlington, wharf repairs: labour, $445.06; supplies, $524.68 hel ee Rit Be RGN 
Carr’s Brook, wharf repairs: labour, $931.58; supplies, $401.29; sundries, $42.. 
Coffin’s Island, breakwatew repairs: labour, $1,582.97: supplies, $918.54........ 
Digby, pier repairs: labour, $5,665.88; supplies, $5,315.48; sundries, $7.11...... 
Dingwall, breakwater repairs: labour, $1,885.51; supphes, $3,010.18; sundries, 
$102.20. PAN ieee welt Wh ben, ag: Shes eration Spears ta BAe Ate Rode csi hes ena 1 ee 2 
East Berle OL eale Water repairs: labour, $1,639.54; supplies, $827.06; sun- 
dries, $10. . Pend E ab a nae Ginter teh ue y hammer atime DE epimay Yui ee oo 5. ag aaien me 
Gabarus, brediewater repairs: labour, $1,155.60; supplies, $1,318.28; sundries, 
$19.54. SD r eis otaMeL nD ts ve elauusins deems caren char Gem tiene tanacet ote fe eoretiss rs toon a Ns Near Ce TST fe 
Graff Beach, “breakwater repairs: labour, $1,184.97; supplies, $775.36; sundries, 
MAO as MLD oy ha ie AST Ra bole ce, cea deitasd Ceocips oss 2a: ww ss ad cot Ore «(Ale aR Sk a a 
Grand Etang, Thaepatih pier works: labour, $4,524.32; supplies, $6,718.07; sun- 


UE ES. DOO Soil al Gy ahd dea 5 PERE ie ole SME ORV tae Reel nia a A NN aR go 
Grand Narrows, wharf repairs: labour, $486.65; ‘sundriesS513.120. soy... ees 
Harrington River, constructing timber groyne and road: labour, $1,094.23; 

supplies, $492.31. PT Pane dears 1 SORE gilt Nt eal seat ce ahaa Ne th AALS i cacy ck ev A a a 
Indian Harbour, wharf repairs: labour, $493.60; sundries, $256.48...... Rs Ah ie 


Inverness, harbour repairs: labour, $879.71; supplies, $108.65.................. 
Irish Cove, wharf reconstruction: labour, $1,680.02; supplies, $1,417.25; sun- 


dries, $39. SEP Me RA GATS Al haan Ay teole iam ee RRS Gratiot, Stole cacergly see 
Kelly’s Cove, teakwatet repairs: labour, $1,167.44; supplies, $1,761.46; sun- 
dries, $79. 82. SHOE TEA En ea a nN Ne Ag ee Aebtae Drk Poatal a OB Bae as ai Wii & o.0.'0 ‘CR ENS Hae 
vas a breakwater repairs: labour, $1,359.41; supplies, $766.98; sun- 
TOG) NOW Kauss asta Veal scancac ne dtin. ABE she cele ial Ace retake We TENET enone lar eee Sea 
Little Judique Ponds, breakwater repairs: labour, $1,079.16; supplies, $2,104.82; 
SING TOSS SUT CO c tocgihta try oy dies aN cs tee ie ate Hee: eae te PURE Wine SE Gok ee ee 


Little Tancook, breakwater repairs: labour, $615.87; supplies, $200.02........ 
Lockeport, wharf repairs: labour, .$24422s0 sundries, + S845008.. son oe abo wre 
ene. Point (Judique) breakwater extension: labour, $1,345.88; supplies, 
Maitland wharf repairs: labour, $569.61; supplies, $398.36.............ceceee- 
Malignant Cove, wharf repairs: labours $694.78; supplies, $304.79............ 
Margaretville, breakwater repairs: labour, $7,290.20; supplies, $5,685.22.... 
Meteghan River, wharf repairs: labour, $755.23; supplies, $210.61............ 
Middle East Pubnico, wharf repairs: labour, $1,309.54; supplies, $1,155.51; sun- 

ni) SLAs A Ua Shiite, ; IAD, eres Op gies delice s. semaine 5nd ee 
Mosher’s Bay, breakwater repairs: labour, $1,740.84; supplies, $1,251.59...... 
Murphy’s Pond, groyne repairs: labour, $477.30; supplies, $521.73.............. 
Necum Teuch, wharf repairs: labour, $1,155.74; supplies, $1,195.79............ 
Neil’s Harbour, wharf repairs: labour, $814.61; supplies, $645.54............ 
New Campbellton, wharf repairs: labour, $773.10; sundries, $241.28........ tf 
New Glasgow, wharf repairs: labour, $1,399.52; supplies, $1,098.28............ 
New Harbour, breakwater repairs: labour, $781.90; sundries, $333.51........ 


3,148 
1,289 


15,450 
186 


5,899 


48,187 


698 
760 


2,406 
1,224 
671 
969 
1,374 
2.501 
10,988 
4,997 
2,476 
2,493 
1,930 


11,592 
999 


1,586 
750 
988 

3,136 

3,008 

2,141 

3,299 


815 8 


589 


2,160 
967 
999 

12,975 
965 


2,478 
2,992 

999 
2,351 
1,460 
1,014 
2,497 
1,115 


Part —V—63 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 122 & 354— Harbours and Rivers — Ports et riviéres 


Nova Scotia—Conc. — Nouvelle Ecosse—Fin 


Harbours and rivers, generally—Cone. 


Noel, wharf repairs: labour, $939.57; supplies, $452.15...............c00eeueee 15801972 
Parrsboro, repairs harbour protection: labour, $659.21; supplies, $606.48; sun- 

eS NEAT OVMRCR OTE Lh poo, oc oii aM Set es Alea, 1,276 44 
Pembroke, wharf repairs: labour, $464.86; supplies, $533.63.................. 998 49 
Pictou, repairs to railway wharves: labour, $2,297.63; supplies, $2,787.82; sun- 

dries, Bi det ed: abides: ease vas. RRO MEL ede: cna wasrebieirds . saeditbeh 5,092 45 
Port au Pique, wharf repairs: labour, $235.97; supplies, $304...............0.. 539 97 
Port George, breakwater repairs: labour, $4, 396. 33; supplies, $2,465.99; sundries, 

BOT Baa Fos GBI SAD LID. coud Beackctanlet EMMI A ernie dst dahis Rees ete murten Foe os ZA +e UE 6,899 97 
Port Greville, breakwater repairs: labour, $592.49; supplies, $397.27............ 989 76 
Port Hood, wharf repairs: labour, $682. 65; supplies, $501.43: sundries, $13.50. . 1,197 58 
Port Lorne, breakwater repairs: labour, $6,905.96; supplies, $4,029.47........ 10,935 43 
Portuguese ‘Cove, breakwater repairs: labour, $1,198.98; supplies, SS2F «teehee 2,025 98 
Port ‘Williams, whart repairs: labour, $1,314.53; purchase price of land, $600; 

supplies, -Fioo0.G4; sundries, S64008. Fea. tata). uhld.Wandte dias ehh oo g,030/.18 
Poulamon, wharf and shed repairs: labour, $951.06; sundries, $521.53......... 1,472 59 
Salmon River, (Digby County), breakwater repairs: labour, $452.74; supplies, 

Be 02. Lk 7. DOOR « endabvare. <Q, BORE peetlerraee. oT TELE 8.suodal aaisasy bad: 685 66 
Skinner’s Cove, repairs to pier: labour, $1,810.19; supplies, $1,546.37.......... 3,356 56 
South Bar (Sydney), breakwater extension: labour, $1,451.07; supplies, $548.85. 1,999 92 
South Ingonish, repairs to breakwater and beach protection: labour, $818.51; 

MIRAE Oates cieia. d a's See A IR, . Gest aca, MONEE Bee Go es Oe POO 1,003 64 
Spencer’s Point, road to approach of new wharf: labour, $804.57; supplies, 

ee ee UIT LES OOO! . sity. chaaieln co MUNRRETD 6 ia) ENG oh cis ROR AAC AWE os. 6+ 3.0 oO AI REDS 3,199 36 
The Wharves, breakwater repairs: labour, $446.67; sundries, $451.38.......... 898 05 
Tiverton, pier,,repairs¢: labour, $498.88; , supplies, $501... 86) eto. eles Bi bY  ermw econ 999 88 
Toney River, repairs to pier: labour, $2,079.96; supplies, $2,355.73; sundries, 

Ded EOP eee rte: rid. stas hg > x TRE TT Mer ET, ITs Clee Cee, eek a. 4,487 17 
Trenton, wharf repairs: labour, $684.47; supplies, $315.44.............00cc0 ee 999 91 
Upper Port La Tour, wharf repairs: labour, $1,098.99; supplies, $849.63; sun- 

BLES SET Ae ie Fa oie i. a 3.c sc, 0 Sep MT IA LBL yaks lta a's alae abdeenm, f chleidl eed WEN e aLShene eM) 1,993 11 
Upper Prospect, breakwater repairs: labour, $884.84; supplies, $876.94; sun- 

aCe OUT Ua etn tee... oP ASR Cee Be ehh a's) ss cine gn he's b augadwwae dadawe 1,795 28 
Walker’s Cove, wharf repairs: labour, $763.37; supplies, $221.61.............. 984 98 
Walton, wharf repairs: labour, $1,416.96; supplies, $1,343.20.......00.000.0..... 2,760 16 
Wedgepoint, breakwater repairs: labour, $238.37; supplies, $361.40............ 599 77 
West Arichat, breakwater repairs: labour, $2,035.89; supplies, $1,075.93...... 3/1082 
West Berlin, (west side), breakwater and skidway repairs: labour, $767.25; 

SUD IES ph As ODP S Se. «+ 6-05 's eke Ae pmemauth CHIE US Belelw aria pone OHS SUIT . BO EE Rs 984 20 
West Berlin (east side), breakwater repairs: labour, $686.09; supplies, $312,82.. 998 91 
Westport, wharf slip repairs: labour, $473.40; supplies, $497.76; sundries, $44. 1,015 16 
‘White’s Cove, breakwater repairs: labour, $1,242.52; supplies, $716.87........ 1,959 39 
Whycocomagh, repairs to wharf and warehouse: labour, $807.62; sundries, 

Ce eee dn te ee ll, who ete lg oe a us cand Ne 1,300 00 
Wolfville, wharé. repairs: labOuUrgu e220 oe SUD DILES,.) D200 8 os srarss dMertiaje's alle Ale wie wile 500 00 
Yarmouth Bar, breakwater repairs: labour, $2,301.21; supplies, $1,074.35.... 3,375 56 
Repairs to harbour works on each of which expenditure waslessthan$500...... 16,595 34 
Generally:—King’s Printer, printing, $165.98, supplies, $794.12; auto repairs, 

$442.19; gasoline and oil, $399.80; telephone service, $727.48; sundries, $1,507.88. 4,037 45 

191,180 46 

Total (see Summary — voir Sommaire, page V—-103)................. $ 328,335 66 

Classified as follows — Classifiées comme suit:— 

Salaries und! Wares: SoU Oe RI ES 116,911 69 
PD Pay ori this EO IPCLISER: 4.2.) Jk SNE Statice titan at eat ate Dale 3 tole De 693 11 
Materials, Supplies, Repairs, etce., General, pvodeelen Buuonn 198,867 44 
Materials, Supplies, Repairs, etc., PA SSR EPR in 442 19 
Printing and Stationery ois se Les 5 ehleis 2 Gs ah AGIs Cateye 960 10 
MisGellancotmereniis 0. 6) .44, AR ee FOSS E ata oma ee 9,611 13 
BS TN ic. ONS ae NPM (ks a asi 5 | (CT Ea, tae ve 850 00 


$ 328,335 66 


Part V—64 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 123 & 355 — Harbours and Rivers — Ports et riviéres 


Prince Edward Island — [le du Prince Edouard 


Cardigan, wharf repairs:—Labour, $1,880.13; purchase price of land, $1,500; 
Supplies, $2,519.20 00 6:0 chon c essen sh. Shoe. BReOUe: IR REUSE OOK, Sereneet 
ne Feber e sachouts pier construction:—Labour, $2,455.34; supplies, $733.31; sun- 
PACA S 40 i ce Sil wena Laces cays MEEGE Fic x. En bees 5 QUEL E ss aR eek ko eee 
Victoria, wharf enlargement:—Inspection, $274.50: i a $82.26; balance contract, 
Webster & (Webster, \$4;38 30s 9supplies,$154 25 o0.6.. sPeVIOOM CET 1. OL SU 
Harbours and Rivers, generally:— 
Belfast, wharf repairs: labour, $2,015.31; supplies, $2,152.81; sundries, .$60.... 


Cape Traverse, wharf repairs: labour, $364. OL; ‘euppliésl S27TO75R3 S45 i APedg, <2 
Charlottetown, pile driving plant: labour, $257.40; supplies, $1,045.94........ 
Georgetown, wharf repairs: labour, $364.32; supplies, $209.27................ 


Hickeys, wharf repairs: labour, $1, 132. 66; supplies, $1,354.25; sundries, $10.. 
Lamberts. wharf repairs: labour, $889. 56: supplies, $986. 20; ‘sundries, $113. 30. 
Murray Harbour, wharf repairs: labour, $170.46; supplies, $389. 65 ie), 
Naufrage, pier repairs: labour, $582.24; ’ supplies, $1,009.94; sundries, $63.60.. 
North Lake Harbour, breakwater repairs: labour, $693.61; supplies, $1,095.17; 
sund?riés, :$23.70. ... 06. [SOR eniehrur: A O08 ou radel scare ade tree. Seater 
Rocky Point, pier repairs: labour, $1,407.20; supplies, $1,920.09; sundries, $12.15. 
Sturgeon, wharf repairs: labour, $1, Sis supplies, $806.49; sundries, $9.06.... 
Summerside, breakwater repairs: labour, $814. 60; supplies, $1,461.37; sundries, 


SIZ 80. PR ARGS SOU? AS LOR LE UTR, | ORE TORENT | Oe EY 
Tignish Harbour, breakwater repairs: labour, $3,334.81; supplies, $3,641.90; 
@imaries, *$22.124 in sos ea eee ee oh bans tn SNe been Ek lL eee 
Tracadie Harbour, breakwater repairs: labour, $1,752.71; supplies, $2,229.67; 
sundries, ‘$143.92. °..%% 42.4% Sg Se See Rr se a SPEER 2 OS ee ee ene hee eee 


Sundry harbour works: Bay Fortune, north wharf repairs, $383.09; Hurd’s Point, 
whari repairs, $105.91; McPherscn Cove, wharf repairs, $349.34; Newport, 
wharf repairs, $122.24, Panmure Island, wharf repairs to pier head, $104.28; 
Pinette, repairs to pier, $186.05; Point Prim, repairs to shed and grading 
approach. $122.60; Souris, wharf repairs, $94.27; Vernon River Bridge, wharf 
repairs, $303.54: West Point, wharf repairs, $76. OP Sere 6 Pree ie ee ee 

Generally:—King’s Printer, printing, $66.20, supplies, $41.07; sundries, $107.66... 


Total (see Summary — voir Sommaire, Page V—103).................. 


Classified as follows — Classifiées comme suit:— 


Salaries) andi Wages... sacrksns..icun pees. sedis olstan. sadeinsl aounted.4 20,732 04 
Machi als. SUPPLE IteNalS.4 ELC. mare © ¢ < cmnieE kun SM RIE Sects 24,148 26 
Prrating and Stationery iiiste.. eb ee. RUG en, se eee Re ee 107 32 
Mastellaneous). .2a20ioia oO. GPe Rae, 2 ORG RS. ORE aT. ee 1,053 34 
PHO Outlat soso Seal LO. MORI. ok OF OL SUL, See ata 1,500 00 

$ 50,505 96 


Votes — Crédits 124 & 356— Harbours and Rivers — Ports et riviéres 
- New Brunswick — Nouveau Brunswick 


Albert, wharf extension:—Labour, $2,120.09; supplies, $1.579.80..............2005 
Alma, breakwater extension and dredging: —ILabour, $3,595.49; supplies, $1,389.18; 
STAs OB S12 AD eins aches ee . Kidina wna On ha etic RCA AEs euaeee ce ee ee ee 
Armstroug Brook, pier construction:—Labour, S27 1.34: stpplies, Sit SaOS «ums stoma 
Barachois (Abougagan River), wharf completion: —Labour, $1,134.23; supplies, 
$2009.48; inunlPisee FAD G0. 04 » balsas s Hille Bh san wetlands UCL oa eee oe 
ee Church, wharf extension:—DLabour, $554.59; supplies, $2,455.69; sundries, 
SOO Ee ads, nie LO. WER ail pdb oveue'e Guighakinln ¢ GGA RE + 6 span th cnc RR eR ee cnt ee 
Miramichi Riv er, " dredging: Inspection, $372.96; dredging, Maritime Dredging & 
Supply Co., $11, BO hdte ce SUICEICR SLA. Za rune edie sxc np ici es, co + dite Ite Sees ICE el arc 
Negro Point, preakwater repairs: —Balance contract, Eastern Contractors Ltd.. 
Newcastle, (Royal), wharf improvements:—Labour, $2,298.82; supplies, $2,673. 60: 
sundries, CLAD y ia'dig sae 9 Gd ovo nates Bees eutrakage.s sider Anu Unw a em eee Ae eo oan ee 


3,699 


4,997 
2,241 


3,179 
3,096 


11,991 
495 


4,986 


~~ 


Waweig, wharf completion: — Labour, $2, 051.93; supplies, $822.57 
Harbours and Rivers, generally: —- 


Part V—65 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 124 & 356 — Harbours and Rivers — Ports et riviéres 


New Brunswick—Con. — Nouveau Brunswick-—Suite 


Tracadie Harbour, breastworks and breakwater: Pe pianos pte $571.10; balance 


construction, Waldo Bosca. S85,0C). 12s snndtiee S73 16.7c,.. 80s, esd oo eee ibe 


eee ee eee eee er eeee 


Bay du Vin, wharf repairs: labour,. $683.5L> supnlies,«$329.S1L......... 28a and ae 
Buctouche, wharf repairs: labour, $1,016.18; supplies, $1,969.56; sundries, $17.98. 
nee ae ferry wharf, repairs: labour, $771.24; supplies, $891.14; sundries, 
Suse) cen ERE a. eek Lis hal OP, eee etree de OU MSs oe a acdlo bres 
Campbellton, wharf repairs: labour, $543.35; supplies, $327.28; sundries, $18.. 
aaa Bald, breakwater repairs: labour, $2, 269 .383; supplies, $2,736.61; sundries, 
NIE oi Ly es a ee oir) be. 4 tlh Ae UA a Oa ek Og CO ee 
“eae Cove, wharf repairs: labour, $1,644.99; supplies, $2,494.09; sundries, 
DOL OL Teo siete ec. aM Pee eR ee Meters de hee coke oe cr he Pee 
Cocagne, wharf repairs: Jabour, $785.88; supplies, $585.97; sundries, $30.80...... 
Cocagne Church, wharf repairs: labour, $642.60; supplies, $363.95.............. 
Dalhousie, wharf repairs: labour, $1,014.40; supplies, $971.44; sundries, $3.97. . 
envi Harbour, wharf repairs: labour, $1,674.70; supplies, $501.91; sundries, 
10.40 DUR sun shite scl hte rsd) ciel EP a le uetespiel ee Rate eile kateNan Sea REGU CUEIN reR ORES Mera. Pear eaA 0. en 
ieceinar, fepeakwaten repairs: labour, $465.93; supplies, $800.40; sundries, $5.35. 
Gooseberry. Cove, breakwater repairs: labour, $2,361.74; supplies, $1,050.92; 
sundries, $51.35. Ge foot time? 2 25,: 2h a Chane pm FIR Be > op st roe a cio ote EER 
Grand Anse, breakwater repairs: labour, $540.90; supplies, $598.14.............. 
Grandicue, wharf repairs: labour, $278.76: sundries, $237.12. 2)... 0... ce eb eel 
Gull Cove, breakwater repairs: labour, $372.64; supplies, $147.17.............. 
Gunters, wharf repairs: labour, $1,443.15; supplies, $1,072.97; sundries, $47.65.... 


‘Hardwicke, wharf repairs: labour, $493.30; supplies, $487.79; sundries, $15..... 


Humphreys, wharf repairs: labour, $1,122.32; supplies, $1,361.61; sundries, $16.30. 
Lameque, wharf repairs: labour, $617.65; supplies, $1,234.57; sundries, $64.52... 
Little Lameque, wharf repairs: labour. $285.75; supplies, $931.31.............. 
Maugerville, wharf repairs: labour, $1,175.65; supplies, $1,658.22; sundries, $34.. 
Miscou, wharf repairs: labour, $255.42; supplies, $1,036.45; sundries, $71.56..... 
Med uEOlnt, (Wreanwater: CAaYelakery Mon omits: teas clean tee ciate ves wares 
Neguac, wharf repairs: labour, $617.46; supplies, $1.809.89.................00- 
Newcastle, Royal, wharf repairs: labour, $455.04; supplies, $1,791.35; sundries, 


Northhead, wharf repairs: labour, $979.02; supplies, $1,041.83.................. 
Oromocto, wharf repairs: labour, $1, 222.25; supplies, $2,383.06; sundries, $14.25.. 
Partridge Island, wharf repairs: labour, $316. 6Hhi2:supplids? €219. 23 ire inaulewak FPL 
Petit Rocher, breakwater repairs: labour, $1,327.58; supplies, $705. 35 sundries, 
SO LO ee Neesh Oi othe sss 2's, SR Ae eS: SORE, . ered te RI Sl, Dalek Galt 
Point du Chene, wharf and breakwater repairs: labour, $4,285.70; supplies, 
35,005 400 RUT ted 123.44. 0 Se ees here ER eri TO Oe. RW 3 
Portage River, wharf repairs: labour, $810.75; supplies, $320.49; sundries, $14.25. 
Queenstown, wharf repairs: labour, $415.14; supplies, $521.64; sundries, $18.... 
Richibucto Cape, breakwater repairs: labour, $2,356.13; supplies, $3,079.98; sun- 
Urres> 6 tOO 0 Tete wees Ue) OR Bes Spee ne Neen ns hy Sein eae s Wal od oe ee Dae ale 
St. Andrews, wharf and pontoon repairs: labour, $398.05; supplies, $233.76; 


SL ee eee Ore ols ck. a heer MRT a wre Faroe: cue ct rele nme ay eRe me a writes 
Bt Mars.s. wuart repairs: labour. so2o:op. SUPPlOS, Gosl20.. vee ce aes ee oe ee 
St. Stephen, completion of cribwork: labour, $781.09; supplies, $444.97.......... 


Sand Point, wharf repairs: labour, $2,567.91; supplies, $1,593.60; sundries, $50.. 
Shediac Island, wharf repairs: labour, $445.28; supplies, $490.36; sundries, $22.. 
Shippigan, whari repairs: labour, $393.29; supplies, $211.26...... 0... 00.00 0c. eae 
SRP PIeAD Gully, breakwater repairs: labour, $1,796.27; supplies, $1,453.36; sun- 

OL HS Me Nes oh A 8.ro cu deli ea oR A TREE a ke’ a, UVES welt dsl aden dad Miecah aisle Ae ICE ©. 6.0% 
Stonehaven, breakwater repairs: labour, $2,373.19; materials, etc., $2,607.24.... 
Sundry harbour works, each less than $500 a ile RIEL Ban LANL A uae Scare Lasts caine Neue 
Generally:—Ford motor car, $890.56, less $250 for used car; auto repairs, 

$429.86; gasoline, oil, etc., $527 Os King’s ea printing, S41. 55, supplies, 

$797.12; telephone tolls, $599.81; sundries, SLI ears Steele hrcaie cd wabkietere eines 


Total (see Summary — voir Sommaire, page V—103)................-. 


67063—5y 


86,605 
2,874 


1,013 
3,003 


1,687 
888 


5,017 


4,198 
1,402 
1,006 
1,989 


2,187 
1,271 


3,464 
1,139 
515 
519 
2,563 
996 
2,500 
1,916 
1,217 
2,867 
1,363 
648 
2,427 


2201 
2.020 
3,619 

528 


2,052 


10,014 
1,145 
954 


5,045 


888 
844 
1,226 
4.211 
957 
604 


3,281 
4,980 
6,788 


3,687 
101,434 


Part V—66 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 124 & 356— Harbours and Rivers — Ports et riviéres 
New Brunswick—Conc. — Nouveau Brunswick—Fin 


Classified as follows — Classifiées comme suit:— 


alanes “Anil PS Wager. .i.scnssesevepetagatess MabALS Sho OAM Ue ce  shalegan Men Soe stelle 59,982 59 
Materials, Supplies, Repairs, ete., General.................005- 159,936 31 
Materials, Supplies, Repairs, etc., New Autos, etc................ 1,070 42 
Priming: andiStationery: ....<beenne. avitciin i. LESAOt eee 941 44 


Miscellaneous th cms teak. RA GORE... ns adn A be ae seal... 3,671 38 


Votes — Crédits 125 & 357— Harbours and Rivers — Ports et riviéres 


Quebec — Québec 


Anse aux Canards, to complete training pier:—Labour, $1,648.61; materials, etc., 


1418:35 1 eed boiuy teh (DER melee OS A ale (ee bee Cent mer. 16 
Agee au Griffon, wharf improvements:—Labour, $2,487.10; timber, etc., $742.67; 
purchase price iol ssité, 81,000 Gi88 . cancer: 5 OOIUAE osieead Gatien o's - Gobbi vo siee s 
Anse du Moulin (Aurigny), breakwater replacement:—Labour, $2,943.62; timber, 
Miron, Mete:,, $3,045.19, nce weep oe neer ere crete eee: by Gade ses baie + sas SCRA 
Batiscan River, dredging:—Inspection, $252; dredging, St. Francis River Dredging 
Co., $11,152.10, less $1,012.04 paid in 1931-32; sundries, $68.14........ BPS erp GR foe 
Beauharnois, wharf reconstruction:—Notarial services, $36; purchase price of land 
for right of! Way, GUO! Biol tat presse + penal ++ Gla uth doulas PRU eae tes sta cre ® 


Bonaventure, extension to wharf protection:—Labour, $512.17; materials, $1,248.82. 
Cap St. Ignace, wharf reconstruction:-—On account contract, J. P. Plamondon..... 
Gascons, wharf extension:—Labour, $1,711.16; timber, stone, etc., $1,938.82....... 
Grindstone, M. I., wharf reconstruction and extension:—Labour, $422.41; materials, 
‘etc., $397.15; contract work complete, Harney & Lemieux, $6,871.45............ 
Lavaltrie, wharf protection:—Labour, $1,763.55; stone, etc., Berthierville Automo- 
bret btée, $2561 ln7oe+ sundny, matertals,; $LOS39) on . tips et’ mee ec ee = Bor 
Les Eboulements, wharf repairs:-—Inspection, $297; contract work complete, G. 
Bitadkeaar, | 85,47 240s Suma ries,” S2 (eS ue eae eee ey sual Gees cod eee hee gee 
Matane, extension to western breakwater:—Inspection, $549; timber, $336.51; on 
account services as investigator, A. Drolet, $100; contract work complete, <A. 
‘Bonchard,, $84,888.02 1686./$1 440" pai ani FOOR-BO. ees Oe eee oo eee a8 
McInnis Cove, breakwater completion:—Labour, $1,974.55; materials, $2,058.63.... 
Montmagny, wharf improvements:—Labour, $2,485.25; contract work, J. E. Bou- 
langer, $4,226; timber, etc., $2,316.03; printing, $4.22; advertising, $86.56........ 
Notre Dame de Pierreville, ice pier:—Labour, $993.51; materials, $2,206.22....... 
Noyan, replacing shed on wharf:—Labour, $802.98; materials, $894.04............ 
Petit Saguenay, wharf improvements:—Labour, $750.15; materials, etc., $772.20.... 
Pointe Claire, wharf reconstruction, to complete:—Labour, $777.33; materials, etc., 
$725.29 cs BSrbie. en eebsie s GRBERR . wedlanieem oRT A ERR onsets: hs eeenee ) eer arts aa 
Rimouski River, wharf improvements:—Labour, $1,229.32; materials, $1,769.62.... 
Riviere au Tonnerre, construction of shed:—Labour, $1,054.56; materials, etc., 
SO Eick Hick wen Cm Rye eae RAR CUP aLa Caravans eats Bate Se ae Bs CETTE lo Ooo cs a 
Riviere Laguerre, contribution towards dredging, Province of Quebec to bear a 
like amount:—Labour, $4,673.13; on account dredging, County of Huntingdon, 
$23,400.11; sundries, $617.56; less contribution by Provincial Government of 
CIODCC) /SO109.0 bos o Hees a eb lonans bik a ieake dace Fe kro Raaik, Sear na Pee net 
St. Charles de Caplan, wharf reconstruction:—Labour, $1,175.67; reconstruction 
complete, L. Lemieux, $11,428.75; extension complete, Nadeau & Nadeau, 
$9,561.61, less $8,720 previously paid; materials, $672.49; printing, $4.40; adver- 
ISTH, AUS OB. (cette iva als oi etd ere Lar Caen aetna CPG ee ORmERE Sot ee 
Ste. Emelie, wharf reconstruction:—Printing, $4.20; advertising, $132.09.......... 
St. Jacques des Piles, wharf extension:—Inspection, etc., $342.27; sundries, $170; 
POMSUT UCELON’ “hy Lem reU eS! eel COD Ua hess ste ne, kee en, tae eee ae ee 
St. Simeon, wharf reconstruction:—Labour, $467.37; contract work complete, 
Laflamme & Laflamme, $10,370.36; materials, $698.80; printing, $4.38; adver- 
bising, $166.13; less $2,289.30 refunded by Canada S.S. Lines for damages to 
TURE fe an tethts% ie eT et otel Mtat atte re eho Laey Bn ae Reh ELATE ik Oyo AR Ae LOGIE 
Shawinigan Bay, protection work:—Labour, etc., $899.91; construction complete, 
View Bethc Belanger! $30 682. 10% 2 oy Ase OSs VER ee ee ewe he 
Squatteck, wharf improvements:—On account construction, Belley, Villeneuve & 
Lajoie, $1,760; sundriés, $291.04; less $771 paid by St. John River Power Co.... 
Timiskaming Dam,-reconstruction on Quebec side:—-Printing, $4.43; advertising, 
$685.32; fees of Dr. Rehbock, experiments on erosion, $600............0eeceeee 


3,066 
4,229 
5,988 

10,460 

636 
1,760 
3,690 
3,649 
7,691 
6,308 


5,796 


34,433 


4,033 
9,118 
3,199 
1,697 
1,522 


1,502 
2,998 


1,988 


22,921 


14,277 
136 


8,377 


9,417 
40,582 
1,280 
1,289 
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Part V—67 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 125 & 357 — Harbours and Rivers — Ports et riviéres 


Quebec—Con, — Québec-—Suite 


Harbours and rivers, generally:— ere 
Anse a Beaufils, urgent repairs to harbour works: labour, $3,837.25; materials, 


DOO eon, OER Sees Gus. copper’ oft) RE, SEE Delors oT Re ARO «con's ea aS 5,446 83 
Anse a Blondell, completion of breakwater: labour, $523.76; materials, etc., 

Bl re rc hes. BIBI » otal veckrtn eT MEL WB Ag Foe Fie g dgala dayton wines 12354702 
Anse a la Barbe, repairs to piers: labour, $2,413.65; materials, $1,186.03........ 3,599 68 
Anse du Cap, repairs to wharf: labour, $986.22; materials, etc., $1,014.49....... 2,000 71 
Anse St. Jean, planking roadway: labour, $319.05; materials, etc., $379.23...... 698 28 
Bagotville, wharf repairs: labour, $237.96; materials, $365.18.................. 603 14 
Baie des Sables, improvements: labour, $731.40; materials, $209.13............ 940 53 
Baie Ste. Catherine, wharf repairs and improvements: labour, $2,864.92; 

materials, Pierre Cid, $3,579.89, accounts under $1,000, $1,780.32............. 8,225 13 


Memes e20,0);, SUUUTIES, S12 7054. . anes, Fe ee tenets, care Nama Tats 8,058 29 
Berthier (en bas), wharf repairs: labour, $1,434.59; materials, $1,091.62........ PAA 
Berthierville, repairs to wharf: labour, $685.13; materials, $250.69............ 944 82 
Bic, wharf repairs: labour, $1,729.62; Waveimais- SIeTUOLGD. one foe eas cane 3,499 47 
Bonaventure, repairs to protection works, etc.: labour, $2,260.80; materials, 

Poe LAE eae OAT TO Se, ORE EN ee eee SOME LL GLP OE | RIE ENT” 5,414 06 
Cacouna, wharf repairs: labour, $1,528.41; Material Sl VOL OL... fo et STENT 2,690 05 
Cannes de Roches, repairs to wharf: labour, $974.43; material, $60.99........... 1,035 42 
Cap Chat, wharf repairs: labour, $887.58; materials, ‘$675.98...:..2 0.5.55. 1,563 56 
Cap de la Madeleine, repairs to wharf: labour, $84.60 ; materials, $443.23 527 83 
Cap des Rosiers, repairs to wharf: labour, $606.78; materials, $884.14.......... 1,490 92 


balance of contract for extension, Farley & Grant, S293960u) TPO. Par 2,469 51 
Caughnawaga, repairs to wharf: labour, $1,127.34; materials, $1,790.48.......... 2,917 82 
Chandler, wharf repairs: labour, $621.54; Maver ialsUS3 7332 ln. See eR 999 86 


Coteau Landing, repairs to wharf: labour, $2,335.28; materials, etc., $1,660.83. 3,996 11 
Cote Robichaud, St. Charles de Caplan, repairs to wharf: labour, $693.99; 


MELE CE TAP SOO POG ry SOE E55 PRS AIOE CSERUE Crue ditarasin | dcrch nibioh 1,060 57 
Cross Point, urgent repairs to wharf: labour, $1,160.48; materials, $1,323.52..... 2,484 00 
Desjardins, repairs to wharf: labour, $611.18; materials, $892.02.............. 1,503 20 


Doucet’s Landing, Ste. Angele de Laval, repairs, etc.: labour, $538.54; materials, 

$1,034.79; paving and flooring, J. E. Fleury, $11,438.25; printing, $4.27; 

UE CEO Oe MBDUSSO, |. 45. ./d AE A REE. Mie ai eke, PO ea) yk Coe ttn Sige 13,126 70 
East Templeton, wharf repairs: labour, $438.12; materials, $462.01.......... 900 13 


Ferme Neuve, protection work: labour, $293.99; materials, Ue .. OOS Y. Laos ow 926 72 
Garthby, wharf repairs: labour, $600.67; materials, $104.38.................. 105 05 
Grande Baie, wharf repairs: labour, $682.66; materials, $1,293.86.............. 1,976 52 
Grande Entree, M.I., repairs to wharf: labour, $1,458.88; materials, $201.36. . 1,660 24 
Grande Riviére, wharf repairs: labour, $4,272.51; materials, $3,886.58........ 8,159 09 
Grande Vallee, repairs to west jetties: labour, $792.90; materials, $307.13...... 1,100 03 
Grondines, building road, etc.: labour, $1,719.75; materials, $210.02............ 1,929 77 
Grosse Isle, placing stone in pier: labour, $262.80; stone, $637.50............ 900 30 
Harrington, wharf repairs: labour, $463.93; sundries, $167.08.................. 631 91 
Havre Aubert, repairs to breastwork: labour, $612.40; materials, $686.27...... 1,298 67 
Hopetown, repairs to protection works: labour, $228.24; materials, $288.46...... 516 70 
Hudson, concrete floor in shed, etc.: labour, $547.09; material, etc., $452.60...... 999 69 
Hull, wharf .repairs: labour, $453.42; ‘material, $427.11) 0c..00 0.000 Oeil wee ce, 880 53 
Huntingdon. By Road, improvements: labour, $333.54; materials, $235.20...... 568 74 
Iberville, moving booms and repairs to wharf: labour, $964.04; material, etc., 

$0905.50> ARON - ianieduss «320: GOR ER AR conoder. sundathert sqoresiuemes. oe, ek 1,659 57 
Isle aux Coudres, repairing wharfs: labour, $599.49; materials, etc., $1,849.21... 2,448 70 
Kamouraska, wharf repairs: labour, $1,002.42; cement, stone, etc., $1,280.94.... 2,283 36 
Knowlton Landing, repairs to wharf: labour, $409.32; materials, $604.61...... 1,013 93 
Lac Nominingue (Baie Richard), reconstruction of wharf: labour, $1,543.45; 

timber, E. Godard & Fils; $1,867.72; sundry material, $252.03:............. 3,663 20 
Lanoraie, repairs te. wharf, etc.:. labour, . $387.18; materials, $114.44.......... 501 62 


67063—5 iv 


Part V—68 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 125 & 357 — Harbours and Rivers — Ports et rivieres 


Quebec—Con, — Québec-Suite 


Harbours and rivers, generally—Con. 
Levis, stores and yard: labourer, A. Laverdiere, $864; watchman, Jos. Gosselin, 
$864; sundry labour, $932.14; materials, $552.90; use of slip, S12583 sb h4%« 
L’Islet, repairs to head block of wharf: labour, $182. 43; ev onie $557.80...... 
Makamik, repairs to wharf: labour, $568.09; materials, SOS9 OD ox.4. 5.50 dav tote tote le 
Malbaie, to salvage stone ballast: iabour, $913. 345 ‘materials, ‘S807 000. Re 
Manicouagan, breakwater repairs: on account contract work, $4, 412.50 (paid to 
creditors of Ls. Zuanetti); advertising, $107.99; sundries, SES2S7 OF PA, ee 
Maria, repairs to wharf: labour, $1,130. 72; materials, ($849.38) 0.00.00. ee. 
Marsouins, wharf repairs: labour, $1,985. 62: materials, etc., esto Te. ACU 
Matane, sheet piling: labour, $1, 997 wa materials, S220t 4S SW, . SACS BLD. 
Mechins (Dalibaire), wharf repairs: labour, $1, 544, 46; materials, $2,948.08.... 
Miguasha, wharf repairs: labour, $811.02; materials, $588. Maree ys Fete cess 
Mille Vaches, wharf repairs: labour, $668. 07; materials, SOTO Ga ert oe | aa eres 
Mont Louis, repairs to roadway: labour, $1,236.69 : materials, $561.84........ 
New Carlisle, wharf repairs: labour, $1,620.60; creosoted piling, Canada 
Creosoting Co., $2,150.85; sundry materials, etc., SOLOS And eee Got eae 
Newport, Riviére des Islots, repairs to piers: labour, uamestise materials, 
Michael Smith, $1,701.24, accounts under $1,000, $2 780 Oh, Mert ae eee 
Paspebiac, repairs to wharf and flooring of breakwater: inspection, $279; labour, 
$213.12; contract work, J. T. Langlois, $6,748.74; materials, etc., $1, 235. 17; 
advertising, BLOS.56. 6. ww cece cece tent ee eee tenes tee tee eee sense eee eeenees 
Peribonka, repairs to trestle: labour, $841.66; materials, $880.94.............. 
Petit Cap, urgent repairs to breakwater: labour, $520.44; materials, $130.13. 
Petite Riviere au Renard, repairs to harbour works: labour, $2,526. 99; materials, 


$1,482.02. ok gt PRN TR SRNL Nad BAT, arlat aie 1h CMM MITRRE ENE Oe wees ottot Cae me A PLEA <, 
Petite Rivienes Bonaventure, repairs to protection work: labour, $1,609.25; 
materials, SL 9025255 yee sillsichdidcg cS eGR Sv whe Lia ERED «CRIA 


Petite Vallee, repairs to wharf: labour, $2,882.41; materials, etc., $1,716.40...... 
Philipsburg, repairs to wharf: labour, $798.76; stone and carting, $3,521.04.... 
Piopolis, wharf repairs: labour, $1, 097. 10; materials, SAAS BT Lie Rs 6 30 
Pointe au Pic, wharf repairs: ‘labour, $1,160. 11} materials, SLSS466rRuws. 28 
Pointe Fleurant, wharf repairs: labour, $1,234.89; materials, ete., J. J. Leclerc, 

$1,423.55, accounts under $1,000, $967. 1 BORN. ed conta xt Bee anon’, Mar aI, cheer Boas 
Pointe Fregate, repairs to landing pier: labour, $511.38; materials, $605.08.... 
Péinte Madeleine: carpenter, \ Wilf.) Deschene ......)..2060 ates Seles ew oe ees 
Port Daniel, repairs to wharf: labour, $6,589.01; pine piling, Canada Creosoting 

Co., $1,523.33; sundry material, etc., SHEE 00 A Ae Re re nae 
Rimouski wharf, maintenance and repairs: labour, $1,672.23; timber, etc., A. 

Coté & Fils, $2,090.81; sundry materials, etc., $480.52; lighting, Apr.-Dec., Mar. 


Test, 61209:G0 >, waters SOOO. eo Gee aang aol tie eta se Oot enw meen nae ee 
Riviere aux Renards, repairs to wharf: labour, $5,482.38; materials, etc., 
OF EO AON” rig tomate erst chats ate Sete wie chi ¢ sre ea 2 iwc te aes ac deans re ee 
Riviere au Tonnerre, “wharf repairs: labour, $3,025.34; materials, etc., Labrador 
Fisheries, $1,296. 86, accounts under $1, 000, $308. 46 hae psp 2 bo ek i id Den ak 
Riviere Blanche, wharf improvements: labour, $2,613.60; materials, etc., Arthur 
Metcier, $2,995.34, ‘accounts under '$1,000,. $1,263.03. 2... cae cc te we tee wee 


Riviere Caplan, repairs to pier: labour, $282.24; materials, $345.51............ 
Riviere du Lievre, lock and dam: lockmaster, E. St. Amour, $1,020; lockman, 

D. Vallieres, $355.62; casual labour, $431.40; materials, $1,458.53; sundries, 

SPAS, aka av GS FIGUENEER said ep pede(aaions ESRB EO Ae & Gon ede sees basin Me Tee ue tae Ca 
Riviare du Loup, wharf repairs: labour, $3,136.17; materials, $1,195.95.......... 
Riviere Moisie, repairs to protection work: labour, $1, 825. 18; materials, etc., 

aS aT WAN Re ter a Si lel ata adhe ramen ht: Nigel Pp Wr eleamehan Wb atic ys Fuh cutee obi 
Roberval, whart ‘repairs: labour, $1,878.93; materials, etc., A. Girard, $1,591.78, 

accounts: ander 81 OOO S17 7200 « cae Gili OPM atl hae Ml ccoutltene i deo ells erm ta cpatal', 'lharaies 
eo eee LeBlane, repairing breakwater wharf: labour, $1,945.21; material, etc., 

834.08. AMI es SL BaD es ON BURR ais chil iat Tie Cees aaa Bh, lee eee 
Ruisseau Watt, repairing breakwater: labour, $571.25; materials, $479.98...... 
Ste. Adelaide de Pabos, repairing wharf: labour, $505.84; materials, $536.14.... 
Ste. Anne de la Parade, protection work: labour, $610.65; stone, etc., $3,384.80... 
+ Anne des Monts, repairing training pier: labour, $1,529.90; material, etc., 

2116.05.05 AR RUR RO Baas Pie EPS RL. ae ee ar bae 
St. Barthelemi, repairs to wharf: labour, $488.79; materials, $81.27............ 
St. Denis, reconstruction of wharf: labour, $1, 901. .73; materials, etc., $2,703.73.. 
St. Etienne de Malbaie, wharf repairs: labour, $281.09 ; materials, $501.45 PNET EE 
Ste. Famille, I.0., wharf repairs: labour, $845.04; materials; $694.48.......... 
Ste. Felicité, repairs to wharf: labour, $901.34; materials, $357.04.............. 


1,539 52 
1,258 38 


Part V—69 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 125 & 357 — Harbours and Rivers — Ports et riviéres 


Quebec—Conc. — Québec-Fin 


Harbours and rivers, generally—Cone. 
Ste. Flavie, additional stringers in wharf: labour, $457.39; materials, $581.82. . 1,039 21 


St. Francois du Lac, wharf repairs: labour, $413.92; materials, $278.29...... 692 21 
St. Francois Nord, wharf repairs: labour, $789.32; materials, $1,145.90........ 1,935 22 
St. Francois, Sud, I.0., wharf repairs: labour, $1,348.01; timber, D. Maranda, 

PomOc GC mama y hacerials: $440.60 Se ee eee nee ches pe ens es 4,152 70 
St. Gideon, removing submerged piers: labour, $918.60; materials, etc., $119.73.. 1,038 33 
St. Godfroy, repairs to wharf: labour, $1,885.08; materials, $1,405.48.......... 3,290 56 
St. Irenee, wharf repairs: labour, $244.87; materials, etc., $292.20.............. DO TAUT 
St. Jean, Port Joli, wharf repairs: labour, $1,147.51; materials, Alphonse Caron, 

RosJ0.bs waecounts, under s 1.000,” S20GM Ue o> wenn Pea ee et eae UI). Bob ie 3,474 18 
St. Joseph de Mekinac, repairs to wharf: labour, $183.68; materials, $387.77.... 571 45 
St. Lambert, wharf surfacing: labour, $448,84: materials, etc., $2,761.67........ 3,210 51 
St. Maurice de ]’Echourie, wharf repairs: labour, $542.79; materials, $609.29.... 1,152 08 
St. Michel de Bellechasse, wharf repairs: labour, $767.16; materials, $540.50..... 1,307 66 
St. Omer, reconstruction of protection work, etc.: labour, $1,316.42; materials, 

PE ae As ee WE A Ta Ad ae ane, I a ae BEAM ene thes AED 3,278 53 
St. Paul, Ile aux Noix, repairs to wharf: labour, $1,329.22; materials, $1,439.39. . 2,768 61 
Ste. Petronille, I.0., wharf repairs: labour, $1,926.83; timber, D. Maranda, 

$1,018 .487) sundry ‘materials,’ etch "SWSOROU Fe hel Oe WE Me BOTS BOE. 5,039 32 
St. Simeon, repairs to wharfs: labour, $573.84; materials, $520.60.............. 1,094 44 
St. Simon, grading and fencing right of way: labour, $960.84; materials, etc., 

46002, AERA ME cP Oey 0) AOI GUM wel ee emo urblatenn! ctogttaany 1 OL. Siky 1,449 86 
St. Zotique, repairs to wharf: labour, $2,227.13; travel, $70.20; materials, etc., 

51,697 COMBO AFAR OES, occa cuts wig, BHR, BRAM Coldsneai cin ely suena Laan 3,994 86 
Sept Isles, wharf repairs: labour, $417.22; materials, etc., $383.51............. 800 73 
Shigawake, removing boulders and repairing wharf: labour, $764.34; materials, 

9404.71. toatraberb. 2800020...1uodel SRO |: roldeueeuds-oc whitaroosyemeay) eo” 1,229 05 
Sillery, wharf repairs: labour, $1,932.65; timber, A. Chevalier, $1,214.64, Norris, 

Van & Co::1$)935:36;\ sundry materiales (S523094 ews os avteidosieluiraaes a Shey . 5,605 89 


Sorel, maintenance of harbour works, ete.: labour, $1,159.73, travel, $73.20; 
timber, J. E. Desjardins, $2,849.84; sundry materials, etc., $1,476.64; legal 
services, A. Chasse, $319.40, J. C. Lamothe, K.C., $228.50; purchase price of 


property for railway siding, R. Farly and Anne Plante, $3,800............... 9,907 31 
Tadoussac (Anse Tadoussac), wharf repairs: labour, $1,781.40; materials, etc., 

Pierre Cid, $2,100.28, accounts under $1,000, $874.70. ......06... 000 couleceuees 4,756 38 
Trois Pistoles, wharf repairs: labour, $1,518.66; materials, etc., $1,166.59........ 2,685 25 
Vaudreuil, repairs to shed: labour, $399.78; materials, etc., $200.59.............. 600 37 
Vercheres, repairs to breakwater: labour, $309.42; materials, $393.97............ 703 39 
Harbour works on each of which expenditure was less than $500.............-. 12,573 08 


Engineers’ offices: — 
Superintending engineer, Quebec: telephone tolls and telegrams, $284.96; sun- 


TERPS SOA sic so sis b nso alae REO 6 6 aie ea atten a is Sonar ah en Wee at ates Mah eRe aM 630 80 
Montreal: skilled labourer, H. Millier, $1,458; blue printing, etc., $652.08; 

telephone tolls, $600.52;" sundries, (S408 37.0". cccin civasecieie «oa ® sosislete cep Be eusye'e 3,118 97 
Quebec: telephone tolls and telegrams, $345.23; sundries, $306.59............. 651 82 


Yy 
Tolle.) (ele steno (1h). BUNUTICS. GeO amet fe ee. AUST he AGS TSU hey 2,310 28 
Trois Rivieres: blue printing, etc., $556.92; telephone tolls, $485.77; sundries, 
TCO A RRR ene oie ke ae co een eR eet mee INN me eengee APPR RNS UME AHEAD ET cle tito’ oo 
Generally:—King’s Printer, printing, $109.84, supplies, $2,334.21; sundries, $2.25 2,446 30 
389,418 32 
Total (see Summary —voir Sommaire, page V—103)............0000- $ 601,472 15 
Classified as follows — Classifiées comme suit:— 
Saliries, aridisWigea sic. LOPE: PR ain he ee eg 196,665 00 
Travelling wiimpenses! 2) V0 5. aA ee cad. PLR OTA IT 346 90 
Materials; Supplies; - Repairs; eteusssaseoiteesccecedeveesedeores 301,950 31 
Printing ‘anGestationery: 2of). | AOR IeGr Dis, oo ueogiiaig. vei 2,497 49 
Miscellancowan tts oh oie ot h POD IO Se eS. POOLE OKI 9 12,608 10 
AGENT OGL: ee Ho oe te. oN. Rode RRA HOE ROE RAs “othe tattenrend Az Ate tlten A aA 96,234 26 
610,302 06 
Lese—Acdjwstment?’ 285072.) Ot ge FRG ANON Be ust Lomtuts 8,829 91 


$ 601,472 15 


Part V—70 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 126 & 358 — Harbours and Rivers — Ports et riviéres 


Ontario 


eoereesreoerceee eo eeeeeeeeeeeeeoe se ee eeeeeee ee see eee ees eeseeeeecereeseneesesesese 


$21,920.16; ‘legal services, $200; sundries, $199.08 000... ele rc aes cw wees ccmecce 
Key Harbour, dredging:—Labour, $151.20; dredging, C. S. Boone Dredging & 
Construction) iGoy Ltdy1$387o6e42:" sundries: /O178. 45.0. ceaas ts alo » books ced 
Kingston, dredging Little Cataraqui Bay:—Inspection, $477; dredging, Russell Con- 
struction »Co;,, $23:150.985\simdries:4- $148 20 oo oi Ae. ocrcaie soar iota oases aaoisiete Rae obs 


Kingston (Little Cataraqui Bay), breakwater:—Inspection, $668.27; labour, $709.79; 
‘living allowance, G. Smith, $505.11; taxi hire, $480; sundries, $225.26; construction 
complete, Can. Dredging Co.. 127,418 tons rubble mound stone at $1.10, 28,420 tons 
covering stone at $3.60, $242,471.80, less previous payments, $208,550............ 

Kingston, wharf reconstruction:—Labour, $194; reconstruction complete, Russell 
Construction Co., $18,690.21, less $4,490 paid in 1931-2. ...........0.0csesecccceas 

Leamington, harbour improvements:—-Inspection, $1,215.64; labour, $177.66; 
materials, etc., $619.97; advertising, $813; on account contract work, Wm. Birm- 
angham &, Son,:,$61;370..,..9 GGak Uely vette. PERUSTIR eget Rees oe 

Michipicoten Harbour, dredging:—Inspection, $567; labour, $329.40; travel, $23.90: 
sundries, $512.17; contract dredging complete, A. B. McLean & Sons, $133,822.80, 
less.) previous apaymente SOL LOTS Fue goes Eee Ce, Seals OP ie, ad oe recent a2 

Midland, harbour improvements:—Inspection, $1,174.95; advertising, $687.65; legal 
services, $72.55; sundries, $78.23; on account contract work, Russell Construction 
Cos: $37;986162 osu ms oO LASS... cinedel . bance. pen eee: ode. AME. een ens 

Oshawa, harbour improvements:—Inspection, $280.80; labour, $902.63; dredging, 
R. C. Huffman Construction Co., $9,979.77; sundries, $515.73; advertising, $196.02. 

Parry Sound, wharf reconstruction:—Inspection, $770.49; labour, $306.90; sundries, 
$60.16; contract work complete, Chatham Dredging & General Contracting Co., 
$83,323.76, ; lege! $22,860b. paid win .FO8182.0. sibngks .Pe Nee . ere 

Penetanguishene, dredging:—Inspection, $319.68; dredging, Randolph Macdonald Co., 
$6,225,015) advertising, .$184.04;\ sundries, #$46.98i0.4 .nioa.) cl, dale Ce 

Port Hope, harbour improvements:—TInspection, $177.10; labour, $2,571.61; travel, 
$57.95; dredging, W. L. Forrest, $9,748.29; rent of derrick scow, Huffman Con- 
struction Co., $1,875; stone, Queenston Quarries, $2,402.32; timber, Reid & Co. 
Lumber Co., $2,118.30; sundry materials, etc., $2,273.65.........c..cc.e cece 

Rockport, wharf repairs:—Labour, $708.93; materials, etc., $874.54.............. 

Sault Ste. Marie, harbour improvements:—Labour, $5,708.57; dredging, McLean 
Dredging & Construction Co., $6,565.30; materials, $4,703.28; sundries, $316.33.. 

Silver Creek and Castor River, balance of contribution towards dredging, etc.:— 
Township ‘ot: Ospoodey..'s! ssishivbich! sey dattaral! dbdetie eer ames ies Cees cane ee 

Toronto, harbour improvements:—lInspection, $332.64; labour, $137.25; dredging, 
Can, Dredging Co.;".$7;683,78; advertising, wets $232.59 .0.0. caine ome: deet ane 

Harbours and rivers, generally:— 

Adolphustown, repairs to wharf, $656.95; Big Bay, repairs to wharf, $1,873.37; 
Blind River, wharf repairs, $1,848.45; Bowmanville, repairs to pier, $1,141.72; 
Bruce Mines, wharf repairs, $3,460.85; Burk’s Falls, repairs to wharf, $1,225.94 

French River, maintenance and operation of dams: dam keepers, Dan Bergeron, 
$1,296, N. Pipher, $1.206; gauge readers, $269.38; sundries, $618.71............ 

Goderich pier: Detroit River Construction Co., balance of contract for recon- 


6,414 98 
27,697 60 


23,959 22 
38,893 05 
23,776 18 


41,510 23 
14,394 21 


64,196 27 


44,147 40 


40,000 00 
11,874 95 


61,601 31 
8,777 21 


21,224 22 
1,583 47 


17,293 48 
2,500 00 
8,386 20 


10,207 28 
3,480 09 


2,756 02 
9,318 24 
1,468 36 
2,897 07 
3,063 67 
1,706 23 

998 69 
2,966 39 


Part V—71 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Swite 


oQ5C—o07070=7=2e0°=—0—=—0E=—0g6 BB 0e—a————aoaoa@a@amwy+o0naoaoa9aoa ee FT fc .»wt 


Votes — Crédits 126 & 358 — Harbours and Rivers — Ports et riviéres 


Ontario—Conc. — Fin 


Harbours and rivers, generally—Cone. 


Orillia, repairs to ‘wharf, $2,947.13; Ottawa, Rideau Falls wall facing, $2,368.86; 
Owen Sound, filling old slip, etc., $1,071. 40; Port Bruce, repairs to piers, etc., 


$2,470.46; Port Stanley, repairs to harbour works, $1 290. 2 Te a Pee 10,148 13 
Prescott, work at Lower Lakes Terminal: engineering services, C. D. Howe & 
, $4, toe oo miaral services, $18, D0... parece nite nb Monies <i wien ine etpepen sepa tbanshen # Gok 4,141 40 


panies Bay, wharf repairs, $7,446.84; Sarnia, paving wharf, $3,809.50; St. 
Williams, repairing wharf, $947.76; Thessalon, wharf repairs, $3, 629.05; Tober- 
mory booms, repairs, etc., $4,692.02; Toronto, repairs to piers, etc., 82, 176.69; 


Wendover, repairs to wharf, $1,112. 37: Wiarton, wharf repairs, $794.2 Sites 24,608 51 
Windsor, repairs to wharf: labour, $264, 87; rent of land and buildings, $1,770; 

sundries, STO, eis i'n 5 5 olalod oS hao EAE RI Oe sR plas) Lela wk OR Sota e AOC ii ew ara 3,823 57 
Harbour works on each of which expenditure was less than $500.............. 8,224 93 


Engineers’ offices:— 
London: Pontiac coach, less allowance for old sedan, $600; upkeep of 2 cars, 
repairs, $1,070.64, gasoline, etc., $879.37; garage rent, $137; telephone tolls, 


Roe. THUR TICS, ROOO.7 8 hha bee mateainns siete tals sGlclais Mlblls « aiwlaldialeies = eye 3,095 12 
Ottawa: upkeep of car, repairs, etc., $149.01; gasoline, etc., $201.02; sundries, 
Ree | Reha ah. . MeURE 5 Seta ete, Pe. oe a! DING A 0e ois ea oda em eas 473 93 
Port Arthur and Fort William: upkeep of car, repairs, etc., $97.76; gasoline, 
ete. Assos 7 Maundries,< $849 760 27) Aenea es ANIL OER IONS SDS ID 641 09 
Saige mcee Mome: veundrias } 340, a2 ce oes. whtdiw. Jaded. AS. easabeun 130 86 
Toronto: clerk stenographer, $83.28; telephone tolls, $795.68; sundries, $680.39. 1,559 35 
Generally: removal expenses, P. E. Doncaster, Nelson to Fort William, $538.80, 
G. E. Smith, Port Arthur to Ottawa, $459. 16 PIGLET ASD ER. aes. Lalo 79a), 997 96 
Printing and Stationery: King’s Printer, printing, $629.87, supplies, $1,328.07... 1,957 94 
98,964 83 
Total (see Summary — voir Sommaire, page V—108)............00008. $ 557,194 81 
Classified as follows—Classifiées comme suit:— 
malartes (ad WAV aces |. cn ch ven Nk VAM Ee MMO. Sete e elt. ce 57,412 15 
Travelling "EXpenses: 1)... 0h.is scan sa Re anme eye Gece sey ea ee tases 116 70 
Materials, Supplies, Repairs—General ............ccecccecececs 225,786 94 
Materials, Supplies, FVEDAITS— DEW MUlON elOas 1... sass ce mecage as 2,841 34 
Printing ange mcationery: ss..0.. ec ceeteeee. ET Se Sia cials wren ae ail 1,992 48 
Bre eR eace  ne oS doin 0 a ee ea a ke ads y oa alee es wis 23,105 19 
UEC ae Cre Ok, ace) ss a's Veet Ae ae ITI Oe ele tow olds heb Bevaie oles 245,940 O1 


Vote — Crédit 127 — Harbours and Rivers — Ports et riviéres 


Manitoba 
Kississing River, improvement:—Labour, $2.764.95; supplies, $1,632.03........... 4,396 98 
Harbours and Rivers generally:— 
Gimli, wharf repairs: labour, $3.402.33; supplies, etc., $3,166.19. i'c.aisss<te wots 6,568 52 
Hecla, wharf repairs, $669. 91; Red River, repairs to jetties, $78.30.......... 748 21 


Piha Andrews Rapids—lock and dam—maintenance and repairs: superintendent, 
H. B. Johnston, $1,914; caretaker, J. H. Longbottom, Apl. 1 to Aug. 31, 
$472.50 (retired) ; dynamo tender, N. Rose, $1, 723. 08; ine eeu $2, 409. vXE 


labour, $5,112.31; supphes and repairs, $5, 658. fis sundries, S65 Dile beturene. ¢ 2% 18,155 86 
Selkirk, wharf repairs. $5,941.61; Victoria Beach, protection work, $18.30; 
Winnipegosis, Whart repairs, $10,440e teow no taylusee che GMOS + ctemeinl. seerashee 5,979 35 
Winnipeg offlce and district: gasolene and oil, $243.39; maintenance of cars, 
S215:40* SHNOTIES OG 142000 « At PUR AE aimee waa. : HOS IL SM « ststdivareniens vied chaitacter « 1,133 48 
Generally: paymaster’s services, etc., $780.50; King’s Printer, printing, $58.75, 
EE OME CN LOT Soe a. o\s 0) d= 4 ike Rate vo, bes Risa ao Sona toga ateldhe cial lw alas ks as 997 08 
83,582 50 


Total (see Summary — voir, Sommaire, page V—-103).........-..ee08- $ 37,979 48 


—_— —_ ________ 


Part V—72 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 127 — Harbours and Rivers — Ports et riviéres 


Manitoba—Conc. — Fin 


Classified as follows—Classifiées comme suit:— 


malaries and "Wages ile. Se ee, RE oi ge ae CG tem oe 20,722 73 
Travelling -Wxpenses! is. 240 2 6 Oi iiss 0 ro vg ees 44 35 
Materials, Supplies, Repairs, etc., General.............ceccecs 14,577 50 
Materials, Supplies, Repairs, etc., Auto repairs and renewals..... 120 40 
Printing and. stationery i4%* ue ieee ss > ssw Sd: Leelee 2 ele eee 216 58 
Miscellaneous: ise) cot test Pe he ok xt EG LENT ED. , ae 2,297 92 

$ 37,979 48 


Vote — Crédit 128 — Harbours and Rivers — Ports et riviéres 


Saskatchewan & Alberta 


Harbours and rivers, generally, maintenance of services: — 

Cold Lake wharf, $45.21; Cowan Dam, $1,435.63; Craven Dam, legal services, 
$165.96, sundries, $3.15; Faust wharf, $488.56; Ft. McMurray floats, $700.15; 
sepepeyney: Beach, mooring wharf, $150; Waskesiu Lake, breakwater, 
141,840. SOO a la PS alate Gab. weella Wh dae Eso ES aerate T eeeatea ee, 

Generally: Chevrolet sedan, $1,034.65, less used car $450; storage 28 m., $28.... 


Total (see Summary — voir Sommaire, page V—103)............000005 


Classified as follows—Classifiées comme suit:— 


Salariasy and‘: Weapon ie kes Se ON ee EDs: Oe tae Ue ee 1,521 60 
Materials; Supplies; Repairs, ‘ete —General “/) 2:04 ep nena 1,439 79 
Materials, Supplies, Repairs, ete—New autos, etc........s-.e0-- 584 65 
Miscellanéous iy opi. yes CE Te eek ae Oe ah ee ee 197 11 

$ 3.743 15 


Votes — Crédits 129 & 359 — Harbours and Rivers — Ports et riviéres 
British Columbia — Colombie Britannique 


Arrow Head, extension of landing slip:—Construction and extension of slip, 
$4,230.35; sundries, $438.51 ..... AOE gee ok Sa Pet eh ke phe IN he i rr 
Columbia River (below Burton), improvements to diversion work:—Labour, 


eecoere eer eoe ee eee eee eee een eee eerer ee reese eee eee eee ee ee 


Snagboat Samson: master, J. M. Rogers, $1,944; crew, $11,041.69; board, 
$3,454.56; operating expenses, $3,602.94; repairs, $3,698.97. Total, $23,742.16, 
less $1,650 refunded for services of boat, Department of Marine............ 


3,130 50 
612 65 


3,743 15 


4.668 86 
5,297 61 
4,000 00 
3,499 60 

781 95 


149,955 55 
1,217 51 
22,092 16 
23,809 67 
4,417 44 
8,826 32 


7,489 63 


Part V—73 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 129 & 359— Harbours and Rivers — Ports et riviéres 


British Columbia—Conc. — Colombie Britannique—Fin 


Harbours and Rivers generally:— 
Arrow Lakes, reconstruction of -pile-driver..... cee ee eset eee eee ee cdeceens 698 
Campbell River, wharf repairs, $555; Comox, wharf repairs, $762.26............ ESL. 
Cowans Cove, rebuilding wharf: inspection, $145.80; contract work, $3,806.79. 3,952 
Crooked. Pack and Parsnip Rivers, improvements: labour, $1,826.84; sundries, 


47 


OI 
92 


EO eae RIED See aio 5s 10'n tata a ts EE ts a Is warded ones cite ROW « DAHER AWOL, 2,988 
Donleys Landing, repairs, $634.88; Fanny Bay, wharf repairs, $1,045.23......... 1,680 
Esquimalt Dry Dock (new): labour, $3,081.70; cement and gravel, $2,568.05; 

DUIS TICS ed OOP LAs 5) he-c-a: o'er cee OF GN aeete te tL aiate ns, olbhe di EPR, « RA Po 7,300 
Fraser River, repairs to north jetty at Steveston: inspection, $340.20; contract 

work, Coast Quarries, Ltd., $29,682.48: sundries, $237.71...............00% 30,2160 
Grace Harbour, repairs, $1,417.55; Grantham’s Landing, repairs, $592.99...... 2,010 
Harrison Lake Landing, repairs, $711.41; Lyall Harbour, repairs, $700.......... 1,411 
Miller’s Landing, repairs, $776.60; Nicomen, protection work, $1,843.33........ 2,619 
New Westminster wharf: caretaker, J. Thompson, $567 (see also River Gauging 

and “Metering (page V—84) 5 ‘sundries, $13.19 ~ «acc 2s cp ce csc te eee ea hebe 640 
Okanagan Control Dam: caretaker, H. Conner, $864; sundries, $252.95....... 1,116 
Peachland, wharf repairs, $800.91; Port Clements, wharf repairs, $914.44.... L715 
Penticton: construction of shed, $876.12; wharf repairs, $504.72.............. 1,380 
Porpomer bay, renewing APPrOacns UO tare ee ts flee Let). est ee ee dae da seek oe 1,000 
Port Alberni: inspection, $246.49;. re-conditioning crane, $7,268; wharf. repairs, 

ee Wee ols KeMiaT 1H) D202.48) 2 ehh cee Mink bea Ce ui C ehhh oie cb we aRtio. 14,382 
Port Essington, wharf repairs, $1,018.09; Sandspit, wharf repairs, $1,033.60.... 2,051: 
Powell River, wharf repairs, $2,304.56; Snug Cove, wharf repairs, $647........ 2,951 
Shoal Bay, building new float and redecking approach.............ccceeeceeee 1,429 
Uchelers (hast). repairs .to ‘wharf ABBYOACH Weg sed ps Silos wen hk LG 2,324 
White Rock: maintenance of alarm bell, $286.64; wharf repairs, $1,545........ 1,831 
Harbour works on each of which was expended less than $500...............006 9,428 
Nelson Office: gasoline and oil, $180.44; maintenance of cars, $293.98; postage, 

$121.60; telegrams, $148.35; telephone tolls, $115.96; sundries, $416.70...... 2a 
New Westminster office: gasoline and oil, $161.81; maintenance of cars, $232.15; 

blue prints, $287.53; telephone tolls, $187.59; sundries, $140.03............ 1,009 
Vianeouvensvotices supplies sete or werereaies oleh as) IRA OGL. Sadtenkehivats SRL Ge. 91 
Victoria office: gasoline and oil, $242.57; maintenance of cars, $251.75; blue 

prints, $140.75; telephone tolls, $145.63: sundries, $299.77..............000. 1,080 
Generally: Department of Printing and Stationery: King’s Printer, printing, 

P0834 supp lies, $1,120.91 ; 5.20 ou ety eae dashed <4 bt Stas BS « guhsraaearennl aes 4 1,324 

99,277 

Total (see Summary — voir Sommaire, page V—-103).............025. $ 311,524 

Classified as follows — Classifiées comme suit:— 

A AC LeR: AVN AD OS c, . sie istsi nies aadeeetea OES 6: tiskestcaiaas ¢iaTounsy> ota « 38,452 86 
MGR Ieee 65... alu eminence dss one ares k cle Ore dens os 155 65 
Materials, Supplies, Repairs, etc.—General..............ceceeees 119,332 63 
Materials, Supplies, Repairs, ete—Auto repairs and renewals.... 706 58 
Pe iamee Us A CLONCrY ". .°) Samm mimmnintdl ae cte satis ast clare sa cia rer chs ot ate 1,335 84 
WET OL AUCOU ei Lic cue + SG A Pe Ok: ohio he ate ocaicla s ooetnaeha 3,818 94 
OCT BFE 5, coh ee UME ROR DALE oh 3.2 a RR nel Fl beeen eal tpt 149,372 05 
alas Lie, oD 
Pears AGIMISUIINCTIL. . «do sos ote REIS ie 2 2's eae mesa <cisal pa a sath 1,650 00 
$ 311,524. 55 


Vote — Crédit 130 — Harbours and Rivers—Ports et riviéres 


Yukon 


Stewart and Yukon Rivers, improvements:—British-Yukon Navigation Co., Ltd., 
removing rocks from channel, etc., $7,125.25. Amount paid by Government... .$ 5,000 
(See Summary — voir Sommaire, page V—103) 


00 


Part V—74 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 131 — Harbours and Rivers — Ports et riviéres 


Generally — En _ général 


Salaries and Wages— Traitements et salaires:—Test borings: skilled labourer, 

‘Acotriend, $1,350. sundry. Jabour,,. $1,982.74.» 00s pitiies bia Gabe tRaaa See oie eid. oi 3,332 74 
Travelling Expenses— Frais de voyage:—Test boring staff............ cece ee eee Qykdad aT 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, etc.— 

Cement testing laboratory, supplies, $1,459.17. Test borings, supplies, $2,190.07. 

Generally: photographic work, $2,199.54; sundries, $240.19.............0c00008 6,088 97 
Miscellaneous — Divers:—Cement testing laboratory: telegrams, $42.79; freight, 

$11.74. Test borings: freight, $454.05; sundries, $259.98. Generally: advertising, 


$178.62; express, $789.54; telegrams, $2,261.24; sundries, $32.20............cce00- 4,030 16 
Total (see Summary — voir Sommaire, page V—103)..............0.- $ 15,629 64 


Votes — Crédits 132 & 360 — Dredging — Dragage 


SUMMARY — SOMMAIRE 


Maritime’ Provincest... Som 5 (Ae ae ee pate ane Ae ROR, (Page V—74) 215,890 67 
Ontariotiand .Ouebec?... Pi... hae. Bee SNS Le, eee (Page V—75) 294,975 88 
Manitoba, Saskatchewan and wAdberta (6 20 ieee. OO GE, GN (Page V—77) 46,362 87 
British WColambias..0. 808. Fee Tee: A Ges A a OR (Page V—77) 118,418 06 

(See Summary-—voir Sommaire, page V—103).......... 0c. cece ec ee ee ees $675,647 48 


DETAILS — DETAIL 


Maritime Provinces — Provinces Maritimes 


Dredge No. 1 and plant:—Master, C. F. Lewis, $2,052; maintenance, $381.46; 

repairs and replacements, $1,013.14; legal services, $44. ........cc cece cece ee ees 3,490 60 
Dredge No. 2 and plant:—Master, L. A. Hains, April 1-15, $39.38; chief engineer, 

D. Kingston, April-Oct., $1,039.50; watchman, Nov.-Mar., $337.50; operating 


expenses, $174.69; repairs and replacements, $1,093.41..............c cece ecee es 2,684 48 
Dredge Pownal No. 2 and plant:—Engineer-master, 8. D. Murchison, $1,566; main- 
tenance, $134.68; repairs and replacements, $107.72............cccccccccccces 1,808 40 


Dredge No. 4 and plant:—Engineer-+master, G. McLeod, $1,728, board, $21; main- 

tenance, $430.33; repairs and replacements, $353.88; other outlay, damage to 

Wier: DY. BGOWe a bold «tee cee EERE? BACAR hae es Ue 2) re 2,840 21 
Dredge No. 5 and plant:—Engineer-master, A. G. MacDonald, $1,890; crew, wages, 

$237.91, board, $70.60; operating expenses, $161.27; repairs and replacements, 

DOO ao Nes metimaie pee oe ae Mee ts ee ee rn et ae a 10,745 50 
Dredge No. 9 and plant:—Engineer-master, A. A. Cosgrove, $1,728; crew, wages, 

$9,714.59, board, $1,884.52; operating expenses, $9,853.02; repairs and replace- 


Mets, GUS GMO wea nae Te ae te, Geet, ROM De GORI ag ene, 34,334 22 
redge No. 12 and plant:—Engineer-master, C. C. Hannon, $1,728; maintenance, 
$151.90; ‘repairs and | replacements, “S370.242. P22 PS eses eee Os ee ee 2,200 20 


$14,061.89; other outlay, damage to fishing nets, etc., $20.............eece0-e 34,696 64 


ments, POLO Ta dten wR, DUES OAR ROM Samat aes (| Ie eee A 4,460 87 
Dredge No. 15 and plant:—Captain, S. Rawding, $1,487.48; wages of crew, $3,290.86; 
operating expenses, $1,596.15; repairs and replacements, $2,499.10............ 8,873 59 


Dredge No. 16 and plant:—Captain, J. Abramson, $1,361.25; wages of crew, 
$3,241.68; operating expenses, $1,119.78; repairs and replacements, $4,179.67... 9,902 38 
camgage: to. motorboat SE5l hive ee eeeR Ae EOP. ON Ra ie Reet foto 7,801 36 


and maintenance, $953.27; repairs and replacements, $3,070.51; other outlay, 
damage to wharf by dredge in storm, $99.20..........c.c0ccccceccccceecccce 6,012 98 


Part V—75 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 132 & 360 — Dredging — Dragage 


Maritime Provinces—Conc. — Provinces Maritimes—Fin — 


Tug Canso:—Master, A. Scott, April 1-15, $34.88; crew, ec $102.30, board, 
$14; maintenance, $232.22; repairs and replacements, $192.55................ 
Tug Fredericton:—Master, R. J. Belyea, $1,314; crew, ar a9 093.08, pron: 
$1,041.53; operating expenses, $1,886.43; repairs and replacements, $3, 096.54. 
Tug elena: —Master, D. Reid, $1,836; maintenance, $267.64; repairs and re- 
Placements fe e203 940 e550. TE. ea eee ee se has ls er sl adre date a BHA: 
Tug Lisgar:—Master, J. C. Gamble, $1,423.42; crew, wages, $5,346.27, pei 
$1,366.38; operating expenses, $3,465.71; repairs and replacements, $11,316.52. 
Tug Pugwash:—Master, A. Swim, $1, 674: wharfage and maintenance, $588. 19; 
repairs and replacements, B94. SO Se wee Eder reo eesin vo ic  anenemere & Gs wee ote eas 
Tug Sogenada:—Master, J. ee Age April 1-15, $33.75; crew, wages, $135, board, 
teu Motmoectanee,. 5167.40. 0... 5. beeeene etre bees sete ss su shiek ten. . Sede 
Harhouts and Rivers, Nova Sasa —Battery Point, $799.61; Church Point, $992.37; 
East River, dredging complete, Beacon Dredging Co., Ltd., 19,932- 8 Gy., at 
—49e., inspection, $376.42, sundries, $179.94; Little Caribou, dredging complete, 
Beacon Dredging Co., Ltd., 7,000 loC¥. at ’90c. 850 cy. at 60c., total, $7,338.93, 
less $5,398.05 paid in 1931- 32, page V—63; Littile Judique, $1, 490. 59; Lunenburg, 
removing 379-6 c.y. rock, Oct., 1930, $2, 277, 60; Port Greville, $998. 48; Salmon 
peta s#701.05; Walton, $684. 45; Wolfville, $2, 900.62; payments under $500, 
PDO. cece Gh ONS «0055 Pens nce Gee ear. SOL ROT EE. soba eras sae blaeren 
Harbours and Rivers, New Brunswick:—Barachois, $911.35; Bartibog River, dredg- 
ing complete, Maritime Dredging and Supply Co., 8,000. ey. at 62c., inspection, 
$96.48, sundries, $89.17; Campbellton, $1,066.54; Chatham, dredging complete, 
Miramichi Dredging Co., 2,535:9 cy. at 88c., inspection, $154.80, sundries, 
$25.18, Mir amichi Foundry & Machine Works, damage to wharf by Tug Helena, 
$1, 330. 68; MchLean’s Gully, dredging complete, Maritime Dredging and Supply 
Co., 3.997. 9 cy. at 80c., inspection, $82.80, sundries, $69.51; Scoudouc, dredging 
complete, P. N. Leger, 6,987°1 CY. at28e:, inspection, $358. 43, sundries, $163.10; 
paymenteynder 75500, $1) 17828 eee re Ik « 2 MRS. cb cdoaantll. . 2. .O. cwohaole 
Office and General Expenses:—Travelling expenses of officials, $3,425.24: Depart- 
ment of Printing and Stationery, King’s Printer, printing, $30.75, supplies, 
$131.37; rent of warehouse, $75; telephone tolls $232.64; telegrams, $213.39; 
postage, $137.08; other outlay, in full and fina! settlement of claim of Jas. 
Burke for injuries on Tug Rona, Dec. 6, 1926, $673.49; sundries, $167.53........ 


575 95 
11,431 58 
2,307 58 
22,918 30 
2,357 04 
356 45 


26,675 02 


17,867 46 


5,086 49 


219,477 33 


Classified as follows — Classifiées comme suit:— 
Salaties= andeyy aves, (hy .IR: eee a A ORS tet, oe FIR 78,889 59 
Prot ene Senses. .". . «|: < sea eMC Ce ans Ga Gee cae ba Me heels 3,890 19 
Materials, Suppress . Repairs Sete sae ators. dried olan ad crtihin.<lo big 94 437 96 
Printing and Stationery..... SES EIR, sae iwlenl Ot sd BOR 166 65 
NMiscellaneailseiare bt. ..terd Ah cre Rae M e ore best ME clots oohinede Te 13,2657 4 
Other Outlaws fone .<-05 0032, dekh BRON Te. breaks badd GARL Bs we 28,827 23 


219,477 33 
Less] Adjirsimient 22). onslccse Qe Met oGddn FROM) deoalanloniiied’ 3,586 66 


$ 215,890 67 


Ontario and Quebec — Ontario et Québec 


Dredge No. 1, Quinlan & Robertson:—Engineer-master, M. Convey, $612: crew 
wages, #2.588.43; board, $523.25; operating expenses, $2,669.52; repairs, $670.90; 
salvage work, $3,397; towage, $3,027.50; sundries, $1,541.19. ...:::..........008. 

Dredge Vo. 110 and plant:—Engineer-master, C. Fox, $1,944; crew wages, $2,018.18; 
board, $605.25; operating expenses, $1,439.22; repairs, $14,145.61; moorage, 
Sin 50 One towace, S$), 258.044 candpiceees 16400: & ities lenee b>. SMT OO RU Nees ae 

Dredge No. 116 and plant:—Engineer-master, J. B. A. Bertrand, $1,890; crew wages, 
$6,081.17; board, $1,797.66; “operating expenses, $5,486.14; repairs, $12,313.38; 
moorage, 8406. 30; towage, $2, 606; wintering, $800; sundries, SOO EO eee tie aS en) 


3,986 66 


15,029 79 


22,735.15 


31,670 84 


Part V—76 
PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 132 & 360 — Dredging — Dragage 
Ontario and Quebec—Conc. — Ontario et Québec—Fin 


Dredge No. 117:—Engineer-master, J. Howell, $1,890; crew wages, $8,111.94; board, 
$2,280.60; operating expenses, $3,972.51; repairs, $4,612.71; towage, $1,692.50; 


sundries, $396.09; less refunded for services of dredge, $460...............0005: 22,496 35 
Dredge No. 121:—Engineer-master, E. C. Robertson, $1,566; sundry labour, $39.34; 

supplies and *repaire/ $153.45 UNINOGS 3.0. sede nek .ORR Pal), Bee 3 CP Janne ats 1,758 79 
Dredge No. 128 and plant:—Engineer-master, H. J. Fox, $1,782; crew wages, 

$6,898.26; board, $2,054.68; operating expenses, $1,774.78; repairs, $17,818.54; 

towdes, $523) eindries, :SAOA TL h fot fennel ely a ee seine 31,345 97 
Dredge No. 126:—Capt. H. Jomphe, $622.51; labour, $734.71; supplies and repairs, 

SJ5492: sundries,: $30. Voss 56S cele ors nce peules (nee dpe Cot en mena one t. E 1,622 14 
Dredge No. 127:—Capt. J. A. 8. Tremblay, $411.61; labour, $473.36; supphes and 

rewairs; 6189.22; whariage, $15. cas cet vs ce rkeraeccaeticontos bee AOE Bee ae aaa: 1,089 19 
Dredge No. 128:-——Capt. A. Langlois, $113.07; labour, $852.73; supplies and repairs, 

$112.90? ‘sundries, (SIISea.81 . baal. 1.60). va eshetl. .nqanetl.. Sialeiem. aeeiatmnan. «2 LO smbd 
Dredge No. 129:-—Labour, $187.62; supplies, etc., $50.31... oc... eee lee tee eee 237 93 
Dredge Harricana No. 2 and plant:—Capt. R. Woodhus, $1,207.50; crew wages, 

$4,489.19; board, $2,326.48; operating expenses, $3,233.93; repairs, $2,553.70; 

sundries, $442:6505.. Soe, Ie Se), SPO. COR Sede cues Sone oe Ge eek 14,253 45 
Tug Bersimis:—Master, W. Levesque, $1,304.32; crew wages, $4,545.89; board, 

$1,271.32; operating expenses, $4,728.13; repairs, $2,146.77; sundries. $209.74...... 14,206 17 
Tug Brant:—-Wages, $287.15; board, $267.97; operating expenses, $863.55; towage, 

G2 822i. Soy TEL, 2 NR le Nee I. uA VELOCE, DU SINR Rf ie ane aig 3,740 67 
Tug: Cliffsides-Labour , /$285 ‘aupplies, (S$74196. 80.200, 0G . AOR Rie). 2 Sabet eco ccteee Ee 102 96 
Tug: Fraservilte:<-W ater Service . Wed OOQR i bch Sih. Bik WG, Sid, ee ee 15 00 
Tug Hercuies:—Master, N. Jackson, $1,439.76; crew wages, $5,736.69; board, 

$1,624.26; operating expenses, $1,893.45; repairs, $4,607.84; sundries, $190.11.... 15,492 11 
Tug Monitor :—Master, T. Bernier, $1,229.92; crew wages, $3,592.18; board, $951.75; 

operating expenses, $1,667.55; repairs, $2,182.68; sundries, $92.10................ 9,716 18 
Tug Peel:—Master, G. W. Blanchard, $634.50, M. Convey, $1,224; crew wages, 

$2,442.63; board, $622.13; operating expenses, $1,056.29; repairs, $269.65; sundries, 

S759 vicina ee BULA SO, REDS area. avertentade . See miree ee te 6,324 59 
Tug Witherbee:—Master, J. Forgues, $261; crew wages, $1,081.86; board, $353.92; 

operating expenses, $1,867.78; repairs, $2,452.06; sundries, $244.11.............. 6,260 73 
Seows' No, 10 and 11: Repairs as per contract ois. 8 seth teeeeh ai Vs ae. eee 13,895 00 
ScoweioNowmi4) and 15s Labour sei. bso aWe sb eb PWR ope 9 oe ee Gee Ioe eee te ISise 
Harbours and Rivers, Quebec:—Barachois, $90; Beauport, $197.81; Grandes Ber- 

geronnes, €1,273.66; Grande River, $491.70; Iberville, $2.084.01;: Isle Vert, 

$1,887.76; Kinoievis, $295; Lac des Isles, $486.49; Lachine, $193.13; Levis, $2,000; 

Matane, $808.57; Maurice River, $216; Newport, $419.64; Petite Decharge, 

$984.42: Pointe au Bic, $60.49; Pointe Claire, $74.02; Rimouski, $1,729.28; River 

Champlain, $18; Riviere du Chene, $10,271.38; Riviere St. Francois, $9,041.74; 

Saguenay River, $378.94; Ste. Felicite, $576.09; Tadoussac, $1,240.33; Trois 

Pistoles;, $1 4390:46 9 0050 ot eles Cee eee, bP MEINE Bis HP EANE OO be DUS Oa 36,257 92 
Harbours and Rivers, Ontario:—Ambherstburg, $1,374.05; Haileybury Shipyard, 

$66.78: Kincardine, $5,238.26; Kingston, §€7,645.41; Midland, $3,518.14; Owen 

Sound, $9.620.26; Pelee Island, $103.27; Picton, $1,586.64; Point Edward, 

$2,621.93; Port Burwell, $115.45; Port Dover, $1,336.30; Port Stanley, $166.98; 

Prinyer’s Cove, $5,040; Rondeau, $52.38; Sydenham River, $460.67; Thames 

PIVOT, Sod AU ene Pee sad CMe eerste ales te eek aiae aera etka Te Ue Rte CARE Ter 2 sane eg ame ee 39,467 17 
Pattern warehouse:—Foreman carpenter, G. Waters, $1,725.84; supplies, $318.47.. 2,044 31 
Generally:—Supplies, $81.01; printing, $16.29; telegrams, $313.63................ 410 93 
Detailed with Dredging, Maritime Provinces.........5......-.00- (Page V—75) 3,586 66 

OCA Ue 5 PORE PRLS ERG SN” PAU et i ea Meh Bie le A ai ae (Page V—74)$ 294,975 88 
Classified as follows — Classifiées comme suit:— 

Salaries Mand’ “Waved er yay hs boo len eels cae het ato slates eroley ster e ee aes 101,116 06 

Travelling’ Mxpenses: tg. ame aly it S252 wo totes gat ts cia en ees 440 45 

Materials, Supplies, ahepaivs, vietes. en. ais eaewde echoes .oee Oe 112,639 47 

Proting, and. Stationery. ... os coal cb iedal f. cereahierh a cee. aoe 26 49 

Miseellaneoge ¢ ccr. Ais wets scope aeunsiale «eh oO ee ee cs eli ee 23,503 80 

Other SOU ay costa Sth At etc ee ee ae ee 54,122 95 

Adjustments ($3.000.00—$460). ".. os a0 esc oHeebiehh PoceakN eee ae 3,126 66 


$ 294,975 88 


Part V—77 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 132 & 360 — Dredging — Dragage 


Manitoba, Saskatchewan & Alberta 


Dredge No. 202 and tug Peguis:—Emgineer-master, W. Watterson, $607.80; tug 
master, R. Clemons, $394.80; crew wages, $2,466; board, $1,031.76; operating 
expenses, $2,084.95; repairs, $403.64; sundries, $138.05............. ccc cece eeees 

Dredge No. 205 and tug Friday:—Engineer-master, S. Dewar, $687; tug master, 
H. Barker, $536.80; crew wages, $3,085.32: board, $1,132.24; operating expenses, 


$1,081]. 68; pepaies, “$41.85: sundried? SISRISOMMIIVEs. .ca8 i. eo awwl. RSs 
Dredge .Plamendon:-—-Stor age)... Be Ree, ARUN IG4 Rue ds. LCRA oat 
‘Dredge Red River:—Master, B. Freeman, $649.80; crew wages, $2,812.80; board, 
$926.64; operating expenses. $1,235.60; repairs, $589.61; sundries, $214.10....... 


Dredge Winnipegosis and tug Mossy River:—Master, B. Welly, $678.13; tug 
master, C. Denby, $473.80; crew wages, $3,144.21; board, $943.44; sundry labour, 


$1,408.18; travelling expenses, $88.30; operating expenses, $2,127.92; repairs, 
S200 US COWIE, DOUG.00> SUNndTICS? GOOVOLI Nets css srs esereccivideservicnsc sen 
Tug Parkdale:—Master, R. Clemons, $108; crew wages, $180..................... 
Tug Vaughan:—Master, S. Parsons, $646.26; crew wages, $1,125.37; operating 
expenses, $1,654.42; repairs, $3'78.73: sundries, $48.45....... 0.0... cece eee eens 
Selkirk Shipyard:—Watchman, J. Ingram, $810; labour, $5,617.51; travelling 


expenses, $11.98; coal, $3,798.75; sundry supplies, $1,539.71; repairs, $134.33; 
sundries, $684.10 


ese ec ere ee eee esse e eee ere oe ee eee e eee ese eee see eee eee eee Fe Bee BO 


Less— 
Refunded by Dept. of Indian Affairs for services of tug Vaughan.$ 497 50 
Refunded by Dept. of Marine for services of tug Friday....... 71 60 

TE a Ci ose oy 4's: 6 cal oh HE OR a eee Bi oe hs heh chad te 6! elu ee (Page V—74)$ 
Classified as follows — Classifiées comme suit:— 

Ala TLCS AIM MAN AOS or eis.n a, rehe tae PMA AO OREN 5 ROMER OS ola le locates 29,465 86 
PPLE GUGRIDCTSES,, 5.5, 0.00 oi o1dpapayarcushansbanerereten sh oh thks Reet As a AIS «gi elbl BD A fa 100 28 
Materials, ‘Supplies, »>Repairs) éteclit®. usin dod. vs Neda eriye SE ary 15,630 78 
Mascellaneois 49 <fi'0t.1 2... Riel ees ee. eh OILS ids one Abie 1,735 05 
46,931 97 
POR aS ANC IUSLDICTILS, ..+,-2.+.+,01sheve oaks Meee atORG ID URNOI TDM. «Lebel a lwo oro .abohiate: os bse 569 10 


$ 46,362 87 


British Columbia — Colombie Britannique 


Dredge Ajax:—Watchman on laid-up plant, G. W. Brown, $1,080; repairs and 
replacements, $56.24 
Dredge Arrow Lakes:—Engineersnaster, E. Trimble, April 1-May 14, Nov. 9- 
Mar. 31, $834.96; crew, wages, $1,449.72, board, $554.04; operating expenses, 
o1.121.203 Tepaive/ and -Teplacementamael loos . ci. ite gee dle dae sbavekutnmne UE 2 By 
Dredge Bittern:—Repairs and ‘replacements: 0b... eT TO, Ee ae) 
Dredge Fruhling:—Master, J. H. Draney, Dec. 17-Mar. 9, $440.42, H. A. Young, 


eee eee eee sce ree eee oes eee ese eo sce eee eee eoeeoeseseeosev eee es eee 


July 1-Nov. 5, $693.75; crew, wages, $12,065.14, board, $3,041.84; operating 
expenses, $8,848.60; repairs and replacements, $3,733.59.......... ccc cc cceeecece 
Dredge King Edward:——Master, H. A. Young, April-June, Nov. 6-Mar 31, 


$1,304.25; crew, wages, $14,578.59, board, $3,931.31; operating expenses, $9,328.69; 
repairs and replacements, Burrard Dry Dock, docking and cleaning, as per con- 
alice sundry, $9,875.70; printing and stationery, King’s Printer, print- 
ing, $2.2 
Dredge Mastodon:—Watchmen on laid-up plant, $3,034.59; maintenance, $124.08; 
repairs and replacements, $2,855.27 
Dredge Pelican :—Engineer-master, W. Allan, May-June, $261, E. Trimble, July 1- 
Nov 8, $576; crew, wages, $2,337.52, board, $926.64; operating expenses, $1,348.29; 
repairs and replacements, $4,582.73 
Launch Knockabout:—Putting launch in running order..........0sseccceccascees 
Launch Runabout:—Engineer, J Smith, $1,221.30, board, $246.37; 
expenses, $1,083.25; repairs and replacements, $446.50..............0c0ceeceees 
Tug Fetrel:—Docking,.. cleaning ands Danning 46. 5.66. & Cn, sadnsorereretawibe sucibhels, « wteleve xsl gavsen 


© CLG 0 0 9 ©. 0: 6: (6) 9 0) oe. © (0) ey (0, (Aik: im 8) oBhe 58) O16 cel © 6 6 6 sve i6) ¢ One 06 @\Gi ees ie OL Se 6 6 6.6 6s + 6 8 6 6 © 6 ee 


Ce 


ee ey 


7,127 
7,058 

60 
6,428 


9,520 
288 


3,853 


12,596 
46,931 


569 
46,362 


87 


24 


38 
34 


34 


66 
94 
18 
54 


42 
00 


Part .V—78 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 132 &. 369 — Dredging — Dragage 


British Columbia—Conc. — Colombie Britannique—Fin 


Tug Point Pelly:—-Master, J. C. Embree, April-June, Nov. 7-Mar. 31, $877.50, 
engineer, $817.65, board, $321.97; operating expenses, $607.04; repairs and 
replacements;: .G4277..20 ., svcicuewinnsrsrnipernaehate- | a Ran eie.s SRAGRE. caeeneah. « Sed Be 

Harbours and Rivers:—-Courtenay River, snagging, $888.50; Duncan River, Upper, 
$2,484.32; Fraser River, snagging above Chilliwack, $1,757.48; Fraser River, 
survey, $2,276.21; Okanagan River, improvements, $1,983.35; Stikine River, 
improvements, $2,992.48; Victoria Harbour, dredging as per agreement, Island 
Tug and Barge Co., Ltd., 1,650 c.y. at $1.25; payments under $500, $480.96...... 

General:—Services of storekeeper, $162; travelling expenses, $108.35; printing and 
stationery, King’s Printer, printing, $4.07; postage, $45; photographic work, 
PLL .GO wale o « hel Ohio V Rasl ties s OUR cele. col ds CRs cetaioee eens see, Aen Ce 


Classified as follows — Classifiées comme suit:— 
emathes att | VWWaAveSs cit eee oe ae W242. devahi here site eeee ae 57,356 27 
travelling’ wixpenses: c.1h iG ee. (fw uohat- «st PEM cereute be bet ce ee 281 74 
Materials, Supplies, dtepairs, bes. 6%. . cal wa rene opitiis .« MRS 49,274 93 
Peaiene and’ Stationery. cys yas hk Lee ea ee eee ieee ante 6 34 
Miscellamenns’ 2 20 se ii Th. ET Ee Oy tees ee Mee Te 2,969 43 
OL Dereoutlay el CoE MOR Td pve he TE Gia ree | Wee 8,529 35 


$ 118,418 06 


Vote — Crédit 133 — Roads and Bridges — Routes et ponts 


Bryson Bridge:—Labour, $1,684.17; lumber, Smith Bros., $2,180.55, accounts under 
91,000, $220.855 (eundry ‘material, \éte., :$343.400 ci oo ous one cmenauenss, ae. 


Interprovincial Bridge over Ottawa River at Hawkesbury, Quebec to contribute 
one-third of the cost of construction only, Ontario to contribute one-fourth of the 


oe eve yergei's eo 'e © ae © 6 ope elie \opuhole (6) 0.6) aie.6. scbtekebw ha leks. « © 


BELO TiS: 8) 10! 101. O ecial (0.10) <0, (8,50) 6 fe) Sew ieee e''@ Lb eliees, laike: lesls)pe)_6).s. (6: 2.6 


oreo" 0) o] aMe pele hee tene 0 16 Sra segape.siele’ eis Lele. 


Dominion Roads and Bridges, Generally:—Beauharnois Bridges, Que., consulting 
engineers, Monsarrat & Pratley, $1,063.70; Chapeau Bridge, Que., labour, $44.01, 
sundry materials, etc., $17.78; Edmonton, Alta., Low Level Bridge, one-third of 


sundry materials, etc., $42 ; International Bridge at Clair, N.B., labour, $191.96, 
repairs, $3.25, electric light, 11 m. to Feb. 28, 1933, $231; International Bridge 


3,051 45 


14,925 80 


341 77 


4,428 47 


15,956 89 
5,940 92 


11,226 50 


11,619 03 


8,967 44 
4,728 70 
5,243 52 


Part V—79 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 133 — Roads and Bridges—Conc. — Routes et ponts—Fin 


Dominion Roads and Bridges, Generally—Cone. 

at Edmundston, N.B., caretaker, E. D. Ouellet, $324, labour, $58.32, sundry ma- 
terials, etc., $57. Wise St: Leonard, caretaker, W. M. Bird, $324, labour, $49.41, 
sundry materials, etc., $7.88; Generally, compensation re right of way for tele- 
graph line, Manicouagan ‘Township, Mrs. M. L. Bellavance, R. E. Lindsay, $180, 


legal services, POG T Au «5, osc cc, ciece. ela eae Fe lefv es fol diahnl gilt 2s. Dim <vcoen ht aennee te « 4,185 40 
Total (see Summary — voir Sommaire, page V—103)................. $ 72,296 87 
Classified as follows—Classifiées comme suit: — 

let TOs (ON AVY AWS. ae... sa Se ee eae On See, NILE 27,944 45 
Travelling Expenses ...........008 tage ep oeeeee SERA E MARMARA . 3,235 47 
Materials, Supplies, Repairs, ete....... 5 Ace Aa RAE AA de 22,831 83 
ess sa es Ge a 9,058 61 
Other Outlay. ....... im S:sen's 4 96 dace Beene eit teehd os tuaaba ste ice 52,750 57 
115,820 93 
JCS — A USUIMNE NES aS ES Ss PU OR Ee ee da ee tela cus 43,524 06 
2 ait 72,296 87 


Votes — Crédits 134, 135, 136, 137, 361, 362, 363 & 364 — Telegraph and Telephone 
Lines — Lignes télégraphiques et téléphoniques 


Nova Scotia:— 


_ Telephone line Cain Mountain to Estmere: labour, $211.57; materials, $417.91.... 629 48 
Cape Breton lines, repairs: labour, $3,418.22; poles, $750.75; sundry materials, 
Gree 07 Ul alse! lANCOUS; | SligU u Liat) oe cro ee hee) deepens po MC e.. 5,797 12 
Parcuase of ‘lesraph pole line between Troy and Seaside: Maritime Telegraph 
& Telephone Co., purchase of 800 Bo WHS RIC Sh tes samldatn Oe Ve eal; § 1,200 00 
7,626 60 
New Brunswick:— 
. Middle Caraquet to St. Simon: labour, $437.40; poles, etc., $618.62............ 1,056 02 
Juebec:— 


Reconstruction of North Shore St. Lawrence Telegraph, English Bay eastward: 
labour, $5,542.81; travel, $66.36; poles, $489.03; sundry materials, etc., $983.92; 


board ‘of labourers, $1,882; freight, 203.04 2%, SUTIGTICS,. DOO.L7 « . 1 5 Kale olnheale tes 9,263 96 
Magdalen Islands lines, repairs and improvements: labour nese Rg ae) I are, 108.48 
9,372 bh 


Saskatchewan and Alberta:— 


Saskatchewan and Alberta, repairs and improvements: Athabaska-Fort McMurray 


line, $2,548.99; Edmonton- Hiideomamesope Wie. SOG UG. . 8... Baked st awe e 3,510 64 

Pelican, building for telegraph service: labour, $312.56; supplies, $690.91; less 
$15 for PaeLOL. DeLishale COOGsME ME ty oo. Near aa Me nae, ee eA iee S 988 47 
4,499 11 


British Columbia, etce.— 


Northern District, repairs and improvements: labour, $4,948.62; constructing 14 

miles of line, $280; poles, $670. 90; supplies, $631. 74: sundries, Sr LOA eis 4 7,242 00 
Vancouver Island District, repairs and improvements: Jabour, $4 411.18; travel- 

ling expenses, $610.02; supplies, $2,183.68; launch parts and repairs, $808. 40; 


tug and boat hire, $1, 032.50; sundries, $647. DAO ES ae WaT Nye IRE A 9,693 69 
Telephone line from Fort St. John to Montney: labour, $1,311.95; supplies, ; 
BAe es ao ieunidries, S71 LO Ghee Sent ue RR ek Ry Rae eae 3,431 40 


Yukon Telegraph System, repairs and improvements: labour, $7,076.96; supplies, 
$1,750.97; painting Hazelton office, $167; transportation of men and supplies, 


S255 Adena es, S090 AG Nie merearl, tie te, SAI AR ROEN cott uhh OS, 10,479 81 

ie 80,846 90 

Total (see Summary — voir Sommaire, page V—-103)................5. $ 53,401 07 

Classified as follows — Classifiées comme suit:—- 

ATAPI OS Gee VV ATES: 10. . La AaRMe eeR tS OE adaontnaihe » = POR Tie eamnautes 29,883 89 
"RGAVELIINGep SPC OSES! « ceil gly nk Me ee OAc: «hail E recedes LTR <\s 754 08 
Materials, Supplies, Repairs, Geperat ett «0 <busebs> Hea Bien Bees 15,933 95 
Materials, Supplies, Repairs,; News Autosssete.. w.\. au s daisies dip > 79 Ol 
en ES OTE RS SRR fo decoy el oly -- cabal ete ie Gad aul eet 6,750 14 


$ 53,401 07 


Part V—80 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 138 & 365 — Miscellaneous: Public Works — Divers: Travaux publics 


SUMMARY — SOMMAIRE 


Accounts Branch, Salaries and Contingent Expenses, Outside Service. ee V—80) 23,374 01 


Architectural Staff, Salaries, Outside Servicers. Hui ee (Page V—80) 62,967 78 
Engineering Branch, Salaries, Outside Service........eeceeceeceees (Page V—81) 410,530 08 
Maintenance and Operation of Tnspection: Boat... 0. .:.:cteie'ee'ereratebete (Page V—82) 10,748 69 

Maintenance and Operation of water storage dams on Ottawa River, 
ete cl eee tien dha ce SEAN GSTS COU aT er re ee (Page V—83) 17,453 50 
National Gallerg of “Canada. sic) toe ee. so ah os Pete Bicns ape eet, eee (Page V—83) 38,981 01 
National Monument on Connaught Place.........ecceeeccccesecees (Page V—84) 8,079 36 
River’ Gaueimg wands Metering (26. Geracs. ss «ete otis on ete ek kay eet (Page V—84) 15,671 97 
Surveys*and Inspectione Vos 04 ce ee ase d ss be seal sews oe to sake ames (Page V—84) 49,759 67 
(See Summary-—voir Sommaire, page V—103).......... 0.0 cece ee eee $ 637,566 07 


DETAILS -- DETAIL 


ACCOUNTS BRANCH: SALARIES OF AGENTS AND CLERKS, TRAVELLING AND CONTINGENT 
EXPENSES OF OUTSIDE SERVICE — COMPTABILITE: TRAITEMENTS DES AGENTS ET DES 
COMMIS, FRAIS DE VOYAGES ET DEPENSES CONTINGENTES DU SERVICE EXTERIEUR. 


Salaries and Wages—Traitements et salaires :-— 
Amherst: dept. accts., S. A. Payne, $2,430, J. R. Rolston, $1,674; stenographer, 


M. B. Twaddle, $1,026; typist, L. M. Small, Aug. 1-Oct. 31 at $972.......... 5,373 00 
Edmonton: dept. accts., J. L. Casault, $2,106, L. C. Young, $1,998; typist, 

Bore, COLi2a? eevee tae e wee eres ye EV ee a De. PR eee Oe Rt ee eee, OD 5,346 00 
New Westminster: dept. accts., W. J. Groves, $1,998, alk J. Healey, $2,430, 
H. A. Wilson, $2,808; clerks, M. E. Callavan, $918, . J. Cousins, $1, 566; 

stenographer, V. M. Brown, $1, (BO PPR Rokk ee OR td tO ee ms 1 10,800 00 

21,519 00 

Travelling Expenses—Frais de voyages:—-Amherst, 8. A. Payne............0-000- 79 45 


Printing and Stationery—Impressions et papeterie:—-King’s Printer, printing.... 19 02 
Miscellaneous—Divers:—Postage stamps, Amherst, $640, Edmonton, $275, New 
Westminster, $585; sundry office supplies, Amherst, $64.72, Edmonton, $109.41, 
New Westmingter, G82:4 14.2) 202), eee. ES aaa, ater tee ne cle RneeS: 1,756 54 


ARCHITECTURAL BRANCH: SALARIES OF ARCHITECTS, CLERKS OF WORKS, DRAFTSMEN, 
ETC., OF OUTSIDE SERVICE—-ARCHITECTURE: TRAITEMENTS DES ARCHITECTES, COMMIS 
AUX ECRITURES, DESSINATEURS, ETC., DU SERVICE EXTERIEUR. 


Halifax office:—Dist. res. architect, H. A. Russell, $2,484; sten., G. E. Kedy, 


3018; temponaryvassistances S40.50\.5 Cli ovo gue ee en Wi ae ta ote mg ee 3,442 50 
Saint John office:—Dist. res. architect, W. W. Allingham, $2,808; stenographers, iy 

DioBarbour, eos; Mi Co irvines S240)" ocsze eta diebe sles ties aie O Heeeerenin er METRE. 4,968 00 
Quebec office:—Clerks of works, J. F. Cayouette, $1,566, A. Pouliot, $2,268; 

eteny “MAA. Manly,” S918" ci. sag scree suate set do Shy vie she Cie ere © ats tte’ « ler kame ane mea. a 4,752 00 


Montreal office:—Clerks of works, J. E. Boisvert, April 1 to June 11, $298.20 
(resigned), G. E. Gingras, $2,484, S. McGarry, $1,404; clerk, M. P. Wickham, 
$1,728; foreman, J. P. Mines, $2,400 (house allowance $300, not included) ; 
stenographers, M. EH. Boisvert, $1,242, O. Leduc, $1,242; temporary assistance, 


SU UML Meal, G tiie sala vecbesdtun + « adune semen Quake, ¢ aa ete bucn eee ve decent ae oe Re oP 10,919 70 
Ottawa office:—Supt. Rideau Hall, R. O. Croll, $2,233.08 (house allowance $350, 
PO VEPOC OU) OC chpiis wie pete dis re, B lous Mss OSG AUK aah ie ete cs anh tinice ae a oes eee eee ee I oes 2,233 08 


Toronto office:—Supervising architect, R. Winter, $3.402; clerks of works, W. 
Corrigan, $2,484, A. Morrison, $1,566; clerks, T. Bridger, $1.458, M. E. Cald- 
well, $1,566, H. M. Jones, $1,404; stenographers, M. I. Hinchcliffe, April 1 to 
Oct: 31,,$378;) Me Winkler;)J anz 1 -to Mar: 1a $162\ 2, Pes ae ee ee tes 12,420 00 
Winnipeg office:—-Dist. res. architect, H. E. Mathews, $2,808; jr. mech. engineer, 
Ducksbury, $1 944; clerk, F. A. Curran, $1,728;  stenographers, M. C. Boyd, 
$1, 242, EK. E. Harbour, $1, SY Rape AME UR ARE: ecules Mead on) Gar EME Maal ley (ek eae 8,964 00 


Part V—S81 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 138 & 365 — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


ARCHITECTURAL BRANCH: SALARIES OF ARCHITECTS, ETC.—Cone. 
ARCHITECTURE: TRAITEMENTS DES ARCHITECTES, ETC.—Fin 


Regina office:—Dist. res. architect, G. J. Stephenson, $2,808: clerk of works, J. A. 
Clokie, $1,782; sten., E. W. Spencer, $756; temporary assistance, $54.......... 

Calgary office: —Dist. res. architect, C. Sellens, $2,592; clerk of works, W. P. 
Bayne, $1,728; sten., Mrs. H. B. Currie, $1,242; temporary assistance, $94. 50. 

Victoria office:——Dist. res. architect, C. F. Dawson, $2,484; stenographers, F. I. Hill, 
See EDUC ATX, BY02» . 10: aout nth tela mein aR. tea sxeidn dh 44. shh oa-aie dee euareee 


5,400 00 
5,656 50 
4,212 00 


NOLOU? BEGE: «a atuyototl- «ob Ae cade meaacbeeTiey stredbis's (Page Marre, 62,967 78 


ENGINEERING BRANCH: SALARIES OF ENGINEERS, INSPECTORS, DRAFTSMEN, CLERKS AND 
MESSENGERS OF OUTSIDE SERVICE — GENIE CIVIL: TRAITEMENTS DES INGENIEURS, 
INSPECTEURS, DESSINATEURS, COMMIS ET MESSAGERS DU SERVICE EXTERIEUR. 


Halifax office:—Dist. eng., T. J. Locke, $4,158; engineers, L. M. Allison, $1,944, 
W. S. Archibald, $1, O44, O. S. Cox, $2,646, A. W. Gregory, $2,430, D. H. 
McDonald, $2,430, A. MacGillivray, $2,430, W. P. Morrison, $2, ‘970, P.. D. 
Mosher, $2,430, H. N. Putnam, $2,430, A. G. Tapley, $2,430; draftsmen, Hey: 
Bernasconi, $1,620; stenographers, A. M. J. Connell, $1,512, Vv. L. Lovett, $1,296, 
E. L. McSweeney, April 1 to Oct. 31, $535.50 (resigned), E. G. Sheppard, 
Shoaes Lonporary assistance, $195 Gc wee sta cule ung cate clacet, © ais iqiumae He store ars #000 

Charlottetown office:—Dist. eng., W. E. Hyndman, $3,348; engineers, H. E. Miller, 
$2,430, R. H. Nicholson, $1,944; sten., F. M. Currie, $1,242 Rg 1 I GE: dade Mh. 3 beat 

Saint John dredging staff: Dist, supt. of dredges, J. K. Blenkinsop, April 1 to 
July 7, $870.97 (retired), D. H. McQuarrie, July 9 to Mar: 31, $2,006.27; 
inspectors of dredges, H. D. Gillis, $2,268, D. H. McQuarrie, April 1 to July 8, 
$733.06 (promoted), J. T. Nickerson, $2, 268; clerks, M. Donohue, $1,512, A. 
Duffy, $1,242, F. McCarthy, SL Assis ee ME TORE 69 Oh os al nag al Oireae ¢ rabbis cos, Bae eis 

Saint John office:—Dist. eng., G. Stead, $4,158; engineers, A. R. Crookshank, $2,430, 
W. C. Ewing, $2,430, J. Bez Freeman, $2,970, W. J. Johnston, $2,430, J. M. 
Lamb, $1,944, H. R. Logie, $2,322, C. D. McAllister, $1,944, er, Thurber, 
$2, 430; clerk, . A. MacMurray, $1, 458; sten., C. M. McLean, $1, 242; temporary 
assistance, $168 Pcie ce. « Gs Re i kato Hes Ba a 4 at 8 acta 0 oe 

Quebec Dette super. engineer’s office:—Super. eng., A. Be Decary, $4,428; 
messenger, J. D. Villeneuve, $1,0803;sten., ©. Dorion, : $1,242 .5..05 6a oe se eee 

Montreal office:—Dist. eng., J. L. Dansereau, $4,158; engineers, J. A. Adam, 
$2,214, U. P. Boucher, $2. 430, L. V. Denis, $2,970, J. T. Girard, $2,430, R. A. 
Laferriecre, $1,836, J. H. Landry, $2,970, N. Latraverse, $1,944, hg N. Levesque, 
$2,430, E. P. E. Marion, $1,944; draftsman, L. Lyons-Gauthier, $1,404; clerk, J. 
Archambault, $1,458; stenographers, S. Bouchard, $1,080, P. E. Laliberte, $1,134. 

Quebec office: —Dist. eng G. Sabourin, $4,158; engineers. M. Bender, May 2 
to Mar. 31, less 144 a eck 692. 88,. L. Brunet, $2,970, U. L. Chopin, $2, 106, Rhee: 
DeValter, $1, 944, J. E. Gagnon, $2,970, ene i Hall, $2,430, H.R. Marcotte, 
$1,728; eng. clerk, a A Gobeil, $1.620: draftsman, tA Boucher, $1,505.23; 
stenographers, M. L. E. Bouchard, '$1.242, I. Dorval, $1,242, L. Vachon, $1,242.. 

Rimouski office:—Dist. eng., L. G. Trudeau, $3.348; engineers, S. Bourgoing, 
$2,322, T. Dery, $1,944, J. A. Laniel, $2,538, J. P. Valiquet, $1,998; draftsman, 
J. C. Legare, $1,620; clerk, E. Garon, $1,240.33; sten., M. P. Banville, $1,134, 
M. AL Ge Gmrure$ $1,242 2% eee es oe kL NE MPT SRO Ae 

Trois Rivieres office:—Dist. eng., B. Grandmont, $3,348; engineers, C. T. Arcand, 
$2,430, J. E. Bonaventure, $2,322; draftsman, H. St. Cyr, $1,404; sten., A. 
Turcotte, $1,296; temporary assistance, $33............-+0-. aE A ew 

Toronto, super. engineer’s office:—Super. eng., H. J. Lamb, $4,428; steno- 
eraphers, V. Henry, July 14 to Mar. 31, $695.03, E. W. Richardson, April 1 to 
July 9, $340.55 (retired): temporary assistance, $195.97................-+-- 

London office:—Dist. eng., F. Y. Harcourt, $4,158; engineers, J. W. Boughner, 
$2,480, G. M. Brown, $2.430, J. Graham, $1,944, G. E. Martin, $2,970, J. H. 
Munroe, $2,430, W. D. Prior, $1,836, D. Soper. 99214, C. G. Steers, $1,944, A. J. 
Stevens, $2, 970: draftsman, W. A. Mellor, $1,620; stenographers, V. Hodgins, 
$1,080, O. M. Smith, $1,026, Se B. Sutherland, $1, SSM ees ub lk,.. Bhs 

Ottawa office:—Dist. eng. J. H. St. Laurent, $4,158; supt. of reservoirs, G. 
Brabazon, $2.250; engineers, j L. Bisson, $2. 970, R. Blais, $2,970, W. F. Pravin 
$1,944, J. F. Mellish, “$1,944, C. A. Menard, $2,430, L. de B. Roy. $2.430, A. A. St. 
Laurent, $2,430, G. E. Smith, July 1 to "Mar. St 81,458," A. oP: Trudel, $2,430, 
J. A. Vermette, $2.430; draftsmen, J. U. Bray, $1,890, Cc. Genest, $1. 836, W. D. 
Girard, $1,944, L. Rouleau, $1,620, T. Skelton, $1,512; eng. clerks, CG. D. Kelly, 


67063—6v 


34,643 30 
8,964 00 


12,358 30 


25,926 88 
6,750 00 


30,402 00 


26,850 11 


17,386 33 
10,833 00 


5,659 55 


30,402 00 


Part V—82 


PUBLIC WORKS— TRAVAUX PUBLICS 


Votes — Crédits 138 & 365 — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


ENGINEERING BRANCH: SALARIES OF ENGINEERS, ETC.—Cone. 
GENIE CIVIL: TRAITEMENTS DES INGENIEURS, ETC.—Fin 


Ottawa office—Cone. 


Port Arthur and Fort William offices:—Dist. eng., P. E. Doncaster, July 1 to 
Mar. 31, $2,511; engineers, A. A. Anderson, $2,970, G. P. Brophy, $2,430, G. H. 
Burbidge, $2,970, J. Dickinson, $1,944, G. E. Smith, April 1 to June 30, $486 
(transferred to Ottawa office); sten., M. A. Armson,, $1,350............0cceceee 

Sault Ste. Marie office:—-Dist. eng., H. F. Bennett, $3,132; engineer, G. B. Ander- 
son, '$2,430 5 stenosranbien, 210 ty SECKI NG, a LAO wis teeclaaeta ped Gee aka 4 me 

Toronto office:—Dist. eng., J. M. Wilson, $4,158; engineers, A. Anderson, $1,620, 
R. E. Beith, $2,430, W. H. Blanchet, $2,970, C. C. Jeffrey, $2,430, W. I. Mac- 
Tavish, $1,944, W. P. Merrick, $2,970, J. K. Partridge, $2,106; clerk, E. Cooper, 
$1,242: sten., & Men ®tinson, 791,000... SEF. .agh OG: secrotibipicwin n> «ee ee, 

Winnipeg office:—Dist. eng., F. G. Goodspeed, $4,158; engineers, R. A. Carlyle, 
April 6 to Oct. 31, $1,732.50 (deceased), F. de C. Davies, $2,430, R. P. Henderson, 
$1,728, A. M. Kirkpatrick, $2,862, G. P. Morse, $2,430, N. J. Wallis, $1,944; sr. 
insp. of dredges, D. A. McIntyre, $2,700; clerk, C. Waterman, $1,566; steno- 
graphers,: C, }C.gNigholgon, (31,188 "BM Oatway."Shoau. co). kos co meee on ane ee 

Vancouver, B.C., super. engineer’s office:—Super. eng., E. Brydone-Jack, $4,428; 
sten., M. B. Bryant, $1,080; temporary assistance, $53.95..............0 cece eee 

Nelson office:—Dist. eng., P. E. Doncaster, April 1 to June 30, $837 (transferred 
to Port Arthur office); engineers, C. F. P. Faulkner, $1,944, W. E. Keyt, $2,430, 
W. A. Richardson, $2,430; sten., E. H. V. Barwood, $1,458; temporary assistance, 
BIO dpi. b ase peledhe we oleae tele. tee teS » odes st p's ere ats oan eo cea at ern ak aap 

New Westminster office:—-Dist. eng., C. C. Worsfold, $4,158; engineers, H. G. Cox, 
$1,944, R. Cunningham, $2,430, L. B. Elliott, $2,970, W. P. Gross, $2,430, F. O. 
Mills, $2,430, K. W. Morton, $2,970, J. B. Saint, $2,430; accountant, E. A. Burns, 
$2,430; stenographers, I. M. MacDonald, $1,458, C. E. Pasmore, $1,208.01; 
EQIMDOLALY | ASSISLATICS, VOOT Oc. sce sles wine sicaiate e cil aoe tis SRE me © cote eee ee 

Victoria office:—Dist. eng., J. P. Forde, $4,158; engineers, R. F. Davy, $2,430, W. 
M. Everall, $2,430, W. A. Gourlay, $2,970, A. Halkett, $1,944, J. B. Lambert, 
$2,430, A. F. Mitchell, $2,970, H. Peters, $2,430, J. B. Shaw, $1,944; eng. clerk, 
A. EK. Pellow, $1,566; sten., L. B. Streatfield, $1,242; temporary assistance, 
Shanta: en ee 


cece e weer eco eoer eee eee ee eee eee eee eee ee eeseeeeeecereseeeoeeeereeeeseeceeeee 


63,594 00 


14,661 00 
6,750 00 


23,220 00 


24,088 50 
5,561 95 


9,129 00 


26,889 37 


26,577 15 


410,646 44 


Less — Refunded for services of test boring foreman, Eastern Contractors Ltd. 


116 36 


OPERATION AND MAINTENANCE OF INSPECTION BOATS 
EXPLOITATION ET ENTRETIEN DES BATEAUX SERVANT A L’INSPECTION 


Charlottetown, motor launch D.P.W.: engineer, D. J. Burke, May 23-June 15, 


$64.02, A. McKenzie, June 16-Dec. 15, $484.70; crew, $710.72; sundry labour, | 


$25.60; linen, etc., $64.08; motor oil and gasoline, $343.20; provisions, $231.01; 
repairs: and ‘replacememtes $3324.73 >. me ina vaste eisme big Ai apeten coe eee ates 
Toronto, steamer Wauketa: captain, Geo. Bussey, 140 d. at $6.30; crew, $471.92; 
fuel, $105.50; linen, etc., $78.72; provisions, $274.26; repairs and replacements, 
$666.63;. ‘sumdri@sHiSlSal4 he aif cee. og cha OMA Are eh. GENES. ote J cue, we 
Fort William, Ont., launch Sachem: boatman, R. J. McRae, April 28-Mar. 31 (less 
8 d.), $1,262.70; sundry labour, $178.73; gasoline and oil, $113.25; repairs and 
replacements, $2423] opsundricss $3,000. . Abe tik dm a clamts « fe « Ao OR sk dk Que. 
Nelson, B.C., launch: Marion: launchman, D. Male, $936; sundry labour, $20.13; 
travel, $3.55; gasoline and oil, $101.01; provisions, $84.35; repairs and replace- 
MON S89 BA sass je wiadivivrs ois iscoleidivw’b, » « hed Wan Balkin oeaebolts ay, mentees Ub ae: 
Victoria, B.C., launch Walronda: captain, H. Adlem, 5 m. to Sept. 30 at $135, sub- 
sistence allowance, $33.50; engineer, EH. S. Gilbert, 5 m. to Sept. 30 at $112.50, 
subsistence allowance, $33.50; crew, $341.10, subsistence allowance, $10.15; gaso- 
tine and oil, $227; linen, etc., $39; provisions, $465.36; repairs and replacements, 
$543.08; md tes G80 46 tuarcul). ce Pe Aas eee. bles tacts AE Re Osa a 


DOURL ocr 6 cits cadens CATS Co Cre ee Et een ee et eee (Page V—80)$ 


2,255 80 


2,497 17 


1,800 99 


1,234 38 


2,960 35 


Part V—83 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes — Crédits 138 & 365 — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


OPERATION AND MAINTENANCE OF INSPECTION BOATS—Cone. 
EXPLOITATION ET ENTRETIEN PES BATEAUX SERVANT A L’INSPECTION—Fin 


Classified as follows — Classifiées comme suit:— 


SLATICS . AMIE VURAILCRA x. scorseyyy cs (7:20,9, genre eiecenat anton attarert Yiuncacd’> in beohiawties 6,692 27 
DE AV ELM Gehl MIETSCR crc un 5 « = 25 Foi tee © dagemrtsetnin Mian * Flecbrescie » FR bef yi 
Matertale, dump licss:..epalrss, etc . . axa ttaciale © acess inne sist tose 3,958 64 
WRI ATCO a cee a puns = 038+ bs FR Yeuauehd faatent ORRIN GM 4,4 Siu ota t Sess 94 23 

$ 610,748 69 


MAINTENANCE AND OPERATION OF WATER STORAGE DAMS ON OTTAWA RIVER AND 
TRIBUTARIES: SURVEYS IN CONNECTION THEREWITH AND SETTLEMENT OF LAND 
DAMAGES —ENTRETIEN ET FONCTIONNEMENT DES BARRAGES DE LA RIVIERE 
OTTAWA ET DE SES TRIBUTAIRES: LEVES S’Y RATTACHANT ET REGLEMENTS DES 
DOMMAGES CAUSES AUX TERRES 


eduipmentegde 1 2-b0: » siindxries;) (G48 2 lsmmneny eH. xa i/e«, ose jead ketone iderats wen oid alle Ge corals 12,463 50 


$50.73. “Misecllanedts:| sundriess $28. 50n054 . Td. oon aati «ela uiaitle nis--dihaperdion 3,685 6C 
General:—Salaries and wages, A. E. Leacy, $1,281.60 (quarters $144, not in- 

cluded). Travel, A. E. Leacy, $18.35. Miscellaneous, photographic work, $4.45.. 1,304 4¢ 

BU OL A sie ax state s+ 0 6 NS) ff PMR OMNI IA, ORB ic so. oc, Sm (Page V—80)$ 17,453 50 

Classified as follows — Classifiées comme suit:— : are ene 
palosmemmatcd Wares (0. >. 3's. eR eee owt Gee CA yeas 14,338 35 
travelling Mixpenses jis kc's. 33s Se eee. a, Ve ler oe ce 106 40 
Materials; Supplies, Repaingyeteanees ee. olews 6 an axeueprieuaty oi 2,665 00 
WiareellaneGue? as as: se: . oss och VA OO OTE. (el. GEES Jou ek 343 75 
$ 17,453 50 


NATIONAL GALLERY OF CANADA— MUSEE NATIONAL DU CANADA 


Salaries and Wages — Truitements et salaires:—Chief inechanic, G. Harbour, $2,052; 
museum assistants, Ff. P. Harbour, $1,458, J. A. Page, $1,512, H. Walker, $1,458. 6,480 00 
Travelling Hxapenses— Frais de voyages:—E. Brown, $253.65; N. MacKenzie, 
Regina, $771.60; J. O. Marchand, Montreal, $65; V. Massey, Port Hope, $48.50; 
H. O. MeCurry; ' $289.30:' ‘stndry- persons? $145. 507870) ..4..8 S50 ¢. eres L873 55 
Materials, Supplies, Repairs, etc.— Maténel, fournitures, réparations, ete.:— 
Art acquisitions: M. Barbeau, 5 Ile-aux-Coudres blankets and Haida carved chest, 
$290.30; R. A. Chisman, London, England, etchings, $416.05; Gilhofer and 
Ranschburg, Luzern, Switzerland, prints of pictures, $1,082.53; Thomas 
Harris Gallery, London, England, “Two Franciscan Monks,” by Bartolommeo 
Esteban Murillo, $3,723; G. Jackson, 1 Kreighoff, $350; Lafleur, MacDougall, 
Macfarlane and Barclay, Montreal, for the Savile Gallery, Limited, “The 
Portals of St. Mark’s,” “The Piazzetta,’ and “The Arsenal,” by Antonio 
Canale, $16,500; Miss F. Wyle, marble, “Torso of a Woman,” $1,500; prints, 
etc., $97.94. ... 


aie 5 Be es A Re a one tan a ana Sis leh alias slab 23,959 82 
Various:—Hardware, $196.72; lantern slides, $205.78; lecture and lesson manu- 
scripts, $396.48; lumber, $177.14; photographs, prints, etc., $700.99; picture 
puppites: {$273.6426 sundragetaOMOO Rye fo oe rt. bis. Selas GEE PT. «Le cw BAAS. dames 2,059 04 
26,018 86 


67063—63Vv 


Part V—84 


PUBLIC WORKS — TRAVAUX PUBLICS 


Votes — Crédits 138 & 365 — Miscellaneous: Public Works—Con. — Divers: 
Travaux publics—Suite 


NATIONAL GALLERY OF CANADA—Conc. — MUSEE NATIONAL DU CANADA-Fiin 


Printing and Stationery — inter, supplies, 

$1,595.39; outgide Jpurchases;’: $333.46.)-.. . ..\.. SPE TSE eee ct ee 1,928 85 
Miscellaneous — Divers :—Art club fees, books, subscriptions to papers, etc., $927.27; 

ear fare, $92; customs, $164. 85; freight and express, $2,216.18; insurance, $271.08; 

packing, repairing, delivering pictures, etc., $1,030.76; sundry services, $125; 


taxis, $51.35; telephones and telegrams, $287. 64; sundries, SLIZ 65 Sc Noo TOA eee 5,278 78 
41,280 04 

Less—Refund of exhibition expenses and sale of catalogues and prints........... 2,299 03 
ft Av Rie A RD ey EO LR CO ROWE OUNCE A San) OMG. .0) 5 PR nD (Page V—80)$ 38,981 01 


NATIONAL MONUMENT ON CONNAUGHT PLACE 
MONUMENT NATIONAL DE LA PLACE CONNAUGHT 


Estate of the late Vernon March, on account contract, $134,529.36, less $126,450 
paidnin, prévions years) cages Ores hee, 2 SAAT Os Sere (Page V—80)$ 8,079 36 


RIVER GAUGING AND METERING — JAUGEAGE ET MESURAGE DES RIVIERES 


Salaries and Wages — Traitemeits et salaires:—Supervising engineer, F. H. Hand, 
April 1-May 31, $621; hydrometric recorders, H. Nutting, $1,620, C. W. Thomson, 
$1,620; instrumentman, W. Burrows, $1,620; labourers, R. Stedworthy, 301 d. at 
$3.60, sundry, $233.80; gauge readers, New Brunswick, $151.20, St. Lawrence 
and Ottawa Rivers, $2,786.11, Quebec, $2,265.78, Ontario, $579.61, Manitoba, $32.20, 
Alberta and Saskatchewan, $49.90, British Columbia, J. Thompson, $567 (see 
also Harbours and Rivers, B.C., Page V—73), sundry gauge readers, $941.96; 


United Statée $82.13. 025) Had SARE Snes eT oe: ores Caen, 206 SF 14,254 29 
Travelling Expenses — Frais de voyages:—F. H. Hand, $25.55; C. D. Kelly, $41.67; 
HOS: Nutting, /$181905 ROE oSmaliam~ $373 80e%s 2c. te. See a, ee 622 57 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, ete.:— 
gasoline and oil, $115.56; gauges, $361.50; upkeep of car, $47.60; sundries, $123.59. 648 25 
Miscellaneous — Divers :-—Office expenses, $35.62; sundries, $111.24............... 146 86 
Dota «4 oa ehe «Shee vewtes ole oP AERC oe Bane) Meee (Page V—80)$ 15, 671 97 97 


SURVEYS AND INSPECTIONS —LEVES ET INSPECTIONS 


Travelling Expenses — Frais de voyages :— 
Halifax: L. M. Allison, $529.46; W. S. Archibald, $353.95; O. S. Cox, $206.27; 
A. W. Gregory, $1, 283. 87; T. J. Locke, $601.85; D. H. ‘McDonald, $1, 262.95; 
A. McGillivray, $287: W. P. MoraaOn ait) 45; ’P. D. Mosher, $761. 80; H. N. 


Fitwat,.se60,00. "an. Ge Amey, (6O0G. 0 be ban cn ties ea eee ee ee 6,974 05 
Charlottetown: W. BE. Hyndman, $184. 30; en E. Miller, $603.10; R. H. Nicholson, 
kes ie reissue sy a ieVatede sedi cM ROR Nes oie an euas cL ct 2 1,079 21 


St. John: A. R. Crookshank, $1; a R. Freeman, $200.69; W. J. Johnston, | 

$494.38; J. M. Lamb, $226.60: H. R. Logie, $214.97; G. Stead, $402.77; G. H. 

Thurber, Sh 194 8. iki. « SHO POG: «AE IOTED « a Sheen ROOD « Ee ieee cane cece 2,734 84 
Montreal: J. A. Adam, $852.45; J. Archambault, $453.35; U. P. Boucher, $302.60; 

J. L. Dansereau, $116. 35; J. T. Girard, $454. 80); Ra Laferriere, $687.11: ie 

Landry, $246.45; N. Latraverse, $457. 80: J. N. Levesque, $770.60; L. Lyons- 

Gauthier, $346.70; P. Marion, $804.78 detetaibiy’ Merci k S Bix alle Sees F onaiantat 5,492 99 
Quebec: M. Bender, $7.32; L. Brunet, $6.55; U. Chopin, $329.09; A. A. Gobeil, 

$679.95; L. Hall, $1,074. 1: ks Marcotte, $214.89; A. G. Sabourin, $679.90. 2,992 41 
Rimouski: S. Bourgoing, $531. Bob) sick Carriere, $42. 85; T.. Dery .7350.65: 3, A. 

Laniel, $636.34; JigO. Légaré, $38.71; L. G. Trudeau, $2,204.12: J. P. Valiquet, 


$737.50. U's Cans DaMaaNs w atnad SWE sar ein GRE CES tesa STE A ac exes RE Coe eee 4,241 99 
Trois Riviéres: C. L. Arcand, $436.79; J. E. Bonaventure, $218.65; B. Grand- 

TROL: Sse cath ranMatAhae) ate ig os ete oca > Be Sin < RaeAs cos heats ee < cs e ce eoaee 1,879 99 
Quebec Province: DUupervising euginecr, +A, bh. LIOCHLY . !. sh ca can tem re eee te oe 1,330 80 
Fort William: A. A. Anderson, $46.25; G. P. Hoan: $26.35; G. H. Burbidge, 

$160.207" Pl i. LIOMCESLeYr, "SO.200 Lh cae coc eee tee oo ee tee ents fe eee 243 05 


London: J. W. Boughner, $285; G. M. Brown. $312.88; J. Graham, $351.78; F. 
Y. Harcourt, $259.40; G. EH: Martin, Rie 74; W. A. reared $56.35; eS © 
Munro, $206. 17; W. D. Prior, $134.75; D. Soper, $165.70; C. G. ‘Steers, $120. 50; 
Ai od Stevens, | S177 90 es Fw od Kee hiv Se ses tae ee crate ene ree rere: Tae ee oe 2,182 17 


Part V—85 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Votes— Crédits 138 & 365 — Miscellaneous: Public Works—Conc. — Divers: 
Travaux publics—Fin 


SURVEYS AND INSPECTIONS—Conec.-— LEVES ET INSPECTIONS—Fin 


Travelling Expenses—Conc. — Frais de voyages—Fin 
Ottawa: J. L. Bisson, $173.23; W. F. Coutlee, $56.05; F. J. Fitzgerald, $60.35; 

C. A. Menard, $382.55; L. de B. Roy, $79.90; A. A. St. Laurent, $86.64; J. E. 

St. Laurent, $279.81; G. E. Smith, $134.15; A. P. Trudel, $698.65; J. A. Ver- 

Ree try ee eee cen rt cet eT att tee Rave oe. alae eae tee oe eee 2,622 93 
Sault Ste. Marie: G. B. Andérson, $64.30:"H. F. Bennett, $193.30. ....055 002. 257 60 
Toronto: A. Anderson, $52.72; R. E. Beith, $118.65; W. H. Blanchet, $265.74; 

C. C. Jeffery, $574.72; W. I. MacTavish, $177.20; W. P. Merrick, $44.11; J. 

Seearteidge; 891.207 Fo M. Wilson, "$096.45 2 Mee ae Oo eae heb we whe olen be o's 2,620 79 
Onierio, Sapervisimerengincer wii s).J.). Lambert. .o 40. were ds AUT et 793 16 
Winnipeg: R. A. Carlyle, $40.15; F. de C. Davies, $203.15; F. G. Goodspeed, 

$642.33; R. P. Henderson, $95.45; A. M. Kirkpatrick, $892.52; G. P. Morse, 


Pee ee aOR A civ tees ag Man bts arate = BEA < coaiae buenas = BS & Rae ibe Kolbe 2,015 8& 
Nelson, B.C.: P. E. Doncaster, $129.40; C. F. P. Faulkner, $106.47; W. E. Keyt, 
SLO MOLON VE AICO USOT BAU 6 ca ale Gon ee Soe Ce eee eT TT 985 34 


New Westminster: H. G. Cox, $350.15; L. B. Elliott, $93.80; W. P. Gross, 

$281.50; K. W. Morton, $376.65; J. B. Saint, $293.28; C. C. Worsfold, $58.79. 1,454 17 
Victoria: R. F. Davy, $13.95; W. M. Everall, $190.41; J. P. Forde, $773.75; W. A. 

Gourlay, $57; A. Halkett, $246.50; J. B. Lambert, $301.25; A. F. Mitchell, 


MS20G"H. *Petera, SBS6.2) 0). 1. UP OE Re Ga web Dan oes 1,792 22 
British Columbia: Supervising engineer, E. Brydone-Jack...............0000- 108 15 
41,801 71 


Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.— 

Halifax, $650.50; Charlottetown, $66.24; St. John, $312.91; Montreal, $1,185.09; 

Quebec, $136.63; Rimouski, $354.80; Trois Riviéres, $200.73; Fort William, 

$1,464.31; London, $924.24; Ottawa, $500.85; Sault Ste. Marie, $190.91; Toronto, 

$174.51; Winnipeg, $188.76; Nelson, $458.64; Victoria, $65.12; sundries, $17.21. 6,891 45 
Miscellaneous — Divers:—Halifax, $73.49; Quebec, $125.42; London, $205.73; 


Ottawa, $130.29; Toronto, $103.79; Nelson, $68.66; sundries, $159.13.......... 866 51 
Adjustments — Ajustements:—Refunded to Casual Revenue, 1933-34.............. 200 00 
Toba. UF LORIMER...) AEB UR. areieGersigele «gfe 6 PHD PRs org he « (Page V—80)$ 49,759 67 


Under Statute — En vertu de la Loi — Exchequer Court Awards — Jugements 
adjudicatiits de la Cour de l’Echiquier 


Montreal Postal Terminal Building Site:—Award of court for expropriation of 
property, G. W. Stephens, judgment, $800,000, interest, $63,123.29, taxed costs, 


$1,272.71; Tues Soeurs Grises, taxed costs, $75.....5........ Peek Hin, AUER, ED adh 864,471 00 
Regina Public Building Site, Elite Café Ltd., taxed costs re judgment of Jan. 12, 
Oh ee ae ee ec creas eee eRe a a Te, Gy. ok TO Mee Gi EON LAS 791 35 
Interprovincial Bridge over Ottawa River at Hawkesbury, award of court for 
expropriation of property for right-of-way, Hawkesbury Lumber Co. Ltd........ 20.500 00 
Total (see Summary — voir Sommaire, page V—104)..............008. $ 885,762 35 


Under Statute — En vertu de la Loi — Subsidies to Dry Docks — Subventions 
aux cales séches 


St. John, Courtenay Bay Dry Dock:—Montreal Trust Co., for St. John Dry Dock & 
Shipbuilding Co., subsidy 1932, series “A”, 26th and 27th payments, $57,198.88, 
series “B”, 23rd and 24th payments, $25,409.68, series “C”, 20th and 21st pay- 
ments, $54,096.86, series “D7”, 19th and 20th payments, $61,754.04, series “E”, 
17th and 18th payments, $49,040.54 (each series composed of 70 half-yearly pay- 


ieee Ce, eh i ae oh ante ermua eaeie tens Atm ete: See Ot 247,500 00 
Montreal Dry Dock:—Montreal Trust Co. for Canadian Vickers Ltd., subsidy 
Gag TOC GUE TOE GO) cas its se eee oe eee ties es eT Nee SOMME SNe ae De AR oes 105,000 00 


Port Arthur Dry Dock:—National Trust Co. for Port Arthur Shipbuilding Co., 
aiielavinor vyearoto Oct. 0, 1002), ( loth payment)... ab s.9 os oe ogc Sara a aee ees ets 37,741 50 
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PUBLIC WORKS—TRAVAUX PUBLICS 


Under Statute — En vertu de la Loi— Subsidies to Dry Docks—Conc. 
Subventions aux cales séches—Fin , 


North Vancouver, Burrard Dry Dock:—Subsidy, 12 m. to April 1, 1933, series “A’”’, 
19th and 20th payments, series “B”, 17th and 18th payments, series “C”, 16th 
and 17th payments, series “D”, 15th and 16th payments (each series composed 
of 70 half-yearly payments), Montreal Trust Co. for Burrard Dry Dock Co., 
$110,118.14, Receiver General, $2,381.86, deposited to sinking fund.............. 

Prince Rupert Dry Dock:—Receiver General for Grand Trunk Pacific Railway, 
subsidy, yru,to. iar. 11, nb0a2ed 4th Oud Oe 25) ay wucseiies< scape oued ena iets 3 ae 


112,500 00 
76,970 88 


Total (see Summary — voir Sommaire, page V—104).................. $ 579,712 38 


PUBLIC WORKS CHARGEABLE TO COLLECTION OF REVENUE 
TRAVAUX PUBLIC IMPUTABLES SUR LES REVENUS PERCUS 


Vote — Crédit 279 — Graving Docks — Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations 


QUEBEC DRY DOCKS — CALES-SECHES DE QUEBEC: CHAMPLAIN & LORNE 


Salaries and Wages— Traitements et salaires:—Dockmaster, N. Emond, $1,944 
(house allowance $240, not included); power plant supt., E. Vezina, $2,352. 
(quarters $240, not included); steam power plant engineers, T. Despres, $1,872 
(quarters $180, not included), J. H. Lamontagne, $1,494; electrical power plant 
operator, J. P. Theberge, $1,674; clerk, L. R. Dion, Oct. 20, 1932-Mar. 31, 1933 
at $103.50; stenographer, gr. II, M. A. Verrault, $972; carpenters, E. Carrier, 
$1,350, J. Morneau, $1,350, sundry, $2,140.42; firemen, E. Beaulieu, $1,026, J. 
Beaumard, 6 m. to Sept. 30, at $94.50, J. Bourassa, $1,134, A. Forgues, $1,242, 


J. A. Gingras, $1,184, A. Guay, $1,026, A. Lemieux, $1,026, C. Samson, $1,026,- 


E. Samson, $1,026, sundry, $1,106.06: firemen-labourers, A. Bissonnette, $1,026, I. 
Brunelle, $1,026, L. Letourneau, $1,026; foremen, G. Lemelin, $1,688.40, W. 
McNabb, $1,164.40, J. Turgeon, $1,620; labourers,, B. Bourget, $918, A. J. 
Turgeon, $918, sundry, $2,541.40; mechanics, A. Begin, $1,566, P. Samson, $1,944, 
sundry, $2,754.11; yard foreman, P. Marcoux, $1,728; watchman, J. Laflamme, 
$1,080; bricklayers, $1,963.80; carters, $1,315.10; diver, $30; drillers, $414.54; 
electricians, $276.74; mortar mixers, $113.58; painters, $356.99; plumbers, $24.66; 
tile. layer: $38.15. 05 c105 35 5 bie wa tee or aoe aan meee ene ernie a mm» ae 
Travelling Expenses— Frais de voyages:—J. BH. Gagnon........--- esses eee eee 
Materials, Supplies, Repairs, ete.— Matériel, fouwrnitures, réparations, ete.:— 
L. Brochu & Cie, painting, $1,260; Canadian Import Co. Ltd., coal, $11,352.37; 
F. X. Drolet, machine parts and repairs, $1,186.29; J. Gravel, brick, $159.25, 
repairs to chimney, $8,245; E. Guerin, painting, $1,515.30, sundries, $42.80; 
Leboeuf & Houde, Ltd., brick, $981, sundries, $44; Martin-Senour Co. Ltd., 
paint and oils, $1,380.46; Paquet & Jean, hardware, etc., $984.27; La Fonderie 
de St. Anselme, Ltd., reel blocks, $566; accounts under $1,000, caretaker’s 
supplies, $210.16, cement, $1,023.75, electrical supplies and repairs, $1,335.61, 


gasoline, oil, etc., $423.85, hardware, etc., $1,008.57, lumber, $1,469.34, machine ~ 


parts and repairs $1,161.83, sundry supplies and repairs, SUG65 sO ee ake saa 8 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing, 
$18.32, supplies, $389.77........cecce cece ceee cere e nese ese eeeesetet erste ee eeces 
Miscellaneous — Divers:—Electric light and power, Davie Shipbuilding and 
Repairing Co., $1,465.25, Quebec Power Co., $564.73; freight, etc., $30.15; tele- 
phone tolls, $597.35; transportation, $114.31; water, $1,800.75; sundries, $89.35. . 


SELKIRK REPAIR SLIP —CALE DE RADOUB DE SELKIRK 


Salaries and Wages -— Traitements et salaires:—Watchman, E. F. Comber, $535.50; 


diver, $9; foreman, $232.20; labour, $1,272.60. ............--e sees eee e sees eees 
Materials, Supplies, Repairs, etc.— Matériel, fournitures, réparations, ete.:— 
Diving equipment, $165.25; sundries, $52.80.............- cece eee e eee eee neee 
Miscellaneous — Divers:—Cartage, $41.03; electric light and power, $486.......... 


51,462 92 
188 00 


36,013 74 
408 09 


4,661 89 
92,734 64 


2,049 30 


218 05 
527 03 
2,794 38 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 
6e6—jw0otj+*Oo0nasasaomat=asReeeooooooosS$S$OS$PSPSPS<S<S<S<SoomMooooooooOONONmwmwmnaaeuawaomoOoo ee o&uo eee 


Vote — Crédit 279—Graving Docks —Bassins de radoub: Maintenance and 
Repairs — Entretien et réparations—Conc. — Fin , 


ESQUIMALT: NEW GRAVING DOCK — ESQUIMALT: NOUVEAU BASSIN DE RADOUB 


Salaries and Wages—Traitements et salaires:—Dockmaster, O. R. Parker, 
$2,205.23, car allowance, $149.50 (quarters $627.84, not included); electrical 
operators, A. Craig, $2,151.24, overtime, $25.85 (quarters $627.84, not included), 
D. G, Holmes, $1,944, overtime, $21.06, R. Hutchinson, $1,944, overtime, $21.06, 
C. A. Rainsford, $1,944, overtime, $17.62; crane operator, N. Patterson, $1,458, 
overtime, $29.09; machinists’ helpers at $113.40 and overtime, R. Garrett, 
$1,381.62, R. Irvine, $1,378.30, A. Walden, $1,375.56; clerks, S. J. Chiverall, 
$1,242, J. Craig, May 7-June 6, $81; foreman carpenter, H. V. Stewart, $1,579.20, 
overtime, $29.08; foreman labourer, J. Isbister, $1,080, overtime, $18.03; labour- 
ers at $76.50 and overtime, E. Game, $934.89, T. C. Kirk, $633.66, J. Knowles, 
$933.30, J. Sparks, $917.76, E. Tink, $929.46, A. Williams, $900.79, J. Waring, 
$71.87, sundry, $1,305.45; rigger, A. C. Bundy, $1,134, overtime, $11.89; watch- 
men, W. Harrison, $810, G. Horan, suspended, $751.21, W. Porteous, $972, 
SUT Eye Ses as ft A eee es si. imans lea ea rs feds oda tebe 30,862 76 

Materials, Supplies, Repains, etc.— Matériel, fournitures, réparations, ete.:— 
Victoria Brass and Iron Works, reel blocks, $3,416.38, sundries, $87.12; accounts 
under $1,000, caretaker’s supplies, $48.87, car parts and repairs, $117.46, cement, 
sand, etc., $190.38, coal. $134.75, electrical supplies and repairs, $138.88, ex- 
plosives, $14.21, fertilizer, shrubs, etc., $84, hardware and machinery, $2,557.50, 


lumber, $1,142.86, paint, etc., $249.71, repairs, $967.60, sundries, $533.49........ 9,683 21 
Printing and Stationery —Impressions et papeterie:—King’s Printer: printing, 
S86.03) supplies). $29.04 »\...):., TARTR2 igs aed OO. ge bene ice 116 87 


Miscellaneous — Divers :—-Power, B.C. Electric Railway Co., $28,894.68; rent, con- 

crete mixer, $15, lawn roller, $5, railway spur, $34.82, truck, $18: water, $1,104.30; 
sundries, Stiews fOriiiie , ORE Biel aaaiercd, 0001018 . onetiluriy... . SOs 30,246 74 
70,909 58 


ESQUIMALT: OLD GRAVING DOCK — ESQUIMALT: VIEUX BASSIN DE RADOUB 


Salaries and Wages — Traitements et salaires:—Steam power plant engineer, F. N. 
Jones, $1,957.20 (quarters $408, not included): labour, $32.40; watchmen, A. 
Groves, $972, R. Henderson, $810, J. E. Appleby, 133 d. at $3.382, B. Jacklin, 
Ca Setihacnch ache ~L>» Tiel us .de@2 DPO.AE. seibiise f: TORE . wateice 3.08 4,292 83 


Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, ete.:— 
Coal, $55.80; electrical supplies and repairs, $25.94; lumber, $33.83; paint, oil, 


etc., $75:b7seeundrysetpplicss andurepaits,- $273.12 8. dies. o2Saht BB. ocsadel ok 463 86 
Miscellaneous — Divers:—Power, $265.08; water, $170:70..........ccccccccecceee 435 78 
5,192 47 

Total (see Summary — voir Sommaire, page V—104)..............000. $ 171,631 07 


Classified as follows — Classifiées comme suit:— 


Pim perorratice sViteemns RIS. Le De ee ed oe er ed oy | 88,667 81 
Travelling (Hxpenses - e017 Gell (ewan). tiiewg ell) Tatedaiol. 2s 188 00 
Matersaiemoupplieg "Repairs, eter o... Peeks oe ook eek 46,378 86 
Printingvand: Stationery /0 ss ig. oo. Je Ro ee ey PRE Soe Ee 524 96 


Mince Lament. PIG tS sos le BET Oe ee ee TO Se ee 35,871 44 


a 


Vote — Crédit 280 — Telegraph and Telephone Lines — Lignes télégraphiques 
et téléphoniques 


PRINCE EDWARD ISLAND AND MAINLAND — ILE DU PRINCE EDOUARD ET CONTINENT 


Canadian National Telegraphs, subsidies for year 1932..........cccccecccceeceee $ 6,946 66 
(See Summary — voir Sommaire, page V—-104) 
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PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


LAND AND CABLE TELEGRAPH LINES, LOWER ST. LAWRENCE AND MARITIME PROVINCES 
LIGNES TELEGRAPHIQUES ET CABLES SOUS-MARINS DU BAS 8S, LAURENT ET DES PROVINCES 
MARITIMES 


Anticosti line:—-Anticosti Corporation, operation of system (O.C. Aug. 18, 1926), 
$3,932; Dept. of Marine, maintenance of wireless apparatus at Ellis Bay, $650.. 
Bay of Fundy lines: —Supt., J. R. Parker, $1,566; operators, $968.79; linework 
material, etc., $1,089.70; rents, etc., $499. SOs te SO. TIS, PT Oa a Petey 
Bay of Fundy cable repairs:—Labour, $3, 129. 14; travel, $436.75; materials, $1,154.99; 
boat hire, ets” SUTIO) ee eS an SO ee ees kere det Neate tis cee ane 
Cape Breton lines:—Telegraph inspector, G. A. Edwards, $2,592; foreman, J. 
Logue, $1,458; repairers, $5,181.82; operators, etc., Baddeck, $540, Gabarus, $648, 
Inverness, $540, under $500, $6,805.85; commission, $1,973.55; travel, $35.61; 
linework, supplies, etc., $2,860.08; poles, $746.51; upkeep of car, $648.01; fees 
and outlay under Inquiries Act, Wm. Noblett, $74.50; legal services, J. W. 
Madden, K.C., Sydney, $229.35; pole rentals, etc., $1,253.16; rents, etc., $795.30; 
sundries, $1, B07. GD, KROES S| SOFAS OT. aR ED Se se cee Meh. ole BOONE 
Cape Ray line: “Anglo-American Telegraph Co., operation of line, y. to June 30, 
1T93B. psy eet AID, AR tibia AERA fe, TAS as OD, », SETSING Lane Recs eet me ee ae Rae ae 

Peewniiae ‘line: Operator, $540; repairer, M. Ramsay, $972; sundries, $28.25. 

Grande Anse-Maisonnette line:—New Brunswick Telephone Co., operation of line. J 

Isle aux Coudres line:—-Charlevoix & Saguenay Telephone Co; operation of line, 
y. to. Feb. 27f'VOS3E. i. UNET A, 6 BAAD oS IEW U, nM. eNO Ka GOR MIEER.. 


Isle aux Grues line:—Operator, $45; repairer, O. Blouin, $1,080...............4.- ) 


L’Ameque-Pigeon Hill line:—N.B. Telephone Co., operating WL whet Lime suid haces 
Magdalen Islands line:—Supt., J. J. LeBourdais, $1,566; operators, etc., Amherst 
Harbour, $566.96, Grindstone, $1,010.06, Grosse Isle, $926.96; salaries under 
$500, $405; repairer, $648; linework, supplies, etc., $809. 79; rents, $331; sun- 
dries, $410.12. FBR Beh Fie i alain chide MN BY) SIRNAS alone Manas: a Ula, spt a EM Ts ONS 6 oT 
Quebec Dericion: pull supt., Jos. A. Bilodeau, $3,132; telegraph circuit 
manager, G. E. Routhier, $2,106; stenographers, A. Vaillancourt, $1,296, J. H. L. 
Brisson, $1,134, A. S. Boulanger, $702; clerk, S. Paradis, June 16-July 16, July 
22-Sept. 15, $152. 42; repairers, $8, 205.52; agents and’ operators, $13,720.46; com- 
mission, $1,874.63; labour, $758.16; travel, $872.10; linework, $9,543.60; materials, 


ete., $3,959.43; rents, $822.11; sundries, $8,976.29 He E5 Se yk wea aso 3 se 
Cable Steamer Tyrian:—Watchman, $8103) sundries, $98.82. 045. . smbeaahl. - wie dinas 
Generally :— 
Cable repairs: labour, $3,758.12; travel, $1,159.37; 224 knots cable, Jos. Simon, 
$6,187.50; sundry materials, $319. 19% miscellaneous, SS3187S cocenntbosseearrti 6 came 
Pictou Island radiophone: labour, $246.13; travel, $86.22; equipment, etc., 
$1604.85 s neundries) i! $74.32. 20s ie TE PRN CR Re As | Stans Po es 
King’s Printer: printing, $371.63; supplies, $353.31. ........... eee eee eee teens 
Sundtyammater ale ere, NAC ee aaa oes) s able aes ete Wlajeted sue iolere 6 Tete SMEG Sis ata: £ oy (ontuene 


Less—Charged to Vote 235, Imperial Economic Conference Expenses.........-. 


Total (see Summary — voir Sommaire, page V—104).............+-46- 


Classified as follows — Classifiées comme suit:— 


SalATies “AH Vy BEC een oe iisale laters stipes + eta ab Sikes  eibua stats kystieae any 71,058 57 
Travelling’ Pixpenses. 5 ere fe eal tee eis epee auntie ae ate sole aes Bete: 2,590 05 
Materials, Supplies, Repairs, Gener gle. Vues Fee ee teh iets EROS arect 34,216 97 
Materials, Supplies; (Repairs, ‘Automobiles.’ iw tives gee eee sos ole» wale 648 01 
Pravting \atrd. SEATOMET YS c.iisislvcs oes ous » 6 Vise ie nyote Sie deiwie Siete erees ete 724 94 
Miscellaneoipan nohF 7 a Bou Seis Le sia ais Gm aise emt ie ay. oath ate OTe athe & Aemematic he alte 173206225 

126,444 79 
Less Ad juistreniin acti 2p.) oapaieieibides eeiaet a etiea ss -inceiece ssa. a aieiaa minus S227 


$126,361 57 


4,582 
4,123 
5,899 


27,889 


250 
1,540 
225 
200 


1,125 
300 


6,673 


57,254 
908 


12,255 
2,011 


724 
479 


126,444 
83 


00 
79 
88 


66. 
00 
25 
00 
00 


00: 
00 


89 


72 


Part V—89 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


SASKATCHEWAN & ALBERTA 


Divisional superintendent’s office, Edmonton: superintendent, J. D. Noel, salary, 
$3,240, Cone expenses, $147.10; stenographer, Mrs. M. E. Paterson, $1,242; 
chief clerk, J. A. Mason, $1,890; car expenses, $198. 26; office expenses, $164.13; 
sundries, $83. at NaS PSA” 5 ROP IIL: ID Ne: ROD Sb Me IU BS 

Beauval, Sask.: agt. lineman, J. F. Dupuis, $1 “ase: Sindries $170.7 bic). BD iemene 

Cochin: agent, Mrs. M. Langlois, $1,328.40; casual labour, $149, 98; office expenses, 
$175.50 < SONGS MOSSAD VERT PDO AL, ae EIN STE RT REA ode oh OR 

Glaslyn: agt. lineman, J. Davidson, $1,404 (quarters $189, not included); sundries, 
$251.10. nce pits Pee oaunisie dears baie ies shells BY sic diets wan rela. Wes aw os nee ein hel 

Green Lake: “agt. lineman, G. M. Regan, $1,458 (quarters $180, not included) ; 
casual labour, $168.54; sundries, SOOT SS NOMI dhe VIEE DN ROB) ORs MMI) Ue ta Te 

Tle a la Crosse: agt. lineman, V. Gauthier, $1,566; casual labour, $90.93; office 
expenses, $165; sundries, $57. DOL ge Mla rah ons! EEL inne PSL Mest dees om wich ath oii MOMs 

Lloydminster: accounting, Canadian National Telegraphs................. 0000005 

Loon Lake: agent, H. Realff, $1,458; office expenses, $139.20; sundries, $6. 40. Side Hes 

Meadow Lake: agent, J. T. Callahan, $1,458 (quarters $180, not included) ; 
lineman, H. C. Rogers, $1,404; casual labour, $167.10; sundries, $295.90 

North Battleford: agent, $324; battery service, $120; sundries, $1.58.............. 

eo agent, R. Hodgson, $1,328.40 (quarters $180, not included); sundries, 
207.4 2 peti grein, Fabel BG labled Md age 8 ie ie rot eyo Rea ay Rd BR PRN nh a 

Athabaska, ‘Alta.: agent, J. W. Ashacker, $1,458 (quarters $240, not included) ; 
linemen, L. Goodwin, $1,404, D. Sutherland, ‘1, 404; casual labour, $127.90; office 
expenses, $102.25; sundries, SIOO DU ere a aa e's sea aaa ATE 8 le ol ed eS ce 

Beaverlodge: agent, J. H. Murphy, $1,404; office expenses, $266.37; sundries, $5.51. 

Calling River: agt. lineman, G. T. Monson, $1,404 (quarters $180, not included) ; 

Ptewedries, SLESSIP ar fly Set ek BRIE I eats CI 

Dawson Creek: acting ‘agent, C. E. MeWha, Mar. 11-31, $79.25, board, $18.90 (see 
Pouce Coupe) ; agent on commission, W. A. Reashack, Mar. -Aug., 1932, $85.60, 
Mrs. C. E. McGarvey, Sept.-Feb., $120.17; office expenses, $175.50; sundries, $8.37. 

Edmonton: circuit manager, P. R. Elmer, $1,890; operators, L. J. Bolton, $1,641.60, 
A. Vaillancourt, $1,641.60; lineman, R. L. Thoman, $1,350; messengers, K. Moon, 
KG Ginde Potter, $594; casual labour, $67.06; office expenses, $476.52; sundries, 

OT GSAL Sef eae RTS MI RIOTS. Cees lal tS RelA ead a URSue SRA epee BRA) OD aR ASOD 

Falher: agt. lineman, R. Goodwin, July-Mar., $1,093.50 (see Grouard); casual 
labour, $168.40; sundries, PLGA G RT an. cl sin ite  atigter an aitatla Aces etek tete: 3's Meee! ite 

Fairview: agent, See Bryden, y. (less 25 d.), $1,309.65; casual labour, $226.45; 
office expenses, $248.50; sundries, $44.41 


ies pie Se ee) 


ost 2 eevee 


Fort McMurray: agent, ie F. Somers, $1,544.40 (quarters $240, not included) ; 
lineman, L. Sherris, y. (less 45 d.), $1,277.45: casual labour, $80; sundries, $328.90 
Fort St. John: agent, R. L. Pickell, $1,458; limeman, R. M. Osborne, Dec.-Mar., 
$486 (see Hudson’s Hope); casual ‘labour, $168. 53; rent, $180; sundries, $34.10. 
Fort Vermilion: agent, A. Bere $1,566 (quarters $240, not included) : office 
expences, $340.57 + SUNTTICS DT aOd § td bee Naess Panes wee oe paehody ata States. ae Unity 
Frog Lake: agent, H. J. Macdonald, April-May, $189; agent on commission, June- 
Mar., SO AUCs © Sie ee ens ele Cee ane Ss gs re eee) Bay Wee OR Ge ig 
Grande Prairie: agent, G. H. Crisfield, $1,458; lineman, W. Lovell, $1,404; casual 
TabGUT, S52.) f RUDULICS ROOT OU. Sots os wet tle te a he EL RUE ER cure thts ho the 
Grouard: agent, J. Peers, $1,404 (quarters tet not included); lineman, R. 
Goodwin, April-June,” $864.50: sundfies, “S59°87) 052 CUPL EL UI Pee 
House River: agt. lineman, W. J. Lee, $1, tes (quarters $180, not included) ; 
UML LCR; PLOGLIUS | LOEB I COM se EURO L owih SPETE ATL ORBLE AANRS | BOT, SESE 
Hudson Hope: agent, Be Gy Gaylor, $1,544.40 (quarters $180, not included) ; 
acted ReoMr Osborne, . April-Sept., $729 (see Fort St. John); sundries, 
COD. LOR oe 2 RR 2 se Bhs 85 ER ea wo OR AML OS 
tnsgess lineman, C. Pickford, July-Mar., $1,053 (see Slave Lake); sundries, 
DE OPED ME PWN Re Rela a Rowe iene Ronee NTs neh SD Rahat ARERR eNO CORNEA, | RTI. tathen ak 
Keg River: agt. lineman, L. G. Harrington, $1,458 (quarters $180, not included) ; 
Sundries, SALAS cure ces Wes Bias Gen binge Vek RAIDS 2 i NG Ma RS EL IBe Sten 
Lac la Biche: agent, GT: Brown, retiring leave, $233.70 less $27.77 overpaid 
1931-32, Page V—95 Bh: AES, POE teh Be ROSIE 2 AGIs EE Oh ORT | ich ATOLLS 
Mirror Landing: agt. lineman, A. McLean, $1,404 (quarters $180, not included) ; 
casual labour,» $163.7 7oisundt tes $284.84 . 2: 2S OR GREET Ct Ao roles 
Mooswa: agt. lineman, H. E. King, April-May, $221.40, retiring leave, $217.83; 
SUNATICS, SLAM LAT 6 SAO, MN a ARENT US Rh AOU ERA ak ha uh. SEMA 
Notikewin: agt. Jineman, M. A. Noel, $1,458; casual labour, $89.38; office expenses, 
$287.25; sundries, $97.61 AL eden We RES UR Re De SOLA. 1D, Aa. Uk 


6,964 
1,628 


1,709 
1,655 
1,828 
1,879 

108 
1,603 


3,325 
445 


1,535 
4,796 
1,675 
1,622 


487 


39 


24 


Part V—90 


PUBLIC WORKS — TRAVAUX PUBLICS 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
: télégraphiques et téléphoniques—Suite 


SASKATCHEWAN & ALBERTA—Conce.—Fin 


$142.75; sundfies! £$376,.80ire . cats 108 ROLR. adastanae ome, 208. ER. ane etl « he. Ee. 3,971 25 


SIShO7. of. Baerderxyiontio sees «were at hhe oh ta CR Gal ale A eee eee 1,880 50 
Pouce Coupe: agent, A. Chalmers, $1,458; lineman, C. E. McWha, April 1-Mar. 10, 

$1,245.49 (see Dawson Creek); casual labour, $82.31; office expenses, $165; 

ica Fo ME be fo Une, We GT RRO VAG EN Pall oe ES ET 9 CIN 3,435 99 


Slave Lake: agent, D. E. Buck, $1.404 (quarters $240, not included); lineman, C. 
Pickford, April-June, $351 (see Joussard); casual labour, $79.25; sundries, $90. 1,924 25 


Spirit River: agent, A. C. Egan, $1,404; office expenses, $237; sundries, $43.93..... 1,684 93 
Taylor: agt. lineman, R. H. A. Neilson, April 1-May 12, $168.53, retiring leave, 
$2435 avent) on, comnrission S167 82: pil wanes be. terme eile. cea iiekee baile eeeen 2 428 31 


wuiitiites, ($112. 17., 05 RGSS. we kyhappes dhl. TREE c acbale fae ies SBOE Ta. See ee ee 4,004 52 

Total (see Summary — voir Sommaire, page V—104).................. $ 85,204 86 

Classified as follows — Classifiées comme suit:— egal ie 2 
Palaries. andgiW ages ele. Acwwbole i ciees oo bOb Lae sien Peatlteteohe «ae REV EME) 
aN alive "EXPCMCCS On cherie isc a weiss edhe PERNA ee Oe y 382 85 
Materials, Supplies,, Repairs, ‘General... ..cuu cewbicss blob lee oe amen 7,579 03 
Materials, Supplies, Repairs, New Autos, etc...........0-ec ce ees 118 38 
PERS ne pStavionerye AAS | Cee as cote ieee eee LE e ee eae 438 42 
Miscellaneoties 49 thr te Leet she ALE Maa ee, Se 4,360 45 


$ 85,204 86 


VANCOUVER ISLAND DISTRICT — DISTRICT DE L’ILE DE VANCOUVER 


Divisional superintendent’s office, Vancouver: superintendent, IF. W. Dowling, 
$3,240; chief clerk, C. H. Mead, $1,620; revenue accountant, N. L. Homan, $1,458; 
book-keeper, H. C. Macleod, $1,080; clerk, E. J. Lloyd, $1,134; clerk steno- 
grapher, W. I. Troughton, $864; typist, I. V. McLaurin, $648; temp. clerk, 
$64.02; filing cabinets, $128.40; rent. $1,584; telegrams, $163.52; telephone tolls, 
$120.28; postage, $326.59: sundry office expenses, $96.79. Total, $12,527.60, less 
$3,395.67 charged to B.C. Northern District, page V—92, and less $5,038.77 


charged "to! Yukon lites: .paveyV.-03). >’ Sawa te ¢ akboh feat co eek Eb ob. wt 4,093 16 
District superintendent’s office, Victoria: superintendent, J. J. Dore. salary, $2,538, 

travelling expenses, $281.08; office expenses, $213.77... 2... ccrce ccc wcleccccccaces 3,032 85 
Alberni: agt. opr., P. A. Haslam, $1,188; casual labour, $70.90; office expenses, 

SMSC TM SUNUT TEENS T8280, HES. < oka cbaa¥s che oe es Cee eee Sas be Oe Se OY eee 1,349 21 


Alert Bay: agt. opr., B. Hodson, $1,490.40; linemen, J. McDonald, $1,400.14, C. E. 

Galley, April 1-May 4, $134.13, retiring leave, $284.05, EH. R. Horwood, Sept. 3- 

Nov. 6, $238.11, A. A. Lynn, May 5-Sept. 28, $570.75. J. McNeill, Nov. 7-Mar. 31, 

$570.24; casual labour, $192.76; launch expenses, $380.18; sundries, $327.17...... 5,587 93 
Bamfield: W. A. McGee, agt. opr., April-Sept., $756, telephone agt., Oct.-Mar. $405 

(quarters $300, not included); lineman, A. Hoskins, $1,306.80; casual labour, 


$297.95; -sundhidatel64Gi, ; ABtd : wrkinsosn) : ohh Bad [Ss atoll ihc. So kee oe 2,950 42 
Bowen Island: lineman, F. D. Wilson, $1,512; casual labour, $93.56; launch ex- 

HeNers Shoo, LSUNAT Mes lad OU tes ops WE eno hel oe ee ails be be bies ee oe 1,863 16 
Camp Bay: lineman, A. Allan, May-Mar., $1,306.80, R. Allan, April, $118.80 (quar- 

Lerefiat, so perm. nob aneluded) .tineworks SLOS00. voice soa e se valine bade cn eee 1,583 65 
Campbell River: agt. opr., J. H. Burgess, $1,512; casual labour, $88.20; office 

expenses GJS 4 SUNUEIEG, eco. Gy scr ais sings bbe w cis ees Oc oe ise son ne men a 1,888 54 
Cape Scott: lineman, A. Spencer, $594, commission as agent, $2.09; sundries, $1.30. . 597 39 
Carmanah: lineman, L. Mathews, retiring leave, Dec. 1, 1981-Feb. 15, 1932........ 312) 33 


Clo-oose: agent on commission, Mrs. C. E. Holliday, $30.41; lineman, R. Allan, 
May 1-Dec. 1, $835.43, retiring leave, $283.27, D. Holliday, April, Dec. 2- 


Mar. 31, $590:17; casual labour, $89.50; ‘sundries, $29.20....0.. 0.2... eeececeee 1,857 98 
Coal Harbour: agt. opr., W. L, Hillier. $1,469.70; lineman, E. J. Olsen, 9 d. retiring 

leave, $45.69; casual labour, $114.26; sundries, $106.44 .......... ccc cece eee 1,736 09 
Cortez Island: agent on commission, $5.60; lineman, H. M. Daniels, $172.80; 

MUNG ES, SIGUE TS lS. Sie s  a A ees m ho sete colin he ates ree eit Oe te ae et 309 58 


Courtenay: agt. opr., J: Aitken, $1,425.60; casual labour, $86.71; office expenses, 
P1200: sundties, SUI Th ool; cc adhesin ale cto SNe oe Serna Core ene ee ee 1,644 66 


Part. V—91 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


VANCOUVER ISLAND DISTRICT—Con.— DISTRICT DE WILE DE VANCOUVER-Suwite 


ee hal agt. opr., J. Robertson, $1,425.60; casual labour, $85.96; sundries, 
2 


his a cen ee GL. FOMED Let, Gants, SAE eal 4. wleraetihh UA. A MD OR, ‘ceed 1,514 45 
Duncan: agent, H. W. Bell, April-June, $229.50, retiring leave, $177.48; sundries, 

Se Os eye OL e. Man ote. MAK, Quxil . s POLE GW. Jigs anat arsenite . see Os 429 17 
Estevan: agt. lineman, H. Bigmore, $1,425.60 (quarters $144, not included); 

casual labour, $83. 16: sundries, $31.74 Wd Pests pee ER Sa, ALU BRS. cae te 1,540 50 
Gabriola Toland: telephone service, $59.40; sundries, 45¢........... ccc c ccs e eee 59 85 
Ganges (April-June): agent, F. M. Aitkens, $229.50, retiring leave, $177.48: tel. 

opr., G. Borradaile, $202.50, retiring leave, $156.60; lineman, G. West, $356.40, 

Telia Nemlerye, do27 0.07 ReSUNATECS BOLO OUL, Rca 5 a wtelels ea dey eo eR 1,505 56 
Granite Bay: lineman, H. J. Bull, $86.40, commission as agent, $6.52; sundries, 

NSS Tee tea ae i i a Ak OR a ae aaa Ak A wrliek Aa AOR tA OL Le An a 103 31 
Hardy Island: lineman, T. B. Brazil, $108, commission as agent, $17.31; sundries, 

Someta Petes Geble ay VeNdea daca wy 7 Sem SC eT aap tT A 126 61 
Hesdinace. agent om commission)? $8.38%, rent SOO ne oe avs winlaltl eat e nue aca 68 38 
Jacksons: agent on commission, $2.49: lineman, E. J. Myers, April 1-July 6, 

SO UU NBUNCGIEG ae" coe! fe SEES Smee s ORR As Oo ROTA ONES COMES 5 CRY?) iol 416 89 
Long Beach: agent on commission, G. Jackson, $33.88; lineman, G. A. Maltby, 

oe ap aed abe ounce ey Epa glMNel te ls eh oh Wy ar anhalt tial eh pA sialyl tan Slee 206 68 
Nanaimo: agt. opr., H. W. Spencer, $1,512; casual labour, $89.42; sundries, $76.32. . 1,677 74 
Nelson Island: lineman, J. Wray, $259.20, commission as agent, $2.84; sundries, 

Be Me cert AAD EAR |<; org cheng cP vate ag A Kapha aboun old waa Mic oneye 3 o Siihace « SRM AMeeS Bids iced svanesae 266 39 
North Vancouver: agt. opr., E. C. Williams, $1.080; messenger, M. Mulcahy, $378; 

casual labour, $84. ‘34; sundries, ON Ne oat acts Ah bs PEM pra ARG shan ak SAL a eg 1,546 74 
“Parksville: agt. opr., D. Mitchell, $1,512; casual labour, $85.35; office expenses, 

$103.50; sundries, $50.29 he aan cee ade Bilis ha 4, ys «RO TAE Ae ds wiry eebaunes 2 RU Mm 1,751 14 
Pender Harbour: agent on commission, $72.75; lineman, V. F. Dunn, $1,425.60; 

Cactal ater, 6050s. SUNOCO meee se wi ole Getala ea Gnas ole 4a gisGhatnd as dd aiceeetigisin sos 1,624 27 
Port Alberni: agt. opr., E. G. Ayliffe, $1,512; lineman, W. Crowshaw, $1,425.60; 

Casal Tameie st hs. 255 SUNCT Ieee Lai. e I, 1c Sas os. 10 Cale, Hetil s 4 6 attaléce © Ac/RieyA Me soak bere 3,257 30 
Port Renfrew: agt. opr., W. Harvey, April 1-July 14, $318.97; agents on com- 

FORM ain, $55.1 02% sundries S40 aon «lowpass cane sheseueys os totes ieuceeyeaeseeuey nck bth com hs, ababe 414 09 
Powell River: agt. opr., J. L. McDougall, $1,512, overtime, $62.40; opr., J. Mighton, 

$953.71, overtime, $34; lineman, WwW. A. Loiselle, $594: casual labour, $182.31; 

office expenses, $301. 50 ; sundries, 9416.80. .. 00s. 4. ound cold, sain Lead abonais 4,056 78 
Quathiaski Cove: agent on commission, W. E. Anderson, $153.45; lineman, E. 

Anderson, $415.80; sundries, $28.13 Le AGA s OID. (OC BOLE. (ata lteter bhiy, 597 38 


Riley’s Cove: agent on commission, $19.22; lineman, C. S. Dixson, April-Aug. 

(deceased), $594, A. A. Lynne, Sept. 29-Mar. “Si, $720. 72 (quarters at $5 per m., 

not included) ; casual labour, $387.82; launch expenses, $111.60; sundries, $270. 40. 2,103 76 
Rock Bay: agent, L. Pence, $1,490.40 (quarters $90, not ineluded) lineman, C. 

Greaney, April 1-July 8, Jan. 1-7, $413.89, retiring leave, $273.47, JiR Lee, 

Nov.-Mar., $567.17, E. J. Myers, July 7-Feb. 28, $927.40; casual labour, $172.41; 


latch expenses, $971.112+ sundries, ($119.03 orc. :.:crerstetercteteteretatotela ode eee wel 4,934 88 
Bonmings: livemdi AT Lovik®t i Pergo eee tC te a SLED ee Res | BELO 594 00 
Sechelt: agt. opr., G. B. Wood, $1,425.60; casual labour, $89.26; office expenses, 

SUG SUNGTTCS, (5250.08 Tame aie ae coe cia taace oa rte oie citi: ane ee ee 1,885 49 
Sooke (April-June): agent, I. Milne, $183.60, retiring leave, $156.60; tel. opr., 

A. Milne, $162, retiring leave, $125.28; casual labour, $54; sundries, $25.75...... 707 23 
Squamish: agt. opr., E. S. Reeve, $1, 512: easual labour, $97.50; office expenses, 

S202. O5 einiricn SOME ee OA eT cr moa ta ae cela en oe mh ae ee: 1,868 09 
Tofino: agt. lineman, F. C. Garrard, y. (less May 23-June mi $1,343.59 (quarters 

$150, not included); casual labour, "S162. 49 5, SUMAV1espr el O.40 ye. a atk « <\esscms of « 1,522 48 
Toquart: agt. lineman, G. G. Godson, $1, 405. 60 (quarters $120, not included) ; 

casual labour, $88.39; launch expenses, $250.85; sundries, $119.05 SOU, ceca setae 22 1,863 89 
Uchucklesit: agt. lineman, A. H. Bellamy, $1,425.60; casual labour, $88.14; sun- 

RET SPOTS ee ee is od ADIL oat. on ietalle oi ates eee lhe SRR PeRPOUM Rahs 5 oe 81, RNA 1,705 46 
Ucluelet: agt. lineman, H. J. Hillier, $1,425.60; casual labour, $163.64; sundries, 

S102. 200s. SVE RR. oe tae Mea dee. ols Be RN Le Ee tebe try ANTS. JOR. 1,781 59 


Vancouver: manager, J. McNeil, $1,814.40, overtime, $78.12; operator, J. F. Christy, 

$1,404, overtime, $43.12; book-keeper, R. F. Park, $1,080; messenger, A. G. 

Anderson, $594, R. Cannell, y. (less 1 d.), $592.41; general line foreman, H. E. 

Elsden, $1,490.40; casual labour, $377.94; rent of office, $1,200; rent of two tele- 

graph circuits, $792; office: expenses, $153; sundries, $34...0.0........000 2c eee 9,653 39 
Vargas Island?) liteman;»P? Aso Hovelaque? April-Aug.s 0. 0. I. alee tee es 0G 72 00 
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PUBLIC WORKS —TRAVAUX PUBLICS 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
: télégraphiques et téléphoniques—Suite 


VANCOUVER ISLAND DISTRICT-Conc. — DISTRICT DE L’ILE DE VANCOUVER—F'in 


Victoria: agt. opr., F. C. Munn, $1,728; messengers, T. Moss, April-June, $148.50, 
retiring leave, $114.84, F. A. Edwards. July-Nov., $247.50, J. Taylor, Dec.-Mar., 


$198: casual labour, $139.20; sundries;: $62.47 .uG.UNoS. wsawleliggA Jui. 2k. d2. ok 2,638 51 
General: agents on commission, $2,472.64; line repairs, H. EH. Elsden and party, 

$1,031.26, sundry, $372.67; printing and stationery, King’s Printer, printing, 

$83.72, supplies, $148.39; pole, wire and circuit rental, $4,887.05; freight and 

eartage, $534.80; storage of cable, $243.50; use of buildings and equipment at 

Sombrio, 1909-164 $200; ‘sundries, SIZG633 ha ane « Hh ded ho OLR oR @e Bee 10,110 36 

91,411 31 
Less—Canadian National Telegraphs and Canadian Pacific Telegraphs, propor- 
tionateecost:of North, Vancouver voce mine, sonst aeimbiciae ceten els 5 vitals VO2sic2 
Total (see Summary —voir Sommaire, page V—104)................. $ 90,383 09 
Classified as follows — Classifiées comme suit:— 

Salaries Tand:  Wagess. 2.8 iis Sch eee Rees eR RE eR eet Reece meee a 74,369 78 

Travelling: Hixpeises -4; sis - so:sa.20i0 phe nctee SOEs > aad sabes Pash aes ores 557 68 

Materials, Supplies, KVGDalrs, GUC. sites ere tet estes seek heme cena 6,155 58 

Prating and stati Olerl vu. cs ute hom becate erie baa copies oon Ae 

MyscellaneGlses es. cor Ute ee tile eee TEN es Cae ces sa nines tee 10,096 16 

91,411 31 

Dess—Adjustmehit, (ee IN PPR, CPP BEE TY ood eth. L028 '-22 

$ 90,383 09 
BRITISH COLUMBIA — COLOMBIE BRITANNIQUE 
NORTHERN DISTRICT — DISTRICT SEPTENTRIONAL 
Divisional superintendent’s office, Vancouver: detailed with Vancouver Island 

District, page -V-=90) .,46.04455 Bw hs 680k 6 es bs ay £ vie boos ee ee PERL Lf 3,395 67 
District superintendent’s office, Ashcroft: superintendent, W. Dee, salary, $2,538, 

travelling expenses, $163.15; car expenses, $412.28; sundries, $105.58; less 

$1,694.86 charged to Yukon Lines,. page V—-95....0..0 06. cele w ee cee bene cee 1,524 15 
District superintendent’s office, Prince Rupert: superintendent, O. Landry, salary, 

$2,106, travelling expenses, $354.90; office expenses, $145.51; sundries, $87.16; less 

$1,287.94 charged.to -Yukon-(ines, page, Vr—08. < cigi.% ocies lace siejemme > oes Ehimrrres 6 1,405 63 
Aiyansh: opr. Lneman, H. W. Butler, y. (less 5 d.), $1,598.23; casual labour, 

SILUZE,  SUNGTICS f SLOD IO ig hee LSM, ceanmeug ter, sosetest - SORES RSM. erica b eens wd be 1,924 69 
Alice Arm: opr. lineman, J. C. Studdy, $1,620; office expenses, $161.16; sundries, 

SIO0.20 sac aumehes AY so k.- oh QE led dikes cece aicbases +OR TA: ook oon bind ee ee 2,031 45 
Anyox: opr. lineman, E. G. Brown, $1,684.80, overtime, $40.12; office expenses, 

SAARAOS SUBATICS,  O) Iiked Iu. 4's o> wtalete was oleae «9s DEEL bale tiaras 20 RA de Ztbd, 2S 
Barkerville: opr. lineman, G. Grinder, Apr. 5-Mar. 31 (less 12 d.), $1,033.16; 

casual labour, $84.77; office expenses, $102; sundries, $42..................008. 1,261 93 
Bella Coola: opr. lineman, W. V. Bowron, $1,490.40 (living quarters $240, not 

included); office expenses, $223; sundries, $258.08... 05. jcc cceececcneccvecess 1,971 48 
Dead ree Point. “acenia . 201. NLOSes asic nog. ca Oi ocean < Cee arted Ae oe ee 216 00 
Haysport: opr. lineman, D. Fraser, 27 d. retiring leave, $140.40; agent on com- 

Deen, IN. Olew, o14L.45s "BOROTIGS, peocLO.. sak ho ke eles ese hae tome ee 291 07 
Hazelton: agent, A. S. Irvine, $1,836, overtime, $62.16; night opr., L. E. Kennedy, 

$1,771.20, overtime, $52.53; day opr., E. R. Cox, $1,692.90, overtime, $58.55; 

messengers, J. Smith, $448.80, M. L. Mitchell, $201.45; foreman, W Blackstock, 

$1,555.20; casual labour, $7.42; office expenses, $699.97; grant to hospital, $360; 

sundries, $411.56; less $5,242.04 charged to Yukon Lines, page V—94........... 3,915 70 
Kleena Kleene: opr. lineman, S. H. Colwell, y. (less Nov. 9-13), $1,469.70; casual 

labour, $20:70 > sundries; ‘$230.40. toe. tthe et Gee be te Le tae EE Es Le 1,729 89 
Lillooet: opr. lineman, W. S. Bouvette, June 10-Mar. 31 (less 3 d.), $1,238.18, sick 

leave, 1931-32, $108.01, April 1-May 23, $228.09; exchange opr., L. Santini, 

Aug. 3-Sept. 30, $112.28; casual labour, $338.15; office expenses, $233.83; sundries, 

POGLGT ORES ALT SR ER TE See? a areal nae eh BRM). meiet i 2,929 21 
Lytton: tel. opr., M. E. Drewett, $270; sundries, $20.30...0....0.. 000000. cee ceed 283 30 
Maple Bay: linemen, S. Benton, y. (less May 19-31 and Feb. 6-14, see Stewart), 

$1,398.40, J. R. Gaskell, $1,490.40; launch repairs, $106.54; sundries, $134.25.... 3,122 59 
Massett: agent on commission, Mrs. F. H. Carpenter, $149.66; office expenses, $61.94 211 60 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


BRITISH COLUMBIA—Conc. — COLOMBIE BRITANNIQUE-Fin 
NORTHERN DISTRICT—Conc. — DISTRICT SEPTENTRIONAL-—F'in 


Port Clements: lineman, R. T. Ward; $1,555.20; casual labour, $41.40; launch 


expenses, $250.24; sundries, $425,00-: fers re Pend | CLS Seale b Te Be crerbtans 2,269 90 
Port Edward: lineman, Ard? RUAUANG 3.4 dels RAB senate ites ce «EWE s cnet mires eerie 1,620 00 
Port Essington: telephone agent, J. M. Smith, 27 d. retiring leave................ 13 77 
Port Simpson: agents on commission, R. Boyd-Young, $81.71, G. P. McColl, $14.03; 

office expences: 0181075, SUNAKIOS, | SOU Bols ov esie's (3b Hiss ls os 9 PAGS oma slomnetipgrs 308 24 
Prince George: agt. opr., Canadian National Teleeraphsy. vere. silks «cle oe wees 810 00 


Prince Rupert: manager, J. D. Lawrence, y. (less Aug. 15-Nov. 30), $1,331.13, over- 
time, $59.28, sick leave, Aug. 15-Nov. 30, $558.87; night opr., D. C. Schubert, 
$1, 776. 60, overtime, $67. 323) day opr., WwW. W. Wrathall, $I, 692.96, overtime, 
$16. 53; messenger, MC. Larkin, $540; casual labour, $866. 21; office expenses, 


$166; “sundries, ATA Mio dle Recto IRR iether ME MEG ANI He, WEIN an allt) eral 7,243 50 
Queen Charlotte City: agent on commission, G. Jolliffe, $65.33; office expenses, $71. 24 136 57 
Rosswood: opr. lineman, W. Warner, $1, 620; sundries, $44, A; Ea ha a - 1,664 59 


Stewart: opr. lineman, S. G. Lawrence, y. (less May 19- 31 and Feb. 6- 14), $1, 580. 79, 
overtime, $37.40, sick leave, Feb. 6-14, $45.13, S. Benton, May 19-31, Feb. 6- 14 
(see Maple Bay), $92, overtime, $2.40; launch expenses, $328.25; office expenses, 


$291.10; sundries, BE OE Aa, Re iets LD eae ce Oe Se: ADEE TETAS EN. Ag 2,433 63 
Terrace: opr. lineman, T. H. Walsh, $1,684.80, overtime, $46.12; office expenses, 
$204.75; sundries, $79.84 SIUM IEE GM  e he eh PL Fo Sa hy NAMES wd a ugettle at lab to 2,009 51 


Williams Lake: opr. lineman, C. Barber, $1,555.20; exchange opr., I. Gilchrist, 

Sept.-Mar. (less Nov.), $409.50, G. Smedley, April-July and Nov., $292.50; casual 

labour, $108.31; sundries, $386.98 oi... ccs e see e rece ceases ees e ees e ree eeenes 2,752 49 
-General: agents on commission, $733.32; linework, $1,379.06; printing and stationery, 

King’s Printer, printing, $420.60, supplies, $939. 15; pole. and wire rental, $1,204; 


ehsdees on cable from 8.8. Tyrian at Halifax, $319 65; sundries, $105.60........ 4,401 38 
54,005 12 
Less—Refunded by Provincial Police for interruption of service on Ashcroft- 
Dilisoetotine® hl o7. ANTON . ce OEE, LP IID. ESE ME ate, 14 00 
Total (see Summary — voir Sommaire, page V—104).................. $ 53,991 12 
Classified as follows — Classifiées comme suit:— 
Paria! aril Vyas! (15 “Pe M treme amet s tM alo eo mney vant wea, Brae 43,555 82 
Travelling’ Sexpenses' +. carpe, er On oS ORE! ds Sola 294 20 
Materials;"Supplies, Repairs; Generali ale. ek oe 5,398 32 
Materials, Supplies, Repairs, News Antos, ete... ot PP22U,.. posee een 185 75 
Printing ‘and SLationery,, AVR. PEs NPR IS OTe DE 659 75 
Mispollancongi-s aks sci hoa Ce MEA Pee e582 a bh eee sakes 3,911 28 
| 54,005 12 
Less-—Adiustinent (iff. ,minene over Wai. O0LA otrbise. Wakvaws 14 00 
$ 53,991 12 
YUKON 


Divisional Sunerintendent’s Office—Vancouver 
Bureau du surintendant divisionnaire—Vancouver 


Expenditure detailed with Vancouver Island District, Dare Ve O0WRr so. see cn ee ue 5,038 77 


Main Line — Ligne principale 


District superintendent’s office, Prince Rupert: detailed with B.C. Northern 


DDpstr iehs iie ted oO nt e Rae Bk Laacade «+ cqenmenehes abcanoaMls deen: well 3 Oke + aan + AS 1,287 94 
Atlin: agt. opr., J. Ward, $1,312.20, board, $648; sundries, $339.66.............. 2,299 86 
Big Salmon: opr. lineman, AN Je Eis Hayes, $1,296, board, $448, 84; casual labour, 

$316.92; sundries, $281. Te nt eae ee eee, ee ee en AO EAD 2,342 91 
Burnslake: opr. lineman, H. D. MacNeil, $1,620; office expenses, $186.31; sundries, 

SOG. Os RN ee IC ee ead TA eek eee Ce Mea als ore cents 1,913 10 


Carmacks: opr. lineman, H. McMillan, April 1-Aug. 15, Dec. 16-Feb. 15, Mar. 7-31, 
$787.36, board, $238.06, sick leave, 1931-32, $85.16, Aug. 16-Dec. 15, $432; casual 
TR DOUR + 6L020.05 5) SURALICH, S200109 oi dsler cs vis ene Vote Lees che ak wind cee oitoxipele s aa 2,828 05 
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. Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


YUKON—Oon.Suite 
Main Line—Conc. — Ligne principale-Fin 


Dawson: agt. opr., G. W. McKay, $1,620, board, $1,080; messenger, C. J. Lelievre, 
$1,004.40; office expenses, $612; sundries, $14.14........ cece ccc eeccccccccceeu. 
Echo Lake: opr. lineman, R. Quinn, retiring leave, $259.20, F. Appleyard, Nov.- 


@ [9 Oe 0 6“ 6, wo fee: ehalewene © 6 6 6 ere 


© © a Or ois fe one) a S96 'c sew ietingels =. .0lis « «ele SD # ie effete ete * cus talo is jt ue 0. 4 > iisisiteie Ss ialie (eteteliie 


Stewart River: opr. lineman, R. A. Gooding, y. (less June 16-Aug. 17), $1,074.77, 
board, $357.10 (see Whitehorse), G. D. Hoggan, June-Sept., $432, board, $180 (see 


Telegraph Creek: agt. opr., L. James, $1,782, overtime, $2.12 (living quarters $90, 
not included); casual labour, $297; office expenses, $124.50; sundries, $271.56... 
Telkwa: agent, T. E. B. Greenfield, salary, $108, commission, $42.86, W. M. Boyle, 
Dec. |-Jan. 9, $174.19 (holidays due for period Sept. 1929-Sept. 1931, see Ashcroft). 
Whitehorse: agt. opr., J. B. Watson, y. (less 2 d.), $1,826.13 (living quarters $360, 
not included), acting agt. opr., R. A. Gooding, June 16-Aug. 17, $313.40 (see 
Stewart River); messenger, W. Cyr, 34 d. retiring leave, $77.22; office expenses, 
POSOOB; PSU 1 SewSGOG.O 1s. MAOWOD Kd <n wich tis Cok ba hiok Ce k ele LER TE 
Second Cabin: acting opr. lineman, H. B. Birch, April 1-Sept. 1, Oct. 9-Mar. 5, $939, 
sick leave, $49.35, lineman, W. S. Leake, y. (less 34 d.), $981.29 (monthly pro- 
vision allowance $25 and living quarters $15 for each, not included); opr. line- 
man, C. E. Cadden, sick leave, April 1-May 12, $132.95, 42 d. retiring leave, 
$158.20; provisions, $414.47, packing and transportation, $938.54; sundries, $297.18. 
Fourth Cabin: opr. lineman, R. G. D. Smith, $1,134; lineman, J. Mailen, $1,080 
(monthly provision allowance $25 and living quarters $15 for each, not included) ; 
provisions, $416.64, packing and transportation, $935.02; sundries, $187.32...... 
Sixth Cabin: opr. lineman, G. Ironsides, $1,296, lineman, A. McDougall, $1,188 
(monthly provision allowance $25 and living quarters $15 for each, not included) ; 
provisions, $416.70, packing and transportation, $952.60; sundries, $117.85........ 
Eighth Cabin: opr. lineman, C. P. Janze, $1,296; lineman, J. Jensen, $1,188 (monthly 
provision allowance $25 and living quarters $15 for each, not included); pro- 
visions, $416.45, packing and transportation, $992.47; sundries, $235.55........ 


4,330 


4,128 
71,458 


54 


42 


So 
H 00 


21 


60 


30 


98 


98 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Vote — Crédit 280 — Telegraph and Telephone Lines—Con. — Lignes 
télégraphiques et téléphoniques—Suite 


YUKON—Cone.—Fin 
Ashcroft-Fort Fraser and Branches — Ashcroft-Fort Fraser et embranchements 


District superintendent’s office, Ashcroft: detailed with B.C. Northern District, 


ny 2AM HORII, 0 Seah navn MRM Noi os seh eve p ipa taed cue Puchbaso yeu o deal ta) Aveda abaya MCPOISCOD: « 1,604 86 
Ashcroft: local manager, R. G. Bishop, y. (less 4 d.), $1,089.36, overtime, $7.55; 

night opr., S. Kincaid, $1,049.76, overtime, $42.85; day opr., W. Boyle, y. (less 

Dec. 1-Jan. 9), $902.18, overtime, $26.40; asst. day opr., J. H. Berry, May 15- 

Mar. 8, $635.46, overtime, $24.50; book-keeper, M. Richards, $1,080; exchange opr., 

EK. Adam, $810; general foreman, A. J. Woodburn, $1,782; lineman, S. T. Marsden, 

y. (less May 1-July 24), $1,245.48; messenger, K. C. Wilson, 9 d. retiring leave, 

oo CUS lat ea UUs eoO 4s. Ole) BUNGKICS.. PLULO0. cagie des bate ea cae t Mbdbda ines 9,261 82 
Blackwater: opr. lineman, J. Withrow, $1,620; casual labour, $143.71; sundries, 

CELL GEA Toe eee RR ail eee ie Ws le AR MSR AL AS Ee 1,895 36 
Clinton: opr. lineman, A. S. Gillespie, $1,555.20; casual labour, $234.30; office 

expenses, $13577 1qsundries! SaGOsnetomnhatl. wl es JOU! BL ole I Os 1,980 14 
Endako: opr. lineman, H. LeDuke, $1,620; agent on commission, $2.16; sundries, 

Sl SE OCS. A RM i OT RRM YAN Oe ren CR eh ee a 2 Se 1,908 48 
Quesnel: opr. lineman, L. LeBourdais, 620 (quarters $240, not included); line- 

man, D. C! Hagerdon, Aug. 3-Mar. $1,071.29, W. West. April 1-3, 13-30, 

$94.50, retiring leave, $324; messenger, oa LeBourdais, 9 d. retiring leave, $9.35; 

casual la beGF7.($206.1G65) sundties sao HOdw, ealnalie. wooded . saqycrae. ga. dhaded. 4,014 27 
Vanderhoof: act. opr., L. R. Seldon, $1,620: lineman, D. C. Hagerdon, April-June, 

$405; exchange opr., M. L. Mitchell, Nov.-Mar., $306; casual labour, $68.18; 

Oftice expentes) “$2275 “sundried St54ld Lad. ACLS. AOPeROEL RS 0Ge. An OD. PNET 3,080 59 
-One Hundred Mile House: opr. lineman, J. Foster. $1,555.20; casual labour, $246.15; 

SUTAETES SEO ORE ASS. nics eR RE EOD RBIS CL, ROSS. ATRL. WOO Oh 2,070 79 
One Hundred and Fifty Mile House: opr. lineman, S. H. Patenaude, $1,620; asst. 

and messenger, C. Patenaude, 9 d. retiring leave, $9.35; casual labour, $100.49; 

office expenses, $145; sundries, $359.85..... fe Te oA Sn eg 2 ke Ramee ane OE 2,234 69 

28,141 00 
General — En général 
Agents on commission, $238.71; linework, $601.82; printing and stationery, King’s 
Printer, printing, $291.23, supplies, $515.07; medical and hospital expenses, 
$158.50; sundries, $101.94; other outlay, damage to auto by falling pole, $21.64.. 1,928 91 
Total (see Summary—voir Sommaire, page V—104)................. $ 106,566 89 
Classified as follows -— Classifiées comme suit:— 

Salariés Ghd Jl Wager OMe OOO. LRM moel od, ASM, eae 81.709 07 

‘Cray ellingmiipenses ) © 5) PUES SPOTS SOME Gg edo ard hbaes, « wee te 618 90 

Materials, puppies, Repaire? semerals. 02145, oi 1s sou. tus OO, 17,638 88 

Materials, Supplies, Repairs, New Autos, ete... 0. 154 25 

Peinhi ne yar gtd LlOBCIY opie tee ihc Oe rcs et iat eee ey hat sa a 806 30 

WiISCOMLA RAIN tats ts 2 c-< Pena CP eeER Bias othe te Sheedy epee ae Seton Ome. 9,617 85 

ners OUta Vere ona so” eR ER Ls Tee tare. Geli . Ae iva A eneaueaaeas., 21 64 

Pid 106,566 89 
TELEGRAPH AND TELEPHONE SERVICE GENERALLY 
SERVICE TEM LEGRAPHIQUE ET TELEPHONIQUE EN GENTRAL 
Berthierville-St. Ignace de Loyola:—Land required for right of way............. 125 00 
Manitoulin Island-Cockburn Island cable:—Sumdriess. 0. 0h 5 ces ck cece eee wees 52 90 
Pelee Island, installing radiophones at Leamington and Pelee Island:——-Materials, 

$1,466.35; sundries, SLA ne ee raneans | YURI ES Le me NS He th) RTS G ER mm OE 1,644 25 
Pelee Island cable: ~-Superintendent and agent, $90; maintaining cables, A. M. 

MeCormick &. Son,. $750 :sundries,).$97:80 «2 3 Py Ee Fe PPS 88 ca es 937 85 
Timiskaming line: —Operating line, ive Cie de Telephone du Nord................ 2,000 00 
Generally :-—Materials, etc., $229.31; King’s Printer, printing, etc., $190.06, supplies, 

$308.69; express, $477.01; telegrams, LOOT Sh core mente anette ts Aah waa s ovis Regs 2,236 88 

Total (see Summary — voir Sommaire, page V—-104)................. $ 6,996 
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PUBLIC WORKS —TRAVAUX PUBLICS 


Vote — Crédit 280 — Telegraph and Telephone Lines—Conc. — Lignes 
télégraphiques et téléphoniques—Fin 


TELEGRAPH AND TELEPHONE SERVICE GENERALLY—Conc. 
SERVICE TELEGRAPHIQUE ET TELEPHONIQUE EN GENERAL-Fin 


Classified as follows — Classifiées comme suit:— 


Salaries sand IW ames 100.0 we tithes deter. ialledol. adivouded. ook le 278 07 
TPVavelline: Fxepenses suse sys Aus teuns SEs sich on onn eeenannn ne Do. ID 
Materials, : Supplies: Repairs ates oi. d, P80) bincl otiehta. sah op 4,451 46 
Printing and Staviqneryr. oO, iy. CED. Se Re As Els ad as dheler 498 75 
Miscellaneousiin. 01 hs els 6 UM RR SRR Re REE 1,604 45 
Other OutlageesVyirey LUA AAU oak a EOS TRORG oe 125 00 

$ 6,996 88 


Under Statute — En vertu de la Loi — Salary Deduction Act, 1932 — “Loi de la 
Déduction sur les traitements, 1932” 


Under the provisions of the Salary Deduction Act, 1932, payments of contributions 
of employees in receipt of $1,200 or less, to the Superannuation and Retirement 
Funds were charged to the Consolidated Revenue Fund. Such payments were 
made on behalf of employees whose salaries were paid under the following 
appropriations: Civil Government Salaries, $2,252.07; Civil Government Con- 
tingencies, $59.76; Ottawa Public Buildings, Char Service, $655, Elevator Oper- 
ators, $2,929.46, Heating, $756.24, Repairs, $297.12; Rideau Hall Maintenance, 
$54; Dominion "Buildings, salaries of caretakers, etc., $17,305.68; Harbours and 
Rivers, Quebec, $54, Ontario, $48.60, British Columbia, $43, 20; Dredging, 
Man., Sask., Alta., $33.80; Roads and Bridges, $255.24; Accounts Branch, salaries, 
etc., $151. 32: Architectural Staff salaries, $281.10; ‘Engineering Staff salaries, 
$380. 57; Maintenance and Operation of Storage Dams, etc., $51; Graving Docks 
Maintenance, $318.53; Land and Cable Telegraph Lines, Lower 8t. Lawrence, ; 
SEG «LO. Gat cas cos ane ieda eames: mie ace ics Ge ite len @henge te cel ae) GUE ae nc tala ae tt coe ea a eR $ 25,994 25 

(See Summary — voir Sommaire, page V—105) 


— SS 


Under Statute — En vertu de la Loi — Gratuities, under Chapter 22, Sec. 56, 
R.S.C. 1927 — Gratifications, en vertu du Chapitre 22, art. 56, S.R.C. 1927 


Gratuities of two months salary to families of deceased employees:—Mrs. A. 
Bariteau, charwoman, Montreal, $75; J. Beaumard, fireman, Lauzon, $210; R.A. 
Carlyle, engineer, Winnipeg, $550; Cr Se Dixon, lineman, Ahousat, $964; E. 
Duhamel, caretaker, Drummondville, $210; Mrs. EH. E. Francis, charwoman, 
Peterborough, $13; 0: Garceau, caretaker, Rock Island, $230; W. F. Gascoigne, 
fireman-labourer, Regina, $230; J. Knowles, elevator operator, Edmonton, $210; 
P. Lafrancois, caretaker, La Malbaie, $220: T. Legace, engineer, Quebec, $250; 
M. McCarthy, engineer, Toronto, $930: ee McCorkill, engineer, Ottawa, $220; 
K. R. McDonald, clerk, Ottawa, $2003. Aww el. McRury, caretaker, Kamloops, 
S210 su. Matthews, elevator operator, Montreal, $210; E. E. U. Montandon, 
assistant architect, Ottawa, $410; J. Quackenbush, caretaker, Brandon, $230; 
L. Sansfacon, elevator operator, Quebec, Aye C. Schultz, charwoman, Ottawa, 
$70; J. Sterling, caretaker,  HEganville, $230.......eeceseccesecescseecowsseces $ 4,722 00 

(See Summary — voir Sommaire, page V—105) 


Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 
and Continuance Act 1932 — “Loi continuant Vallégement du chomage 
et aide a agriculture, 1932” 


NOVA SCOTIA — NOUVELLE ECOSSE 


Harbour repairs and improvements :— 


Amherst Point, wharf repairs: labour, $678.05; supplies, $316.74.............. 994 79 
Apple River, wharf construction, purchase OsE (UATELS Wii ra tices ce Re eae 250 00 
Broad Cove, new breakwater: labour, $419.35, supplies, $24:30:). 4.02 Jae ee eee 443 65 


Gilbert’s Cove, new wharf: labour, $427, 18; supplies, $72.82; purchase of land, 
1 | ee ere ares NES MABE CROMER Pi yoni Ne NL Labs am Pl ee ea 1,300 00 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 
and Continuance Act 1932—Con. — “Loi continuant Vallégement du chémage 


et l’aide a l’agriculture, 1932’—Suite 


NOVA SCOTIA—Conc. — NOUVELLE ECOSSE—Fin 


Harbour repairs and improvements—Cone, 


Glace Bay,.‘construction of breakwater, ‘supplies: .......2.. 00.000. 60 000 boo. oe 665 23 
Harrington River, new wharf: labour, $232.25: BUppHeS. SSS H2a') ee, SIO: QTOX77 
Joggins, wharf repairs: labour, $58.80: MUPDLIGSWSSZS0 Leo, SBIR. ogee 386 81 
Louisdale, new whart: labour, $437.32; supplies, $575.47; purchase of land, 

SLOG. . Tea: sober isy. ORME oundd! uiinied 3, tuin Sato. ear, bry wee eB 1,112 79 
New Glasgow, whart, éxtension;ypureh abe rofiland .). wows 0. eda ain ae 75 00 
Northport, wharf constructions wlegaleenvatesu yes... baiidled. bon. gadis Ca 1O*25 
North River, wharf repairs, supplies Ma TEV a tae erg na eth . Sere ont. ine Feaewe 499 95 
North Sydney, breakwater extension: labour, $1,504.23; supplies, $432.43...... 1,936 66 
Point Tupper, new wharf: labour, $2,237.34; stone, $1,542; sundries, $183.66. . 3,963 00 
Pueweasiey wihartesrepairs, | [abou Mae iy aisle cya < dah aoe <i aeysve(ald « oad diesel ties shaun tte 288 00 
Rock@alet breakwater "exterisiom eu Ol es (74% 4. bok Velie in s oe fergie cane as «4 + 314 40 
Spencer’s Island, wharf repairs: labour, $2,115. 16; supplies, $1,609.67; boat 

HHS EO) es te 0 a Sei RR roe i bo gts fe he AB Spang ia MoM A a Neck BoA gamma 3,919 83 
Spencer’s Point, new wharf: labour, $213.80; supplies, $9; legal services, $66.43. 289 23 
Westmount, new wharf: labour, $284.15; supplies, $426.31; legal services, $16.50. 726 96 
Weymouth, (North), new wharf: legal services, $53.95; purchase of land, $500. 553 95 

Generally: dredging plant, travel, $46.20, labour, $2,217.69, supplies, $122.17; new 
Hepner vecomsuppites, S1G4:20.. eer ty ota. Selle ale Aeldthe «od ivldipulera theta: o sales 2,050 35 
pupervision: wages; $180; travellinigtexpenses, FS120040 a. OI MT). UR at 300 40 
20,918 02 


NEW BRUNSWICK — NOUVEAU BRUNSWICK 


Harbour repairs and improvements:— 


oe ew amet He PENSION, ) UIDEEN EET We te 4 tele cee'd so eldada cals atedleiee ¢ Race matin une 100 80 
ATO orieoe nuprovenieitie MeaoUr CIA TET ESL SI UL lM cee «uo pie eee es au 96 07 
Barachois, new landing wharf: labour, $290.80; supplies, $99.09.............. 389 89 
Burnt Church, wharf extension: labour, $1,872.99; supplies, $2,090.07; sundries, 

CARs ise Sahl ck hoes Sl re GRIM RRC eis ove. Cie Ce Bees 3,978 06 
Cummings Cove, wharf repairs: labour, $533.46; supplies, $712.93.............. 1,246 39 
Lord’s Cove, wharf repairs: labour, $152. 20-nosup plres,; 1$99:64. witviauts none! 251 84 
Negro Point, breakwater: inspection, $114; contract, Eastern Contractors, Tyithe 

on. account, S4.005:. sancdmped i aG0 . ei ML x. Bes ered ecole Sue dpaeee eae eenil areata & 4,213 60 

Mupenvision: dravetline’ expences, .oldo-0:; «films, ).60¢.....). 1. 2s\6.. denraa yates feaghie tae 117525 
10,393 90 


QUEBEC — QUEBEC 


Public Buildings:—Acton Vale, repairs, $378; Baie St. Paul, travel, $25.27, 
painting and repairs, $972.50; Chicoutimi, travel, $13.95, repairs, $1,259.50; 
Coaticook, repairs, $1,653; Drmmondville, repairs, $185; Jonquiere, travel, 
$13.95, repairs, $1,753.35; la Malbaie, travel, $9.53, painting and repairs, $1,320; 
Matane, travel, $24.86, repairs, $1,850; Quebec Custom House, repairs, $1,061.05; 
Quebec Examining Warehouse, repairs, $317.74; Quebec Immigration Building, 
painting and repairs, $3,346.02; Quebec Immigration Detention Hospital, repairs, 
$2,479.60; Quebec, Post Office, repairs, $176.23; Rimouski, travel, $24.87, paint- 
ing and repairs, $1,224; Riviere-du-Loup, travel, $24. oT” repairs, $258. 50; St. 


Jerome, grading grounds, $1, 000. PPM aang k ad phate te sere tare. SiMe a he aoe O36 aig 19,371.79 
Harbour 
Baie das Sables, har? extent labour, $81.35; supplies, $1.68; legal services, 

Sod igd EAS. copie tg AMM Sc occas Ms peer he caer Papa aR pie ROE OE SAC IP Fie Alek RT 193 33 
Dune du Sud, ‘to “extend and repair Slipway. “purcitdse or lA sie wc eae «ec cae 175 00 
Echourie, slipway: labours e09s4>? supplies, S1QG:18. Cae tee et oe cals can le 1,290 60 
Laval- Deux Montagnes, SUPVEY ... 2... e eee ee cent eee etter teen estes seeneaees 190 89 
Old Harry, landing pier: labour, $383.72; SUPD HSS i RoieGs we. Es audsciee, RS. 471 35 
Ste. Anne de la Pocatiere, wharf repairs: labour, $236.35; stone, $1,560........ 1,796 35 
Ste. Famille, wharf repairs: labour, $439. 80; supplies, $325.72 Bren ivan Ararat ae auteyaern £650 52 
Ste. Genevieve de Batiscan, wharf repairs: labour, $102.01; supplies, $81.70.... 18371 
St. Jerome (Metabetchouan), wharf repairs: labour, $726.75; supplies, $865.09. . 1,591 84 
Or sign Mbero es TEOLeCtiO lsat allen) EXPIORLVC. ... cass sebiaitae slice ae oe HK he e's ay oa 20n 27 
St. Maxime de Scott, protection wall: legal services, $73.50; sundries, $11.70; 

Pir oiase VAT Manis SL you Te ex Se I PE LOU A. oF! 237.20 
St. Romuald, protection walltidecal ‘services: | cee WN Rela ty Bay. CoN. 238 62 16 
Sandy Beach, wharf repairs: labour, $913. 80s ‘sup pliesMS30 OI... JOSOR.2 . TOT. 944 17 
Vercheres, breakwater repairs: labour, $92.60; materials, $46.97.............. 139 57 

Supervision: wages, $391; travelling expenses, $84.89........... cece cee eceeeeees re Bi i 


67063—7v 
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PUBLIC WORKS—TRAVAUX PUBLICS 
a ° &6@«+06€«€=€=++FRAOCOCRTr oa 


Under Statute — En vertu de la Loi — Unemployment and Farm Relief Act 1931 
and Continuance Act 1932—Conc.— “Loi continuant l’allégement du chémage 


et l’aide a l’agriculture, 1932’—Fin 


ONTARIO 


Public Buildings:—Amherstburg, painting exterior, $888; Clinton, painting and 
repairs, $767; Cornwall, painting, $785; Kitchener, painting, $1,550; Lakefield, 
painting exterior, $425; North Bay, painting and repairs, $240; Ottawa, 
National Research Building, grading grounds, $5,808.80; Ottawa,. New Depart- 
mental Building, excavation of site, $150; Palmerston, painting exterior, $240; 
Peterborough, repairs to post office and customs house, $650; Toronto, General 
Post Office and surrounding buildings, painting and repairs, $727.91; Toronto, 
Postal Station “A,” painting and repairs, $370; Waterloo, painting and repairs, 


$1\006.65; Wiarton, .painting, . $238. ccs cceceenrees tele ase. ee a Oe 13,846 36 
Harbour repairs and improvements:— 

Amherstburg, wharf repairs: labour, $18; cinders, $11.25...............c0ce008 29225 
Callander, wharf extension: labour, $973.70; supplies, $1,413.04................ 2,386 74 

Haileybury, breakwater and harbour for seaplanes: labour, $11,566.86; *hardware, 
$1,943.40; stone, $6,116.44; timber, $10,157.16; sundries, $295.88............. 30,079 74 
Hollow Lake, small wharf: legal services, $64.28; sundries, $1.47.............. 65 75 

Port Hope, dock and dredging: labour, $1,342.20; rent of equipment, $2,098.40; 
pupplies;: SBGG66U 4 : fy) Vine Ws ee FECA c We hiitees 6 dll ee eh ee ee 3,807 26 
50,215 10 


BRITISH COLUMBIA — COLOMBIE BRITANNIQUE 


Public Buildings, Kamloops Old Post Office, painting and repairs............... 662 00 
Harbour repairs and improvements: 
Alvin (Pitt Lake), wharf, and river diversion: driving piles, $480 3 sundries, 
BLO. 1 Daitae,. Sk. iar ims « wale Hives Lt ee « SRO et, Se ae Be 659 74 
Burton; ,conathaction sof whart; yntvey 1G. BLESS Viera aie ee cote © 65 00 


ADO MT 2, IAs AERIS 5 te BR oY OTe 5 ye Be oP atc ORT eee Oe ne Se 15,973 38 
Harrison Lake, construction of float: labour, $340.84; supplies, $829.55........ 1,170 39 
Haysport, dolphin, supplying and driving piles.........2.....0cccceeeecteciccs 200 00 
Little Saanich, improvements to roadway: labour, $1,415.85; rent of equipment, 

o03005.95;. sapplies,: “$545.747 Akixesi todas dsaagedas eek. Ae, Geen id 2,967 54 
pumas, wharf, : legal «services: r:5:5155:/;209, G8), PCL oe, Bee. 23 20 
White Rock, wharf repairs: labour, $165.60; supplies, $141.71.............005. 307 31 

22,028 56 
Total (see Summary — voir Sommaire, Page? VF"105)/ 4.4... eee vast $ 131,465 22 


Under Statute —En vertu du la Loi — Relief Act 1932 — Loi de secours, 1932 


MANITOBA 


Assiniboine River, dyking: labour, $7,697.78; repairs to ploughs and scrapers, 
$6.65; less. contributed by the Province of NLADALGD SS MSO Sean Meee yee eee $ 6,904 43 
(See Summary — voir Sommaire, page V—105) 


Under Statute — En vertu de la Loi — Miscellaneous Charges paid direct from 
Consolidated Fund — Dépenses diverses payées a méme le Fonds consolidé 


Upper St. Lawrence River. Channel Improvements:—Amount received from 
Century Coal Co., Montreal, for removing wreckage of a crane at the C.P.R. 
dock, Prescott, which was credited to Casual Revenue in 1931-32 instead of St. 

Lawrence River Channel Iniproséments; Ga pidalt LOR ce adel cwiteaes, Piudes..ale $ 1,405 49 
(See Summary — voir Sommaire, page V—105) / 
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DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


PUBLIC WORKS, CHARGEABLE TO CAPITAL 
TRAVAUX PUBLICS, IMPUTABLES SUR LE CAPITAL 


Vote — Crédit 109 — Ottawa — National Research Council Laboratories — 
Laboratoires du Conseil national des recherches 


Salaries and Wages —-Traitements et salaires:—Clerk of works, R. Palmer, 10 m. 
to Jan. 31, 1932, $1,980; carpenters, $424.80; electricians, $1,186.56; labourers, 
en as Wns 2140 2F ESO RMA LET Eh A) NU) sac oupips + a9 le od 9-pop lr otsile ghaupediegn Guacige de. « 4,396 14 

Travelling Hapenses —- Frais de voyages:—R. Palmer........... 00.2 cece eee eee 68 50 

Materials, Supplies, Repairs, ete Matériel, fournitures, réparations, etc.:— 
Alterations, furnishings, ete.: W. J. Bolus Co., painting floors, $1,152; 

Campbell Steel & Iron Works, platforms, etc., in boiler house, $2,465, sundries, 

$947.89; Can. Laco Lamps, electric bulbs, $1.351.20; Can. Office & School 

Furniture Co., contract for cabinets, benches, etc., for Chemistry, Physics and 

Biology Depts. complete, $28,409.41, less $11,000 paid in 1931-2, store room 

fittings, etc., $4,323.05; Can. Public Booth Co., benches, etc., $1,792.69; John 

Colford Co., laboratory plumbing, $14,212; Cuthbertson & Clark, partitions, 

etc., $8,281; W. G. Edge, Ltd., plumbing, heating, etc., $5,649.04; Greenhouses 

& Conservatories, 2 greenhouses, $4,140; F. P. Lalonde, waxing floor, $650, 

scrubbing and polishing machines and truck, $546.75; National Research 

Council, polishing magnesite floors, $1,346.47; Northern Electric Co., supplies, 

etc., $1,798.94; Chas. Ogilvy, blinds, $3,550, curtains, $227; Preston Furniture 

Go., furniture, ete., $1,170.08; accounts, under $1,000, $12,728:71.0.....4--. 555 83,741 23 
Scientific equipment: Canada Electric Co., $7,060.16; Can. Co-operative Wheat 

Producers, Ltd., $2,457.33; Can. Fairbanks Morse, $1,240.85; Can. General 

Electric, $1,786.14; Can. Westinghouse, $3,443.53; Ceritral Scientific Co., 

$1,334.05; Erskine, Smith & Co., $1,616.96; Ingram & Bell, $1,582.38; Instru- 

ments Ltd., $1,476.08; Ontario Hughes-Owens Co., $1,883.93; Wm. R. Perrin, 

$10,156; Radium Chemical Co., $2,508.05; Sheldons Ltd., $3,146.60; F. A. 

Wilson, $2,475.55; Wilson Scientific Co., $1,928.49; accounts under $1,000, 


te ORS, «ode pM eo ciigh ap lee Kk o's 618 alg 6 aw 6) gM a se 0 geteaietintame 9 3a 67,041 77 
150,783 00 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 5 04 
Miscellaneous — Divers :—Advertising, $120.80; cartage, duty, express, etc., $1,240.56. 1,361 36 
Other Outlay — Autres déboursés :-— 
Federal District Commission: ‘clearing and levelling site, sodding, planting, 
making roadway and steps, erecting fence, etc.: labour, $16,112.38; cement, 
stone, truckage, etc., Barrett Bros., $1,019.94, R. R. Foster, $1,399.88, Harry 
Hayley, $1,313.97, T. S. Kirby, $1,084.88, Mahoney & Rich, $3,727.80, O’Leary’s, 
$4,361, Scotstown Granite Corp., $1,463, Wright Builders Supply, $1,765.72, i 
Becountemunder SLO00L 612.0 gPOn sce eo sacar ce cee ts tec eemnem sine seme wig he 44,270 25 
Angus Robertson’ (Ont.) Ltd.: contract complete for construction of building, 
$3,050,838, less $1,360,530 paid in 1930-31 and $1,635,800 Dat My Lua tea eae see 54,508 00 
Sproatt & Rolph, Architects, Toronto, professional . fees, $151,542.07; travel, etc., 
$5,796.64; other expenses, $3,486.27, less $138,558.42 paid in previous years.... 22,266 56 


121,044 81 
Adjustment — Ajustement :—Detailed with Ottawa Buildings, Repairs (Page V—23) 2,452. 89 


280,111 74 

Less—Charged to Vote 235, Imperial Economic Conference........-+..+++++++> 428 37 

Total (see Summary —voir Sommaire, page RN Re Ro -$ 279,683 37 

Vote — Crédit 110 — Burlington Channel Improvements — Amélioration au 

chenal de Burlington 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, ete.:— 

Moving transmission towers, $2,658.83; providing temporary foot bridge, $500.... 3,158 83 
Miscellaneous — Divers:—Workmen’s Compensation Board.......+...+++s++eeeees 8 45 
Other Outlay — Autres déboursés:—R. C. Huffman Construction Co., contract for k 

north pier complete, $625,233.75, less previous payments, $597,230.50..........-- 28,003 25 


Total (see Summary —voir Sommaire, page V—105)..........-+.055- Sip ol. bi: Bo 


Part V—100 © 
PUBLIC WORKS — TRAVAUX PUBLICS 
—_——>=$@09aoOoaDa eS. ¢# &«®<=<@Q_——S 


Votes — Crédits 110 & 345 — Harbour Improvements — Améliorations dans les 
ports: Port Arthur & Fort William 


Salaries and Wages — Traitements et sulaires:-—Labour.........ccceccceeeccccee 510. 13 
Materials, Supplies, Repairs, ete.— Matériel, fournitures, réparations, ete.:— 

Sundries. see te ot ay POORER BON JENONEM MISO? DP SOuOIRIOGR. | 10 54 
Printing and Stationery — Impressions et papeterie:—King’s Printer, printing.... 5 94 
Miscellaneous — Divers :—Advertising, $184.40; sundries, $101.56...............0.. 285 96 
Other Outlay— Autres déboursés:—Great Lakes Dredging & Contracting Co., 

Gtedging. i scurans diwse tates s ePediing « exe CRA Bee lenegag SOD Oe, Le ES 31,350 27 

Total (see Summary — voir Sommaire, page V—105)...............-. $ 32,162 84 


Vote — Crédit 110 — St. John Channel Improvements — Améliorations du chenal 


S.-Jean 

Salaries and Wages —Traitements et salaires:—Inspectors, $6,360.95; labourers, 
CU, Pa EA Za toe wes tos ieee sorbate © cee chee Tee rn eee ee eres roe 10,803 89 

Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, etc.:—Use 
of pile driver, motor boats, etc., $5,087.03; poles, $832.40; sundries, $1,796.43. . 7,715 86 
Miscellaneous — Diverg:2—-Sund¥ies., s... \s hem cis, bomerase soo ie ee ee 206 31 

Other Outlay — Autres déboursés:—St. John Dry Dock & Shipbuilding Co., on 
account dredeine iia «ites pee ct ae Bae Meee meme NTA 272,448 63 
Total (see Summary — voir Sommaire, page V—105)............0000. $ 291,174 69 


Vote — Crédit 110 -—- Harbour Improvements — Améliorations dans le port: 


Toronto 
Salaries and Wages — Traitements et salaires:—Inspectors, $2,531.03 ; launch crew, 
DLs sU.BS. Vaiarelan te eae cot g meshes aicage dd stclet «othe a raed Toate kee ee Le te ae 1h mma ma Lie ANE 4,461 91 
Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, etc.:—Upkeep 
Obi ANNCH ater tak a NT ek te to et Un Ae OSes eee eine | err 563 62 
Wf igcellaneons' — Diversr--Sundries nag-san c+ +20 + ik obec ce Oak ke ee 7 00 
Other Outlay — Autres déboursés:—C. S. Boone Dredging & Construction Co., con- 
tract for dredging complete, $186,664.51, less $54,944 paid in 1931-2............ 131,720 51 
Total (see Summary — voir Sommaire, page | V—105)a0 <4 leew) bo $ 136,753 04 


Vote — Crédit 110— Upper St. Lawrence River, Channel Improvements — 
Ameéliorations du chenal d’amont du St.-Laurent 


Salaries and Wages — Traitements et salaires:—Foreman, F. J. Fitzgerald, Apr. 1- 


Dec. 24, $1,345.50; inspectors, $1,539; labour, $3,999.56........... ..-....... 6,884 06 
Materials, Supplies, Repairs, etc. — Matériel, fournitures, réparations, etc.:— 

Upkeep of sJaunch,. $684.20; ‘sundries, S260, U0 thuvet ale deceda  ... omen 945 10 
Miscellaneous — Divers :—HLiving allowances, F. J. Fitzgerald, $658.08, J. F. Mellish, 

$050.315/ eundrigs: S1G4 O08 i 4 Aird ove 62 ail Lia wind ff Fumie gene wunhdl WURuentr  bbel 1,473 88 


Other Outlay — Autres déboursés:—J. P. Porter & Sons, contract for drilling, blast- 
ing and dredging, complete, 104,794 c.y., $407,648.66; less previous payments, 
G97 2,296.85 wee tooo. CO RE SR AROSE ONE OD SATE Of ced SMTA oe 35,423 81 


Part V—101 


DETAILS OF EXPENDITURE-Con.— DETAIL DES DEPENSES-Suite 


DETAILS OF REFUNDS OF CAPITAL EXPENDITURE OF 
PREVIOUS YEARS 


DETAIL DES RECOUVREMENTS SUR LES DEPENSES EN 
CAPITAL DES ANNEES ANTERIEURES 


Ottawa, National Research Council Laboratories, etc.:—Refund of overpayment.. By 50 
Quebec Harbour Improvements:-—Transfer of 102,044 sq. ft. property at $1.08 per 

sq. ft., part of Carrier Lainé property purchased in 1908, to Department of 

Railways and Canals under authority of P.C. 2764, Dec. 22, 1932, and P.C. 1473, 


PO Ee os che ch ee ett eT OL he. he ty RR RRSTUNNT CLE One hana 110207352 
Upper St. Lawrence River, Channel improvements, Century Coal Co., amount 
Gredited an error: to Casual. Revente in 1931-32. 2.20. 6.4.0.0... coe log Bw once 1,405 49 


Total — Credited to Capital Account -— Crédité au Compte Capital....$ 111,616 51 
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PUBLIC WORKS—TRAVAUX PUBLICS 
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